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NOTES  ON  THE  ORGANIZATION  OF  N1)RC 


The  duties  of  the  National  Defense  Research  Committee 
were  (I)  to  recommend  to  the  Director  of  OSRD  suitable 
projects  and  research  programs  on  the  instrumentalities  of 
warfare,  together  with  contract  facilities  for  carrying  out 
these  projects  and  programs,  and  (2)  to  administer  the  tech¬ 
nical  and  scientific  work  of  the  contracts.  More  specifically, 
N'DRC  functioned  l>y  initiating  research  projects  on  re¬ 
quests  from  the  Army  or  the  Navy,  or  on  requests  from  an 
allied  government  transmitted  through  the  I.iaison  Oilier 
of  OSRI),  or  on  its  own  considered  initialise  as  a  result  ol 
the  experience  of  its  members.  Proposals  prepared  by  the 
Division,  Panel,  or  Committee  for  research  contracts  for 
performance  of  the  work  involved  in  such  projects  were 
first  reviewed  by  N'DRC,  and  if  approved,  recommended  to 
the  Director  of  OSRD.  Upon  approval  of  a  proposal  by  the 
Director,  a  contract  permitting  maximum  flexibility  of 
scientific  effort  was  arranged.  The  business  aspects  of  the 
contract,  including  such  matters  as  materials,  clearances, 
vouchers,  patents,  priorities,  legal  matters,  and  administra¬ 
tion  of  patent  matters  were  handled  by  the  Executive  Sec¬ 
retary  of  OSRD. 

Originally  N'DRC  admin isterec!  its  work  through  five 
divisions,  each  headed  by  one  of  the  N’DRC  members. 
These  were: 

Division  A  —  Armor  and  Ordnance 
Division  B  —  Bombs,  Fuels,  Gases,  K:  Chemical  Problems 
Division  C  —  Communication  and  Trans|>ortalion 
Division  D  — Detection,  Controls,  and  Instruments 
Division  E  —  Patents  and  Inventions 


In  a  reorganization  in  the  fall  of  1912,  twenty-three  ad¬ 
ministrative  divisions,  panels,  or  committees  were  created, 
each  with  a  chief  selected  on  the  basis  of  his  outstanding 
work  in  the  particular  field.  The  N'DRC  members  then  be¬ 
came  a  reviewing  and  advisory  group  to  the  Director  of 


OSRD.  The  final  organization  was  as  follows: 

Division 

1  —  Ballistic  Research 

Division 

2  —  Effects  of  Impact  and  Explosion 

Division 

.<  —  Rocket  Ordnance 

Division 

1  —  Ordnance  Accessories 

Division 

5  —  New  Missiles 

Division 

(i  —  Sub-Surface  Warfare 

Division 

7  —  Fire  Control 

Division 

8  —  Explosives 

Division 

9  —  Chemistry 

Division  10  —  Absorbents  and  Aerosols 

Division  1 1  —  Chemical  Engineering 

Division  12  —  Transportation 

Division  1.1-  Electrical  Communication 

Division  M  —  Radar 

Division  15—  Radio  Coordination 

Division  I (i  —  Optics  and  Camouflage 

Division  17  — Physics 

Division  18  —  War  Metallurgy 

Division  19  —  Miscellaneous 

Applied  Mathematics  Panel 

Applied  Psychology  Panel 

Committee  on  Propagation 

Tropical  Deterioration  Administrative  Committee 
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NDRC  FOREWORD 


am  k.vf.nts  of  the  years  preceding  1940  revealed  more 
11  and  more  clearly  the  seriousness  of  the  world 
situation,  many  scientists  in  this  country  came  to 
realize  the  need  of  organizing  scientific  research  for 
service  in  a  national  emergency.  Recommendations 
which  they  made  to  the  While  House  were  given  care¬ 
ful  and  sympathetic  attention,  and  as  a  result  the 
National  Defense  Research  Committee  [NDRC]  was 
formed  by  Executive  Order  of  the  President  in  the 
summer  of  1910.  1'he  members  of  NDRC,  appointed 
by  the  President,  were  instructed  to  supplement  the 
work,  of  the  Army  and  the  Navy  in  the  development 
of  the  instrumentalities  of  war.  A  y  ear  later,  upon  the 
establishment  of  the  Oflice  of  Scientific  Research  and 
Development  [OSRD],  NDRC  became  one  of  its 
units. 

The  Summary  Technical  Report  of  NDRC  is  a 
conscientious  effort  on  the  part  of  NDRC  to  sum¬ 
marize  and  evaluate  its  work  and  to  present  it  in  a 
useful  and  permanent  form.  It  comprises  some  sev¬ 
enty  volumes  broken  into  groups  corresponding  to 
the  NDRC  Dmsittm,  Ranch,  and  Committees, 

The  Summary  Technical  Report  o(  each  Div  ision, 
Panel,  or  Committee  is  an  integral  survey  of  the  work 
of  that  group.  The  hi  si  volume  of  each  group's  Upo,  i 
contains  a  summary  of  the  report,  stating  the  prob¬ 
lem*  jitxsw ‘riled  wml  (he  pbclowqJiv  <  tl  •Alta*  king  (horn 
and  summarizing  the  results  of  the  research,  develop¬ 
ment,  and  training  ac  tiv  ities  undertaken.  Some  vol¬ 
umes  may  be  “state  of  the  art"  treatises  covering  sub¬ 
jects  to  which  various  research  groups  have  contrib¬ 
uted  information.  Others  may  contain  descriptions 
of  devices  developed  in  the  laboratories.  A  master 
index  of  all  these  divisional,  panel,  and  committee 
tepmts  which  together  const  it  utc  the  Summary  Tech¬ 
nical  Reported  NDRC  iscontaincd  in  a  separate  vol¬ 
ume,  which  also  inc  ludes  the  index  of  a  microfilm 
record  of  pertinent  technical  laboratory  reports  and 
reference  material. 

Some  of  the  NDRC  sponsored  researches  which 
had  been  dec  lassified  by  the  end  of  1915  were  of  sulh- 
cient  popular  interest  that  it  was  found  desirable  to 
report  them  in  the  form  of  monographs,  such  as  the 
set  ies  on  radar  by  Div  ision  Tl  and  the  monograph  on 

j  pi  1 1 1 1  ■  rnr  iiiiiuu^  i  it  -<M  Lij  ilij'  \  -|  1 1  I  Vl-ii  hMwai'iiir  ^ 

inilllnlllt  tpc  T  rlrTTT  'll  VTTV  .  Till  Zliv'  ■  ill  1  VI  IV  11  lilt  IV  — 

Panel.  Since  the  material  treated  in  them  is  not  dupli¬ 


cated  in  the  Summary  Technical  Report  of  NDRC, 
the  monographs  arc  an  important  part  of  the  story  of 
t  liese  aspects  of  N  DRC  research. 

In  contrast  to  the  information  on  radar,  which  is  of 
widespread  interest  and  much  of  which  is  released  to 
the  public,  the  research  on  subsurface  warfare  is 
largely  classified  and  is  of  general  interest  to  a  more 
restricted  group.  As  a  consequence,  the  report  of  Divi¬ 
sion  0  is  found  almost  entirely  in  its  Summary  Tech¬ 
nical  Report,  which  runs  to  over  twenty  volumes. 
The  extent  of  the  work  of  a  Division  cannot  therefore 
be  judged  solely  by  the  number  of  volumes  devoted 
to  it  in  the  Summary  Technical  Report  of  NDRC: 
account  must  be  taken  of  the  monographs  and  avail¬ 
able  reports  published  elsewhere. 

Any  great  cooperative  endeavor  must  stand  or  fall 
with  the  will  and  integrity  of  the  men  engaged  in  it. 
This  fact  held  true  for  NDRC  from  its  inception,  and 
for  Div  ision  (i  under  the  leadership  of  Dr.  John  T. 
1  ate.  1  o  Dr.  1  ate  and  the  men  who  worked  with  him 
—some  as  members  of  Division  (>,  some  as  representa¬ 
tive*  of  (In  “  f  t  Lvidmu  Yreuintcuu  s— beb  tug*  iht  sincere 
gratitude  of  the  nation  for  a  difficult  and  often  dan¬ 
gerous  job  well  clone.  Their  efforts  contributed  sig- 
nifit.tmK  to  the  outcome  ol  our  naval  tjpet  atium 
during  the  war  and  richly  deserved  the  warm  re¬ 
sponse  thc-v  received  from thr  Navy  taijuldikinui  l  heir 
contributions  to  the  knowledge  of  the  ocean  and  to 
the  art  of  oceanographic  researc  h  will  assuredly  speed 
peacetime  investigations  in  this  held  and  bring  rich 
benefits  to  all  mankind. 

The  Summary  Technical  Report  of  Division  6, 
prepared  under  the  direction  of  the  Division  Chief 
and  authorized  by  him  for  publication,  not  only  pre¬ 
sents  the  methods  and  results  of  widely-  varied  re¬ 
search  and  development  programs  but  is  essentially 
a  record  ol  the  unstinted  loyal  cooperation  of  able 
men  linked  in  a  common  effort  to  contribute  to  the 
defense  ol  their  nation.  To  them  all  we  extend  our 
deep  appreciation. 

Vannfvar  Bush,  Director 
Ollier  of  Scientific  Research  and  Development 

J.  W.  CoNw.vr,  Cha  im  ran 
National  Defense  Research  Committee 
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as  wii  i  ni  noted  Irom  the  table  of  contents,  this 
-c  \  report  assembles  in  one  volume  information  re¬ 
garding  a  number  of  developments  which  were  under¬ 
taken  by  the  Division.  Although  some  of  the  work 
described  did  not  result  in  equipment  for  Service  use, 
it  is  felt  the  record  of  what  was  undertaken  may  be  of 
assistance  to  those  responsible  for  conducting  future 
development  programs.  The  report  will  make  clear 
the  stage  to  which  the  various  developments  were 
brought.  Particular  attention  may  be  called  to  the 
story  of  the  sound  monitors  contained  in  the  first 
three  chapters.  These  monitors,  developed  by  the 
Harvard  Underwater  Sound  Laboratory,  were  a  most 
important  aid  in  assuring  that  sonar  gear  installed  on 
a  ship  was  in  effective  operating  condition.  The  ship¬ 
board  instruments  developed  by  the  New  London 
Laboratory  and  described  in  Chapter  1  proved  to  be 
important  aids  to  our  own  submarines  in  their  opera¬ 
tions.  Echo-repeating  devices,  discussed  in  Chapter  (i, 
serv  ed  as  a  most  useful  tool,  and  the  general  principle 
underlying  their  operation  is  finding  continued  ap¬ 
plications.  The  work  on  attack  direc  tors  and  attack 
plotters,  described  in  Chapters  7  and  8,  although  not 
completelv  successful,  did  produce  one  instrument 


adopted  for  Service  use— the  antisubmarine  attack 
plotter.  Another  important  phase  of  the  work  is  de¬ 
scribed  in  Chapter  12,  “Sea-Water  Batteries.”  This 
development  provides  one  method  of  securing  a  more 
adcc|uate  running  range  for  electrically  propelled 
torpedoes. 

This  report  has  been  assembled  by  J.  S.  Coleman, 
and  the  staff  of  the  Summary  Reports  Group  of  Co¬ 
lumbia  University;  the  Division  appreciates  their 
willingness  to  undertake  the  task. 

The  work  described  in  this  report  was  undertaken 
under  various  Navy  projects,  and  in  all  cases  received 
most  cordial  support  from  that  Service.  In  many  cases, 
as  work  proceeded,  it  was  necessary  to  solicit  from  the 
Navy  special  facilities  for  performance  tests,  and  in 
every  instance  that  Service  made  a  serious  effort  to 
supply  these. 

The  report  itself  indicates  which  of  the  Div  ision's 
contractors  were  the  most  concerned  with  the  indi¬ 
vidual  projects. 

John  T.  Tati. 

Chief.  Division  li 
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The  material  in  this  volume,  as  in  other  volumes 
describing  equipment  developments  undertaken 
by  the  contrac  tors  and  laboratories  of  Division  (i,  was 
derived  from  numerous  reports  and  memoranda  pre¬ 
pared  by  the  several  laboratory  groups  concerned. 
Consequently,  the  following  c  hapters  are  more  in  the 
nature  of  a  series  of  edited  reports  than  an  integrated, 
balanced  text. 

It  is  believed  that  the  presentation  is  sufficiently 
complete  to  serve  as  a  reference  volume  to  those  who 
may  be  interested  in  the  efforts  of  the  Division  in  this 
field.  A  complete  bibliography  has  been  provided  at 
the  end  of  the  volume  for  the  convenience  of  those 
who  may  wish  details  and  data  necessary  to  extend 


further  any  of  the  experimental  developments  de¬ 
scribed. 

Principal  credit  for  the  compilation  and  prepara¬ 
tion  of  die  material  in  this  report  should  be  given  to 
\V.  J.  Meringcr  and  H.  J.  Sullivan  of  the  Columbia 
University  Summary  Reports  Group  staff.  Acknowl¬ 
edgment  should  also  be  made  for  the  helpful  coopera¬ 
tion  of  the  Bell  Telephone  Laboratories  and  the  U.  S. 
Navy  Underwater  Sound  Laboratory  at  New  London, 
Connecticut,  in  supplying  reports,  drawings,  and 
photographs  not  previously  available. 

John  S.  Coleman 
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Chapter  1 

THE  SOUND  GEAR  MONITOR 


OAX,  OCP,  and  Installed  Monitors 

Tin'  sound  gear  monitor  [.Vfhl/j  developed  by  HU  SI. 
is  mi  instrument  whith  nlilr.es  a  steady  non  pinning 
signal  to  obtain  information  concerning  the  trans¬ 
mitting  and  retaining  characteristics  of  echo-ranging 
etjuipments.  liy  means  of  such  a  monitor,  sonar  gear 
may  be  tuned  and  adjusted  for  optimum  perform¬ 
ance,  cheched  for  operational  deterioration ,  and  com¬ 
pared  with  other  sonar  systems.  Portable  and  in¬ 
stalled  types  of  the  sound  gear  monitor  were  devel¬ 
oped.  The  two  portable  models,  known  as  Model 
O.  l  X  anti  Mode!  OCP,  each  comprise  an  oscillator- 
amplifier  unit  and  a  hydrophone.  The  OAX  operates 
in  the  range  17  to  27  he:  the  OCP,  in  the  range  7  to 
70  he.  Experimental  work  on  a  permanently  installed 
type,  called  the  installed  sound  gear  monitor  [/.SYi'.W], 
was  carried  on.  The  model  tested  utilized  an  OAX 
electronic  unit  tint I  a  special  strut-transducer  com¬ 
bination. 

"  INTRODUCTION 

Tin  mu  m>  ci  ar  monitor  [sc.m|  is  ;i  device  which 
is  used  io  measure  the  characteristics  of  ccho- 
langoig  cipupin  rn  and  mini  s<  rial  ilums.  Meas¬ 
urements  which  can  he  made  include  (I)  transmit- 
i  inland  receiving  I re(|ueiit y-ies|»ons«.*  characteristics, 
(2j  transmit  ting  and  receiving  directivity  character¬ 
istics,  and  (.3)  approximate  transmitting  power  and 

receiving 

These  measurements  find  application  in  liming 
and  adjusting  sonar  equipment  for  optimum  per¬ 
formance,  in  checking  sonar  equipment  for  perform¬ 
ance  deterioration,  and  in  comparing  the  perform¬ 
ance  characteristics  of  different  sonar  systems.  In 

a  vc  2l  i  ;  »r  *  1  f  I  its1  ■>  \  •  liv  i«it  sill*  j -»*  ’■•'Jl-i.Atw'  l  •  i»  Ij,  -  v* 

vltlt  nt.Tpnt art ori  itt  IiTOiTI  r  mu v  ct  VrUtV  iifcaT, 

urement  of  the  overall  response  of  the  sonar  system. 
Thus,  the  transmitting  function  of  a  sonar  system 
is  tested  by  measuring  the  sound  pressure  which  the 
sonar  projector  produce's  in  the  water,  and  the  re- 

•  ■f  iyiktw  Ik  IiaLmI  lu  Uw  MMUMUl 

1  U  II  li  1  Ttm  C  I"  /1 1  “  tvtitvTi  171  CTTU  lllllllllLr  cl  1C  1  C.II/WMIC. 

of  the  system  to  an  underwater  sound  signal  of  known 
properties.  In  both  applications  the  monitor  utilizes 
continuous  signals,  rather  than  pulses  or  “pings.” 


Flea  Ri  I.  Sound  goal  monitor. 


Dksc.rii'iion  of 

Two  types  of  sound  gear  monitoi  were  developed. 
One,  called  die  portable  sound  gear  monitor  [OAX 
ihh*  o4  f*j,  tY  p.i—'  a  iwnmtwwfT  suwpewAwJ  ovw 
side;  the  other,  using  a  transducer  mounted  on  a 
retractable  strut,  is  known  as  the  installed  sound 
gear  monitor  [IS(>M],  Eac  h  type  consists  of  two  parts, 
namely,  a  transducer  and  an  oscillator-amplifier  unit. 
Though  the  mechanical  arrangement  of  the  units 
differs  widely  in  the  two  types  of  monitor,  their 
functions  are  identical. 

The  oscillator-amplifier  unit  is  provided  with  a 
selec  tor  switc  h  whic  h  may  be  set  on  “receive,”  “beat," 
or  "send."  With  the  switch  in  the  “receive”  posi- 
44«k  uwm  wax  W  wwd  ewaxure  vtw  <towid 
field  intensity  and  the  transmitted  directivity  pattern 
of  the  sonar  system  under  test.  In  the  "beat”  posi¬ 
tion,  a  local  signal  of  the  oscillator-amplifier  unit 
is  mixed  with  the  signal  picked  up  by  the  trans- 
duett  Uy  hewtocUwuqr  Uw-  awn  xtgtwAx  not!  wl.juu 
ing  the  calibrated  frecpiency  of  the  local  oscillator 
until  “zero  beat”  is  obtained  from  the  unit’s  loud¬ 
speaker,  the  transmitted  frecjuency  can  be  measured. 
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When  the  selector  switch  is  on  “send,”  the  calibrated 
signal  of  the  monitor  is  transmitted  via  the  trans¬ 
ducer  to  the  sonar  equipment  being  checked.  This 
makes  it  possible  to  tune  the  sonar  receiver  and  to 
determine  its  receiving  sensitivity  and  directivity 
patterns. 

\dvantages  of  SGM  Over  Early  Procedures 

Before  the  development  of  sound  gear  monitors, 
four  methods  ol  tuning  QC  drivers  were  in  use.  These 
were:1 

1.  The  "sing,”  "hiss,"  or  “sizzle”  method. 

2.  The  r-f  current  method. 

3.  The  driver  plate  current  method.2 

•1.  The  OL  (Navy  designation)  equipment 
method. 

The  first  three  are  inferential  methods,  i.e.,  it  is 
inferred  that  the  projector  sound  output  is  a  maxi¬ 
mum  though  the  tuning  operation  is  accomplished 
by  observing  something  other  than  the  sound  in¬ 
tensity  in  the  water.  The  methods  are  both  con¬ 
venient  and  rapid  and  require  no  other  apparatus 
than  what  is  already  a  part  of  the  standard  echo¬ 
ranging  installation.  They  arc  reasonably  accurate 
and  the  probable  error  should  not  result  in  more 
than  a  3-d b  decrease  in  ccho-to-noise  ratio.  How¬ 
ever,  since  the  observed  quantities  are  small  (de¬ 
pending  upon  hearing  acuity  or  the  observation  of 
slight  meter  deflections),  a  certain  amount  of  under¬ 
standing  and  judgment  is  required  of  the  operator. 
The  dependability  of  the  methods  is  not  great  since 
slight  changes  in  the  equipment  because  of  aging 
and  service  wear  may  seriously  affect  their  accuracy, 
or  possibly  prevent  their  use  at  all. 

In  contrast  to  the  inferential  methods,  the  OL 
equipment  permits  the  direct  measurement  of  the 
quantity  of  interest,  namely,  the  intensity  of  the 
sound  radiated  into  the  water.  There  are,  however, 
several  disadvantages  to  the  OL  equipment:  (1)  it 
cannot  be  used  when  the  ship  is  under  way;  (2)  it  is 
available  only  on  tenders  or  at  bases;  (3)  its  size  and 
weight  and  the  length  of  time  required  to  put  it 
in  operation  tend  to  discourage  its  frequent  use.  For 
these  reasons  the  OL  equipment  is  usually  restricted 
to  making  acceptance  tests  on  new  equipment,  de¬ 
termining  directivity  patterns,  and  trouble-shooting. 

After  the  sonar  driver  was  tuned  to  the  frequency 
of  projector  resonance  according  to  one  of  the  above 
methods,  the  receiver-amplifier  was  tuned  for  maxi¬ 
mum  sensitivity  at  that  frequency.  The  OL  equip- 


I  h.i  ri  2.  OAX  sound  gear  monitor  (production  proto¬ 
type).  Model  :VK.  oscillator-amplifier  panel. 


ment  does  not  provide  for  the  generation  of  a  test 
signal  in  the  water,  and  therefore  it  offers  no  ad 
vantage  in  receiver-amplifier  tuning. 

With  the  development  of  the  sound  gear  monitor 
it  is  now  possible  to  perform  the  necessary  tests 
accurately  and  conveniently.  The  portable  monitor 
may  be  used  on  ships  tied  to  a  dock;  in  the  case  of 
ships  under  way,  the  installed  monitor  may  he  uti¬ 
lized.  The  dynamic  monitor  (sec  Chapter  2)  is  an 
improved  device  which  furnishes  an  index  of  the 
overall  acoustical  efficacy  of  sonar  echo-ranging  gear. 
It  differs  from  the  SGM  in  the  Utilization  of  pulses 
or  pings,  instead  of  continuous  \ignals. 

Final  Design 

OAX  Monitor.  Figure  2  is  a  photograph  of  the 
oscillator-amplifier  panel  of  a  prototype  model  for 
commercial  manufacture.  The  final  design  of  the 
portable  OAX  monitor  (also  known  as  underwater 
sound  portable  testing  equipment)  consists  of  this 
unit  together  with  the  B-19B  transducer  (see  Sec¬ 
tion  1.3.2).  The  frequency  range  is  from  17  to  26  kc 

OCP  Monitor.  The  complete  portable  X-OCF 
monitor  is  shown  in  Figure  3,  including  the  B-19H 
transducer.  The  frecpiency  range  is  from  7  to  70  kc. 
The  commercially  manufactured  counterpart  is  des¬ 
ignated  as  Portable  Testing  Equipment— Sonar- 
Model  OCP. 

ISGM.  The  original  intention  in  the  design  of 
the  installed  sound  gear  monitor  was  to  have  a  bulk¬ 
head-mounted  oscillator-amplifier  unit  operating  in 
conjunction  with  an  installed  transducer.  However, 
such  an  electronic  unit  was  never  developed.  In  its 
place,  use  was  made  of  the  electronic  unit  of  the 
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I  k, i  ki  3.  \ -OCT  sound  gear  monilor  (production  prom¬ 
ts  pel,  will)  It Kill  transducer. 

portable  OAX  monitor.  The  ISGM  development 
was  concentrated  on  the  design  of  a  strut  for  re¬ 
tracting  the  transducer.  Several  versions  were  in¬ 
stalled  on  various  ships  for  experimental  purposes. 
A  successful  model  is  shown  in  Figure  I. 

Ft ttrk  Improvements 

Portable  Monitor.  Since  the  electronic  unit  has 
reached  a  satisfactory  stage  of  development,  no  rec¬ 
ommendations  are  made  for  its  improvement.  Modi¬ 
fication  of  the  monitor  for  use  as  auxiliary  equip¬ 
ment,  such  as  a  vacuum-tube  voltmeter,  or  in  code 
communication  lias  been  carried  out  to  some  extent, 
and  further  development  along  those  lines  seems 
desirable.  Although  the  transducers  used  compare 
favorably  with  the  latest  magnctostrictive  designs, 
there  is  room  for  improvement  in  uniformity  of 
pattern  and  smoothness  of  frequency  response. 

Installed  Monitor.  It  is  recommended  that  a  bulk¬ 
head-mounted  electronic  unit  be  developed  for  use 
with  the  installed  transducer.  Permanent  installa¬ 
tion  relaxes  the  weight  and  portability  restrictions 
applicable  to  the  portable  monitor,  thereby  per¬ 
mitting  more  rugged  mechanical  construction,  more 
elaborate  circuits,  and  consequent  increased  stabil¬ 
ity  of  operation.  A  desirable  feature  which  should 
be  considered  for  future  development  of  the  re¬ 
tractable  strut  is  a  remote-control  hoist  mechanism. 

>■2  REQUIREMENTS 

Five  proposals  were  made  for  a  measuring  device 
to  be  used  in  conjunction  with  echo-ranging  gear. 
These  were: 

1.  A  vibration  pickup  (contact  microphone)  to 
be  permanently  fastened  to  the  projector  mounting 


shaft.  The  electrical  output  of  the  microphone  (by 
means  of  an  amplifier-indicator)  would  indicate  the 
mechanical  resonance  point  of  the  projector  as  the 
driver  amplifier  was  tuned  through  the  resonant  fre¬ 
quency.  This  system  was  considered  inadequate  be¬ 
cause: 

a.  It  would  provide  means  only  for  tuning  the 
transmitting  system;  pattern  measurements, 
power  output,  and  receiving  characteristics 
could  not  be  measured. 

b.  It  might  give  fallacious  indications  of  pro¬ 
jector  resonance  because  of  the  acoustic 
transmission  characteristics  of  the  projector 
mounting  shaft,  e.g.,  mechanical  resonances 
of  the  shaft  at  frequencies  near  the  projec¬ 
tor's  resonant  point. 

2.  A  vibration  pickup  (contact  microphone)  to  be 
mounted  on  the  inner  surface  of  the  ship’s  hull  and 
connected  to  an  amplifier-indicator.  This  system 
would  not  be  applicable  to  measurement  of  receiv¬ 
ing  characteristics,  but  it  might  possibly  permit  crude 
transmitting  pattern  measurements  in  addition  to 
the  driver  tuning  operation." 

3.  A  transducer  mounted  inside  the  projector 
dome.  When  connected  to  suitable  electronic  equip¬ 
ment,  the  transducer  could  be  used  both  to  transmit 
and  receive.  It  could  not,  however,  be  used  for  pat¬ 
tern  measurements.  An  additional  disadvantage 
would  be  that  the  transducer’s  output  would  not  be 
a  reliable  indication  of  the  overall  acoustic  output 
of  the  system,  since  marine  growths  on  the  outer 
surface  of  the  dome  and  precipitated  solids  on  its 
inner  surface  may  seriously  attenuate  the  radiated 
energy.11 

1.  A  transducer  to  be  suspended  overside.  It  could 
be  used  for  both  sending  and  receiving,  for  tuning 
both  the  driver  and  the  receiver-amplifier,  and  for 
measuring  transmitting  and  receiving  directivity  pat¬ 
terns.  Assuming  stable  characteristics  for  the  trans¬ 
ducer  and  associated  electronic  equipment,  the  de¬ 
vice  would  permit  measurement  of  the  overall  acous¬ 
tic  power  output  of  the  sonar  transmitter  and  the 

a  Two  slight  variations  of  this  proposal  were  (1)  a  transducer 
to  be  located  in  a  small  water  tank  attached- to  the  inner  sur¬ 
face  of  the  ship's  hull,  and  (2)  a  transducer  to  he  mounted  in 
a  water-filled  blister,  attached  to  the  outer  surface  of  the 
ship's  hull. 

t)  This  proposal,  though  rejected  by  HUSL,  was  subse¬ 
quently  developed  by  NRL.  Two  models  of  the  resulting 
equipment  arc  known  as  the  OllY-t  and  the  OCH.-t 
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overall  sensitivity  of  the  sonar  receiver.  If  the  trans¬ 
ducer  could  be  made  nondirectional  in  at  least  one 
plane,  it  could  be  suspended  by  a  line  from  the  ship’s 
rail,  thus  eliminating  much  of  the  bulk  and  incon¬ 
venience  associated  with  the  OL  equipment. 

5.  A  transducer  mounted  on  a  retractable  stream¬ 
lined  strut,  to  pci  mil  lowering  to  the  level  of  the 
ship's  projector  at  a  known  bearing  with  respect  to 
the  projector.  The  transducer  would  be  used  for 
both  sending  and  receiving.  It  could  be  used  to  make 
all  the  measurements  possible  with  the  overside 
transducer  suspension  described  in  (4).  It  would  base 
an  advantage  over  the  overside  suspension  in  that  it 
could  be  used  with  the  ship  under  way.  The  strut 
could  be  withdrawn  through  a  gate  valve  when  not 
in  use  and,  with  the  gate  valve  closed,  could  be  re¬ 
moved,  adjusted,  or  repaired. 

The  first  three  proposals  were  too  limited  in  po¬ 
tential  application.  None  of  them  would  serve  to 
make  reliable  pattern  measurements;  they  would  not 
guarantee  reliable  measurements  of  transmitted 
power  or  receiving  wmaifUily;  even  their  .'replica¬ 
tion  to  the  tuning  of  the  sonar  seemed  doubtful. 
\s  a  result  no  extensive  investigations  were  made, 
lhe  last  two  proposals  were  believed  to  merit  in¬ 
vestigation  and  development,  and  the  respective 
units  were  designated  portable  sound  gear  monitor 
and  installed  sound  gear  monitor. 

I'he  nature  of  the  sonar  testing  problem  imposes 
certain  design  considerations  which  have  served  as 
a  basis  for  the  development  of  the  monitor.  The 
following  discusses  separately  the  considerations  for 
the  portable  model  and  the  installed  model. 

1 1  Portable  Monitor 

Overall  Electrical  Design.  The  sound  gear  moni¬ 
tor  is  designed  (1)  to  make  measurements  of  the 
acoustic  field  from  sonar  gear,  and  (2)  to  produce  an 
acoustic  test  signal  in  the  water  at  the  sonar  pro¬ 
jector.  Hence,  the  monitor  consists  of  a  hydrophone, 
an  oscillator-amplifier  unit,  suitable  indicating  de¬ 
vices,  and  interconnec  ting  cables.  The  system  must 
be  stable  over  long  intervals  to  allow  comparison  of 
the  performance  of  the  sonar  gear  at  different  times. 
In  order  to  be  applicable  to  all  sonar  gear,  the  fre¬ 
quency  response  of  the  unit  should  be  flat  and  should 
include  all  working  frequencies. 

Electronic  Design.  The  electronic  chassis  consists 
of  amplifiers  and  an  oscillator  which  arc  arranged 
to  satisfy  three  functions;  send,  beat,  and  receive.  In 
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the  receive  position,  the  amplifier  is  connected  to 
the  transducer  and  the  amplifier  output  is  indicated 
on  a  meter.  The  amplifier  must  be  capable  of  re¬ 
ceiving  maximum  signal  (120  db  above  1  bar  at  1 
meter)  without  overloading  and  must  also  respond 
to  signals  as  low  as  40  db  above  1  bar  while  main¬ 
taining  a  large  sigiial-to-nui.se  ratio.  Sensitivity  ad¬ 
justment  should  be  provided  to  allow  indication  of 
these  signals  at  zero  on  the  output  meter. 

in  the  beat  position,  the  amplifier  output  is  mixed 
with  the  oscillator  output  to  give  an  audible  signal 
from  the  loudspeaker.  By  tuning  the  oscillator  until 
the  beat  frequency  is  brought  to  zero,  the  oscillator 
is  set  to  the  frequency  of  the  sonar  gear.  The  oscil¬ 
lator  should  be  stable  so  that  the  frequency  of  the 
sonar  gear  mav  be  arc  urate  lv  read  from  the  calibrated 
dial. 

In  the  send  position,  the  amplifier  is  disconnected 
from  the  transducer,  and  the  oscillator  is  connected 
to  the  power  stage  ill  die  amplifier,  whose  output  is 
connected  to  the  transducer.  Thus,  the  system  serves 
twa  urnrOe  ti  »r  4cc  nrMic  lost  Sufficient  jvowev 

output  must  be  available  to  provide  a  field  at  the 
sonar  projector  of  the  order  of  40  db  above  1  bar. 
This  should  be  adjustable  so  as  to  avoid  overload  of 
the  sonar  gear. 

The  oscillator  and  amplifiers  are  thus  intercon¬ 
nected  in  three  different  ways  and  the  design  must 
be  such  as  to  avoid  any  disturbance  of  the  oscillator 
frequency  in  any  of  these  three  positions.  Moreover, 
the  oscillator  should  be  isolated  from  the  amplifier 
to  avoid  accidental  insertion  of  oscillator  voltage. 

T ransdueer  Design.  For  ease  of  handling,  the  trans¬ 
ducer  should  be  suspended  from  the  ship's  rail  by 
a  rope.  However,  the  transducer  cable  should  be 
provided  with  strain  relief  or  be  otherwise  supported 
at  the  water  seal.  To  minimize  any  sidewise  motion, 
tin  external  weight  is  hung  below  the  transducer. 
This  arrangement  does  not  prevent  rotation  of  the 
transducer  by  twisting  of  the  suspension  cable.  For 
use  in  testing  sound  gear,  which  radiates  primarily 
in  the  horizontal  plane,  the  transducer  should  be 
nondirectional  in  this  plane  to  prevent  the  twisting 
motion  from  influencing  the  measurements.  It  should 
have  maximum  sensitivity  in  this  plane  and  greatly 
diminished  sensitivity  in  other  planes,  since  meas¬ 
urements  in  any  plane  other  than  the  horizontal 
are  not  reeptired.  If  the  transducer  has  appreciable 
sensitivity  in  the  vertical  direction,  sound  waves  re¬ 
flected  from  the  harbor  bottom  or  from  the  ship’s 
hull  could  produce  misleading  results.  It  should  have 
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reasonable  sensitivity  to  avoid  need  for  excessive 
gain  in  the  amplifier  unit,  and  to  produce  a  desir¬ 
able  value  of  signal-to-noise  ratio.  The  frequency 
response  should  be  flat,  or  nearly  so,  to  avoid  com¬ 
plicated  compensating  networks  or  frequency  cali¬ 
bration  charts.  The  transmitting  efficiency  should 
permit  the  necessary  field  to  be  generated  with  a 
modest  power  amplifier  in  the  electronic  chassis. 

The  requirements  discussed  above  are  best  met 
by  a  tubular  magnetostriction  transducer  of  the  ra¬ 
dially  vibrating  type.0  Its  sensitivity  is  uniform  in 
a  plane  perpendicular  to  the  axis  of  the  tube  but 
falls  off  rapidly  with  inclination  to  this  plane.  The 
Q  of  the  transducer  and  the  frequency  of  mechanical 
resonance  are,  within  limits,  independently  control¬ 
lable. 

'•2-2  Installed  Monitor 

Overall  Electrical  Design.  The  section  on  overall 
electrical  design  of  the  portable  monitor  is  applicable 
to  the  installed  monitor. 

Electronic  Design.  The  electronic  chassis  is  the 
same  as  that  used  in  the  portable  monitor,  with  the 
exception  that  in  the  case  of  the  installed  monitor, 
permanent  bulkhead  mounting  should  be  provided. 
Thus  it  is  not  subject  to  such  severe  restrictions  on 
size  and  weight  as  the  portable  unit. 

Transducer  Design.  Like  its  portable  counterpart, 
the  installed  transducer  should  be  of  the  radially 
vibrating,  tubular,  inagnctostrictive  type.'1  In  a  hori¬ 
zontal  plane  the  response  need  not  necessarily  be 
uniform  through  8(H)  degrees,  for  the  angular  orien¬ 
tation  of  the  transducer  is  held  constant  by  the 
supporting  strut.  The  response  should  be  uniform, 
however,  over  an  angle  which  subtends  the  ship's 
projector  (or  projectors). 

The  size  of  the  transducer  is  not  of  critical  im¬ 
portance,  but  it  should  be  small  enough  to  permit 
withdrawal  through  a  reasonably  sized  port  in  the 
fcMpVkuW .  The  irwwtU-Rw  sbwwld  Utwe  it  Mfemtdhied 
cross  section,  both  to  minimize  the  frictional  forces 
resulting  from  motion  through  the  water  and  to 
minimize  the  noise  generated  by  water  turbulence. 

Strut  and  Hoist  Design.  Considerations  of  vulner¬ 
ability  require  that  the  transducer  and  its  strut  be 
retractable.  They  should  be  withdrawn  through  the 
hull  of  the  ship  when  the  monitor  is  not  in  use  to 
minimize  the  danger  to  the  transducer  from  col- 


f  Described  in  Division  6,  Volume  13. 
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lisions  with  floating  debris  and  to  cut  down  unnec¬ 
essary  water  drag.  Considerations  of  serviceability 
require  the  transducer  and  strut,  when  withdrawn, 
to  be  easily  removable  for  replacement  or  repair. 
For  frequent  raising  and  lowering,  a  motor-driven 
hoist  mechanism  should  be  provided. 

On  high-speed  combat  vessels  the  frictional  forces 
encountered  by  the  strut  arc  quite  large.  The  me¬ 
chanical  design  should  consider  these  forces  and,  in 
addition,  the  possibility  of  impacts  with  fish  and 
other  objects. 

Location  of  the  Transducer.  The  location  of  the 
transducer  with  respect  to  the  sonar  projector  is 
important.  The  extended  transducer  should  be  level 
with  the  projector  so  as  to  lie  in  the  center  of  the 
projector's  major  vertical  lobe. 

Since  the  distances  traveled  by  sound  in  echo- 
ranging  practice  are  large  compared  to  the  diameter 
of  the  sonar  projector,  the  sound  energy  that  reaches 
a  target  and  is  returned  from  the  target  consists  of 
essentially  plane  waves.  If  the  distance  between  the 
monitor  transducer  and  the  sonar  projector  is  de¬ 
creased  to  a  value  commensurate  with  the  projector 
diameter,  the  variations  in  path  length  as  measured 
to  different  points  on  the  active  surface  of  the  pro¬ 
jector  become  significant  fractions  of  a  wavelength. 
When  this  occurs,  normal  directivity  patterns  and 
frequency-response  curves  are  not  obtained. 

Open-water  measurements  made  with  a  19  in.  di¬ 
ameter  QC  projector  (21.25  kc)  and  a  portable  moni¬ 
tor  indicated  that  any  decrease  in  separation  below 
1  ft  caused  it  noticeable  broadening  of  the  projec¬ 
tor’s  major  lobe.  From  these  observations  it  was 
decided  that  the  minimum  permissible  separation, 
a  function  of  frequency  and  projector  aperture, 
should  be  fi  ft.* 

To  assign  a  definite  upper  limit  to  the  separation 
distance  is  difficult  because  of  several  variable  fac¬ 
tors,  such  as  the  contour  of  the  ship’s  hull.  An  ap- 
prwpvwu*  Iftwft  +4'  !  2  ft  Iwssh  (wh  tw 

direct  observations  have  been  made  to  substantiate 
this  assumption. 

13  OAX  MONITOR 

'•3-!  Description 

The  OAX  monitor  is  the  portable  model,  with  a 
frequency  range  of  from  17  to  26  kc.  The  block 
diagram  of  Figure  5  illustrates  the  basic  functional 
design.  (It  applies  equally  well  to  the  OCP  and  in- 
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FlM’Ri'  5.  Block  diagram  of  sound  gear  monitors. 


stalled  monitors.)  In  this  diagram  the  oscillator-am¬ 
plifier  unit  has  been  divided  into  five  sections  as 
follows: 

1.  A  receiving  amplifier  with  its  associated  output 
meter. 

2.  A  power  amplifier. 

3.  A  loudspeaker. 

1.  An  oscillator,  the  frequency  of  which  can  he 
varied  by  means  of  a  calibrated  frequency  dial. 

5.  A  power  supply  which  provides  plate  and 
filament  power  for  the  other  circuits. 

These  five  sections  can  be  interconnected  for  three 
different  functions  by  means  of  a  selector  switch 
marked  receive,  heat,  and  send. 

I“12  The  Final  Design 

After  four  early  models  hfod  been  tested,  proto¬ 
type  models  for  commercial  manufacture  were  de¬ 
veloped.  These  were  designated  Models  .r>D,  5C,  and 
.r>E,  which  is  the  chronological  order  in  which  the 
respective  designs  became  fairly  well  standardized. 
All  three  models  are  known  as  Model  OAX  port¬ 
able  monitor.  Model  5C  is  different  from  Model  51) 
in  that  an  additional  stage  of  amplification  is  used. 
Model  5E  differs  from  Model  5C  in  the  use  of  four 
variable  resistors  of  the  screwdriver-adjustment  type 
in  place  of  the  fixed  resistors  used  in  Model  5C. 

Since  the  same  transducer  was  used  with  each  of 
these  models,  it  is  discussed  first,  the  sections  fol¬ 
lowing  being  devoted  to  a  description  of  the  three 
electronic  units. 

Transducer 

The  B-19B  transducer,  shown  in  Figure  6,  is  a 
tubular  magnetostriction  hydrophone  of  the  radially 


vibrating  type.  The  magnetostrictive  element  is  an 
oxide-annealed  nickel  tube  6  in.  long,  with  an  out¬ 
side  diameter  of  1.5  in.  and  a  wall  thickness  of  0.035 
in.  T  he  Alnico  polarizing  magnets  and  the  trans¬ 
ducer  windings  are  contained  within  the  waterproof 
enclosure  formed  by  the  tube  and  the  top  and  bot¬ 
tom  end  caps.  The  arrangement  of  these  parts  is 
shown  in  Figures  7  and  8.  The  transducer  winding 
consists  of  130  turns  of  No.  26  SCE  wire  wound 
in  two  layers  on  wocxlen  coil  forms. 

The  d-c  resistance  of  the  transducer  is  about  6 
ohms,  and  the  impedance  at  26  kc  is  31  +  ;52  ohms. 
The  horizontal  sensitivity  in  the  useful  frequency 


Figure  C.  B-19B  transducer. 
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i'K.i  UK  7.  Upper  section  of  11- 1  OH  ttansdtuer. 

range  (17  to  2<i  kc)  is  1 15  rib  below  1  v  per  bar  when 
the  transducer  is  connected  to  a  100-ohni  resistive 
load.  In  this  frequency  range  the  horizontal  sensi¬ 
tivity  may  vary  ±1.5  rib.  In  a  horizontal  plane  the 
directivity  pattern  varies  less  than  ±1.5  db  from 
circular  symmetry.  In  any  vertical  plane  the  sensi¬ 
tivity  is  maximum  in  a  horizontal  direction  and 
drops  about  10  db  for  a  30-degree  inclination  to  the 
horizontal. 

A  typical  curve  showing  the  frequency  response 
of  a  B-19B  transducer  is  given  in  Figure  9. 


annealed  ni  .035"  thick 


Model  5D 

Figure  10  is  a  block  diagram  of  the  Model  5D 
oscillator-amplifier  unit,  and  Figure  1 1  is  a  complete 
circuit  diagram. 

The  block  diagram  of  Figure  10  shows  the  circuit 
divided  into  sections  and  illustrates  the  action  of 
the  five-position  selector  switch.  Two  receiving  posi¬ 
tions  are  provided:  full  gain,  and  30-db  fixed  attenu¬ 
ation.  In  either  receiving  position  a  variable  attenua¬ 
tor  permits  manual  adjustment  of  the  attenuation 
in  3-d b  steps  over  a  range  of  57  db,  providing  a  total 
dynamic  range  of  87  db.  The  gain  of  the  receiving 
amplifier  is  sufficient  to  produce  a  0-db  reading  of 
the  output  meter  with  an  input  level  of  1.8  mv  when 
no  attenuation  is  used. 

File  receiving  amplifier  is  a  conventional  two- 
stage  resistance-coupled  amplifier.  Un-by-passed  ca¬ 
thode  resistors  provide  a  small  amount  of  degenera¬ 
tive  current  feedback,  which  increases  the  stability 
ol  the  amplifier  and  flattens  its  frequency  response. 
The  output  meter  is  a  Weston  Type  VU  meter.  A 
copper  oxide  rectifier  is  contained  within  the  meter 
case. 

In  either  receive  position  the  output  of  the  re¬ 
ceiving  amplifier  is  applied  to  the  power  amplifier 
as  well  as  to  the  output  meter.  The  resistance-capaci¬ 
tance  network  at  the  input  to  V-.HA  and  the  capaci¬ 
tance  (M  l,  which  shunts  the  power  amplifier  out¬ 
put.  make  the  power  amplifier  effectively  inopera¬ 
tive  at  signal  frequencies.  In  both  receive  positions 
plate  voltage  is  not  applied  to  the  local  oscillator. 

In  the  beat  position  plate  voltage  is  applied  to 
the  local  oscillator  and  the  oscillator  signal  is  in¬ 
jected  into  the  receiving  amplifier  (at  the  suppressor 
grid  of  V-2).  Heterodyning  between  the  oscillator 
signal  and  the  signal  from  the  hydrophone  causes 
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Fim'rk  !).  Sensitivity  calibration  of  B-I9B  transducer. 
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Ik.i  ki  III.  Blo<  k  diagram  of  poilalilc  monitors.  Models  .50.  51).  and  5E. 


a  difference-frequency  signal  to  be  applied  to  the 
power  amplifier  and  speaker.  The  resistance-capaci¬ 
tance  network  at  the  input  of  V-3A  and  the  capaci¬ 
tance  C-l  I.  which  shunts  the  power  amplifier  out¬ 
put.  cause  little  attenuation  at  audible  dillcremc 


frequencies;  consequently,  the  beat  note  is  heard  in 
the  loudspeaker. 

I'he  local  oscillator  consists  of  the  tube  V-3B  in 
a  series-led  Hartley  circuit.  The  stabilizing  resistor 
R-28  in  the  cathode  circuit  of  the  oscillator  tube 


FnaiRK  It.  Srliemalir  diagram  of  portable  monitor,  Model  .51). 


CONFIDENTIAL 


10 


THE  SOUND  GEAR  MONITOR 


improves  the  waveform  of  the  oscillator  output  and 
makes  the  frequency  of  oscillation  independent  of 
tube  characteristics.  The  trimmer  condenser  C-16, 
because  of  its  negative  temperature  coefficient,  sta¬ 
bilizes  the  frequency  with  respect  to  temperature 
changes.  Voltage  regulation  of  the  oscillator  plate 
supply  voltage  is  used  to  overcome  the  effects  of  line 
voltage  variations. 

In  the  two  send  positions  of  the  selector  switch 
the  input  to  the  receiving  amplifier  is  grounded. 
The  local  oscillator  signal  is  applied  to  the  second 
stage  of  the  power  amplifier,  and  the  output  of  this 
amplifier  is  connected  to  the  transducer.  The  local 
oscillator  signal  is  also  injected  into  the  second  stage 
of  the  receiving  amplifier  in  the  same  manner  as 
described  above.  'This  causes  the  output  meter  to 
give  a  visible  indication  that  the  oscillator  is  func¬ 
tioning.  The  additional  circuits  in  the  send  positions 
are  conventional,  with  the  possible  exception  of  the 
plate  circuit  of  V-l.  The  plate  load  impedance  of 
V-l  consists  of  the  input  transformer  and  the  speaker 
transformer  in  parallel.  The  fact  that  the  loud¬ 
speaker  transformer  has  reasonably  high  impedance 
at  ultrasonic  frequencies  makes  this  arrangement 
possible. 

The  output  voltages  applied  to  the  transducer  are 
approximately  0.0  v  in  the  full  gain  output  position, 
and  2  v  in  the  10-db  attenuation  position. 

The  Model  51)  monitor  when  used  with  a  B-19B 
transducer  has  the  following  performance  charac¬ 
teristics. 

1.  Frequency  response:  flat  ±3  db  from  17  to  2(> 
kc  for  random  rotation  of  transducer. 

2.  Receiving  sound  field:  from  GO  to  117  db  above 
1  bar. 

3.  Sending  sound  field,  two  fixed  values:  30  db 
and  -10  db  above  1  bar  at  5  ft. 

Model  5C 

A  block  diagram  is  given  in  Figure  10  and  a  sche¬ 
matic  circuit  diagram  is  shown  in  Figure  12. 

The  receiving  amplifier  is  similar  to  that  of  Model 
5D  except  that  an  additional  stage  of  voltage  am¬ 
plification  is  used.  The  gain  of  the  receiving  ampli¬ 
fier  is  109  db  (about  30  db  greater  than  in  the  Model 
5D).  The  additional  gain  was  incorporated  in  this 
unit  for  two  reasons:  (1)  a  modification  was  made 
in  the  B-19B  transducer,  thereby  reducing  its  sen¬ 
sitivity;  and  (2)  experience  in  the  use  of  the  51) 
monitor  had  indicated  that  higher  gain  would  be 
useful. 


The  power  amplifier,  oscillator,  and  meter  cir¬ 
cuits  are  identical  with  those  of  Model  51). 

The  performance  characteristics  are  as  follows. 

1 .  Frequency  response:  fiat  ±3  db  from  1 7  to  20  kc 
for  random  rotation  of  the  transducer. 

2.  Receiving  sound  field:  from  30  to  117  db  above 
1  bar. 

3.  Sending  sound  fields,  two  fixed  values:  30  db 
and  40  db  above  1  bar  at  5  ft. 

In  only  2  of  the  35  units  were  there  deviations  of 
3  db  per  kc. 

Model  5E 

Figure  10  is  a  block  diagram  of  the  Model  5E 
oscillator-amplifier  unit,  and  a  schematic  circuit  dia¬ 
gram  is  given  in  Figure  13.  A  photograph  of  the 
unit  is  shown  in  Figure  2. 

I'lie  circuits  of  the  Models  5C  anti  5E  differ  only 
in  the  fact  that  four  variable  resistors  of  the  screw¬ 
driver-adjustment  type  are  used  in  Model  5E  in  place 
of  the  fixed  resistors  used  in  Model  5C.  The  quanti¬ 
ties  made  adjustable  are  (1)  gain  of  the  receiving 
amplifier,  (2)  attenuation  of  the  30-db  receiving  at¬ 
tenuator,  (3)  oscillator  voltage  injected  into  the  re¬ 
ceiving  amplifier,  and  (1)  attenuation  in  the  —  10-db 
send  position. 

Two  advantages  resulted  from  the  use  of  the  vari¬ 
able  components.  In  the  first  place,  production  of 
the  monitors  was  speeded  up  because  10  per  cent 
resistors  could  be  used  where  hand-picked  resistors 
were  formerly  required.  Secondly,  recalibration  of 
the  monitors  to  compensate  for  aging  or  replacement 
parts  was  made  possible.  The  performance  of  the 
Model  5E  is  identical  with  that  of  the  Model  5C. 

To  provide  a  larger  range  of  transmitting  pres¬ 
sure  levels,  an  external  sending  attenuator5  was  de¬ 
veloped  for  use  with  all  Model  5  monitors. 

1.3.3  Recommendations  for  Future  Work 

The  electronic  oscillator-amplifier  unit  of  the 
portable  monitor  has  reached  a  satisfactory  state  of 
engineering  development.  No  direct  recommenda¬ 
tions  are  made,  therefore,  concerning  improvement 
of  its  present  functions.  It  is  recommended  that 
further  engineering  development  work  be  devoted 
to  those  design  features  which  will  allow  the  monitor 
to  serve  in  the  field  as  an  independent  signal  gen¬ 
erator  and  vacuum-tube  voltmeter,  in  addition  to  its 
present  features. 
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Limitations 

The  principal  limitations  of  the  portable  monitor 
are  associated  with  the  performance  of  the  trans¬ 
ducer.  1  he  latter’s  characteristics  with  regard  to  uni¬ 
formity  of  pattern  and  smoothness  of  frequency 
response  still  leave  something  to  be  desired,  although 
its  present  performance  appears  consistent  with  the 
present  state  of  advancement  of  the  magnetostriction 
transducer  art.  Further  refinements  in  transducer 
design  should  be  adapted  to  the  monitor  transducer 
as  they  become  available. 

The  limitations  due  to  transducer  performance 
appear  less  significant  when  compared  with  errors 
whic  h  are  inherent  in  measurements  made  with  port¬ 
able  equipment.  A  suspended  transducer  is  never 
at  a  precisely  known  location  with  respect  to  the 
sonar  projector,  nor  can  its  location  be  exactly  dupli¬ 
cated  in  consecutive  suspensions.  During  any  given 
set  of  measurements,  the  transducer  is  free  to  rotate 
about  the  suspension  cable  and  is  likely  to  drill 
when  acted  on  by  water  currents.  The  inherent  in¬ 
stability  of  the  transducer  mounting  and  the  ex¬ 
istence  of  wave  interference  patterns  give  rise  to 
fluctuating  meter  readings  which  limit  the  abso¬ 
lute  accuracy  of  any  measurements  made  with  port¬ 
able  equipment. 


'  <  OCP  MONITOR 

Ml  Development 

The  OAX  portable  monitor  was  designed  to  op¬ 
erate  in  the  frequency  range  of  from  17  to  2(i  kc. 
W  hen  the  development  of  sonar  equipment  tended 
toward  the  utilization  ot  frequencies  outside  this 
range,  the  need  for  portable  testing  equipment  cm- 

f  I  j-y  Fnitlir  'II  i  ■  lJ  L-aLJ  L 

CT  IIiC  n  1  cl  I  I’ll  ITCT1  lie.  Tit  J  i  uTTeL  OtT  nrlll  at)T7aTtrm. 

Development  of  three  units  followed:  (I)  a  modifi¬ 
cation  of  the  Model  5  series  called  the  extended- 
range  monitor,  (2)  the  Model  7  wide-range  monitor, 
and  (’5)  the  Model  X-OCP  monitor.  T  he  latter  was 
designed  to  be  a  production  prototype  model  of 
the  OCP  portable  monitor. 

Extk.ndkd-Ranok  Monitor 

I  he  extended-range  portable  monitor  is  a  stand¬ 
ard  5C  or  ,r)E  model  (see  Section  1.3.2)  which  has 
been  converted  for  broad  band  operation.  Conver¬ 
sion  kits  and  detailed  instructions6  have  been  sup¬ 
plied  for  converting  standard  models  into  these 
wide-range  units. 


Ik. IKK  It.  I  Tiiiismiuing  rhararlcrislit-  of cMi-nilecI  range 
monitor  evil li  ll-MIH  transducer. 


When  used  with  a  B-19H  transducer,  the  monitor 
operates  satisfactorily  over  the  17-  to  71-kc  frequency 
range.  Figure  14  shows  the  transmitter  frequency 
characteristic.  The  total  variation  is  about  13  db, 
which  is  considerably  larger  than  desirable.  Only 
part  of  this  variation  results  from  transducer  char¬ 
acteristics.  The  absolute  sound  output  was  about 
4  db  less  than  with  the  standard  model  monitor, 
but  was  otherwise  equally  satisfactory. 

Modi  i.  7  Widk-Ranoi.  Monitor 

4  he  Model  7  monitor  was  the  first  wide-range  unit 
whose  overall  design  took  into  consideration  the 
characteristics  of  the  B-19H  transducer  and  the  gen¬ 
eral  problems  encountered  in  broad-band  ultrasonic 
equipment.  1  he  frequency  range  of  from  7  to  70 
kc  was  selected  to  coincide  with  the  usable  range 
of  the  transducer.  Electronic  circuits  were  designed 
to  give  a  flat  frequency  response  in  this  range  and 
separate  equalization  networks  were  employed  to 
compensate  for  the  average  variations  in  the  B-19H 
frequency  characteristics.  The  performance  of  this 
unit  was  in  some  ways  infcliol  to  that  ol  the  Model 
X-OCP  monitor  described  in  the  next  section,  due 
mi  iiumnpW'i t>  iim-ti  igsium  diilfii  dnitiU 

MZ  Final  Design 

The  Model  X-OCP  portable  monitor7  is  the  name 
given  to  the  final  design  of  the  wide  frequency 
range  unit.  The  production  model  is  designated  as 
Portable  Testing  Equipmcnt-Sonar-Model  OCP.  It 
uses  approximately  the  same  electronic  circuits  as 
Model  7  and  operates  over  the  same  frequency  range 
(7  to  70  kc)  and  the  same  range  of  sound  pressure 
levels.  It  differs  from  the  previous  unit  in  that  pri¬ 
mary  consideration  is  given  to  the  problems  asso¬ 
ciated  with  quantity  manufacture  of  the  instrument. 

Figure  15  shows  the  setup  used  when  taking  moni- 
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Fk.i’Ki.  15.  Portable  monitor  setup. 


tor  measurements.  (This  arrangement  applies  to  all 
portable  monitors.)  In  Figure  .‘1  is  shown  the  Model 
X-OCP  sound  gear  monitor  with  a  B-19H  trans¬ 
ducer. 

Transducer 

The  B-19H  transdurer  used  with  the  OCP  monitor 
is  a  tubular  magnetostriction  transducer  of  the  radi¬ 
ally  vibrating  type.  (See  Figure  Hi.)  It  is  a  miniature 
reproduction  of  the  Model  B-I9B.  The  active  ele¬ 
ment  of  the  B-19H  is  an  oxide-annealed  nickel  tube 
0.75  in.  in  diameter,  5  in.  long,  and  0.025  in.  in  wall 
thickness.  Brass  end  caps,  soldered  to  the  two  ends 
of  the  tube,  form  a  waterproof  enclosure  in  which 
are  contained  the  polarizing  magnets  and  the  trans¬ 
ducer  coils.  One  end  of  the  active  element  is  rigidly 
fastened  to  the  end  of  a  stainless-steel  expanded 
metal  cage,  while  the  other  end  is  kept  centered  in 
the  cage  by  a  rubber  cup.  The  only  function  of  the 
cage  is  to  provide  protection  for  the  active  element. 

The  diametral  polarizing  magnet  is  made  from 
four  laminations  of  0.01 1-in.  Cimico,'-  and  provides  a 

'A  coppcr-nickel-cobalt  alloy  manufactured  by  the  General 
Electric  Company. 


flux  density  of  4,000  gauss  in  the  nickel.  The  wind¬ 
ings  consist  of  80  turns  of  No.  28  SCE  wire,  wound 
on  two  half-round  wooden  coil  forms. 

Because  the  B-19H  sensitivity  and  impedance  both 
rise  uniformly  with  frequency,  it  is  possible  to  achieve 
a  nearly  flat  frequency  response  by  correct  resistance 
termination  of  the  transducer.  Figure  17  shows  the 
sensitivity  of  a  B-19H  unit  for  various  terminations. 

The  sound  field  produced  by  a  B-19H,  when 
driven  from  a  constant-voltage  source,  is  shown  in 
F’igure  18.  Because  of  the  variation  in  transducer 
impedance,  the  electrical  power  level  is  not  constant 
through  the  frequency  range.  The  power  level  is  in¬ 
dicated  at  several  points  on  the  graph. f 

Circuit  Principles 

A  schematic  diagram  of  the  X-OCP  monitor  is 
shown  in  Figure  19. 

Receiving  Amplifier.  The  receiving  amplifier  con¬ 
sists  of  four  resistance-coupled  pentode  amplifier 
stages.  Degenerative  voltage  feedback  is  utilized  to 
flatten  the  frequency  response  and  to  stabilize  the 
gain  of  the  amplifier.  In  order  to  obtain  a  large 
feedback  factor,  while  avoiding  oscillation  because 

(For  limber  ilebiils  on  ibis  transducer,  sec  Section  (5.3.2  of 
Division  <»,  Volume  13. 


Fii.ckf  lb.  Cutaway  view  of  15-19H  transducer. 
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Fi<  i  rk  17.  Sensilivitt  of  II-19H  transducer. 


of  amplifier  |)hase  shift,  two  feedback  loops  are 
used:  one  involves  the  first  and  second  stages,  the 
other  involves  the  third  and  fourth  stages.  The  gain 
of  each  pair  of  stages  is  Hat  within  3  db  from  5  to  88 
kc  without  the  use  of  feedback.  With  15  db  of  feed¬ 
back  the  gain  variation  is  less  than  0.3  db.  The  whole 
receiving  amplifier,  i.e„  both  pairs  of  stages  in  tan¬ 
dem,  is  flat  within  0.5  db.  This  figure  includes  the 
frequency-response  deviations  of  the  output  meter. 

Oscillator  Circuit.  The  oscillator  uses  one  triode 
section  of  a  type  0SN7GT  tube  (V-I08A)  in  a  series- 
led  Hatdey  tiuuii.  A  single  utning  tondcusu 
(CM  2-1)  and  a  set  of  four  inductances  (L-101,  L-102, 
I  -  I  HI  *uil  L  - 1 1 1-U  pmihle  tour  fni-pu-ury  l  uuth  at 
follows:  5  to  11  kc,  10  to  22  kc,  20  to  I  I  kc,  and 
10  to  88  kc. 

The  resistances  R  1-18  and  R- 1  -19  provide  cathode 
degeneration  which  stabilizes  the  frequency  and  the 
amplitude  of  oscillation  and  reduces  harmonic  dis¬ 
tortion.  The  output  from  the  oscillator  is  applied 
to  a  cathode  follower  (V- 10811)  which  isolates  the 
oscillator  from  succeeding  circuits  and  provides  a 
low-impedance  signal  source. 

Mixing  and  Demodulation  Circuits.  When  the 
selector  switch  is  in  the  beat  position,  the  output 
voltage  of  the  local  oscillator  is  applied  to  the  con¬ 
trol  grid  of  the  third  stage  (Y'-103)  of  the  receiving 
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amplifier.  Since  all  stages  of  the  receiving  amplifier 
are  adjusted  for  linear  operation,  the  oscillator  sig¬ 
nal  and  the  amplified  output  of  the  transducer  are 
simply  added  together  at  this  point  in  the  circuit. 
No  intermodulation  frequencies  are  produced.  I'he 
resultant  output  of  the  receiving  amplifier  is  recti¬ 
fied  by  V-105  and  the  rectified  signal  is  applied  to 
the  indicating  meter  M-I01.  Short  time  constants 
are  used  in  the  rectifier-meter  circuit;  thus  the  meter 
indication  is  proportional  to  the  instantaneous  sum 
of  the  received  signal  and  the  local  oscillator  volt¬ 
age,  not  the  amplitude  of  the  beat  note.  This  ar¬ 
rangement  permits  precise  adjustment  of  the  local 
oscillator  to  the  exact  frequency  of  a  received  sig¬ 
nal,  for  the  meter  needle  responds  to  the  instan¬ 
taneous  phase  angle  between  the  signals  as  the  two 
frequencies  are  brought  together. 

Performance  Characteristics.  The  performance 
characteristics  are  as  follows: 

1.  Frequency  range:  7  to  70  kc. 

2.  Receiving  level  range:  33  to  123  db  above  1  bar. 

3.  Sending  level  range:  In  the  trcquency  range  ol 
from  13  to  70  kc  a  maximum  sending  sound  pres¬ 
sure  42  db  shove  S  Itar  it  I  in  m  Is?  -ptucUned  \l 
frequencies  below  13  kc,  the  output  must  be  de¬ 
creased  to  prevent  overload  of  the  H-19H  trans¬ 
ducer.  At  7  kc,  the  maximum  obtainable  sound  pres¬ 
sure  is  33  db  above  1  bar  at  1  in. 

1.  Frequency  response:  The  response  for  either 
sending  or  receiving  varies  by  ±1  db. 

5.  Calibration  accuracy:  Figure  20  shows  the  cali¬ 
bration  results. 

(i.  Absolute  accuracy:  For  a  random  measurement 
the  absolute  accuracy  may  be  subject  to  errors  total¬ 
ing  10  db,  but  the  probable  error  under  good  con¬ 
ditions  should  not  exceed  1  db.  I'he  maximum  error 
of  10  db  represents  the  sum  of  permissible  errors  in 
transducer  response,  errors  due  to  tube  changes  not 
followed  by  recalibration,  and  errors  due  to  fluctua¬ 
tion  of  line  voltage  and  ambient  temperature. 


M-3  Recommendations  for  Future  Work 

Section  1.3.3,  outlining  future  work  on  the  OAX 
monitor,  applies  equally  well  to  the  OC1'  monitor. 
I’he  frequency  range  of  the  Model  X-OC1*  includes 
all  frequencies  currently  used  by  echo-ranging  sonar. 
It  does  not,  however,  include  the  lowest  frequencies 
employed  by  sonar  listening  gear,  and  it  would  seem 
desirable  to  extend  the  lower  frequency  limit  to  100  c 
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to  make  the  monitor  applicable  to  this  equipment. 
No  direct  course  of  action  can  he  outlined  for  ac¬ 
complishing  this,  for  low-frequency  response  and 
portability  are  inversely  related  in  existing  trans¬ 
ducer  designs. 

'•»  INSTALLED  SOUND  GEAR  MONITOR 
l-vl  Description 

The  installed  sound  gear  monitor,  like  the  port¬ 
able  models,  consists  of  an  oscillator-amplifier  unit 
and  a  transducer.  Where  the  portable  monitor  uses 
a  transducer  suspended  overside,  the  ISGM  employs 
a  transducer  mounted  on  a  retractable  strut.  It  was 
realized  from  the  beginning  of  the  development  of 
portable  models  that  there  are  inherent  disadvan¬ 
tages  in  the  use  of  a  suspended  transducer.  Most  sig¬ 
nificant  of  these  disadvantages  is  the  impossibility 
of  using  the  equipment  in  rough  water  or  while  the 
ship  is  under  way.  If  the  transducer  were  perma¬ 
nently  installed  in  a  known  position  with  respect 
to  the  sonar  projector,  operation  would  be  possible 
at  all  times.  An  installed  transducer  would  require 
no  lime  for  rigging  and  removing;  consequently  the 
sonar  operator  could  make  routine  checks  and  ad¬ 
justments  at  regular  intervals.  Considerations  of  vul¬ 
nerability  and  serviceability  require  that  an  installed 
transducer  be  retractable. 

Since  the  electrical  requirements  for  an  installed 
oscillator-amplifier  unit  are  substantially  the  same 
as  those  for  the  portable  unit,  and  because  the  port¬ 
able  type  was  expected  to  be  in  production  and  was 
already  available  for  experimental  use,  developmen¬ 


tal  activity  was  concentrated  largely  on  the  trans¬ 
ducer,  strut  mounting,  and  hoist  mechanism. 


'•5-2  Strut  Design 

Experience  gained  in  the  development  of  the  first 
two  models  of  the  installed  monitor  indicated  that 
mechanical  design  was  a  major  obstacle  in  the  de¬ 
velopment  of  a  satisfactory  prototype  model.  It  was 
accordingly  decided  to  adapt  commercially  procur¬ 
able  underwater  logs  to  accommodate  the  monitor 
transducer. 

The  underwater  log  is  a  standard  device  used  to 
measure  ship's  speed.  A  part  of  the  log  equipment 
((insists  of  a  streamlined  strut  and  a  hoist  mecha¬ 
nism  for  retracting  the  strut  through  the  hull  of  the 
ship.  By  closing  a  gate  valve,  it  is  possible  to  remove 
the  retracted  strut  for  replacement  or  repair.  To 
convert  the  log  strut  to  monitor  use  it  is  necessary 
only  to  attach  a  suitable  transducer  at  the  lower 
end  and  provide  table  water  seals  at  the  upper  end. 
Major  mechanical  design  problems  are  eliminated 
because  the  log  mechanism  is  designed  to  withstand 
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Service  usage  on  combat  vessels.  The  problem  of 
fabricating  an  installed  unit  is  simplified  to  the 
machine  work  required  to  attach  a  transducer  to 
the  commercially  procured  strut. 

One  of  the  designs  used  was  called  the  Pit-Log 
installed  monitor  after  the  trade  name  of  the  strut 
used.  The  other  was  called  the  Bendix  Log  installed 
monitor  because  the  log  strut  used  is  a  product  of 
the  Bendix  Corporation. 

Pit-Log  Ixstai.i.kd  Momior 

Operating  Principles.  As  normally  installed  on 
surface  vessels,  the  Pitometer  Log  (commonly  (tilled 
the  Pit-Log)  utilizes  tt  strut  gate  valve,  and  stuffing 
box.  No  provision  is  made  for  easy  lowering  or 
raising.  A  handle  is  attached  to  the  top  end  of  the 
strut  and  hoisting  is  accomplished  by  the  Armstrong 
method.  No  guide  rails  are  provided  for  the  top 
end  of  the  strut.  The  bearing  base  at  the  junction 
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Fic.crf.  22.  I’it-I.og  hoisting  arrangement. 


with  the  hull  is  sufficiently  rugged  to  withstand  any 
ordinary  forces. 

For  use  on  submarines  several  changes  are  in¬ 
corporated  in  the  Pit-Log.  The  double-hull  con¬ 
struction  of  the  submarine  complicates  the  gate  valve 
arrangement.  Figure  21  shows  the  mounting  em¬ 
ployed.  I'he  bearing  base  (upper  bearing  surface  to 
lower  bearing  surface)  extends  over  4  ft.  In  sub¬ 
marine  service  the  external  hydrostatic  forces  are  so 
large  that  a  nonreversible  drive  is  required  for 
moving  the  strut.  This  takes  the  form  of  a  sprocket 
chain  hoist  as  shown  in  Figure  22.  The  sprocket 
is  driven  through  a  worm  wheel  and  crank.  Guide 
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rails  are  provided  for  supporting  the  upper  end  of 
the  strut  as  illustrated  in  this  figure.  The  hoist 
mechanism  is  so  designed  that  one  turn  of  the  hand 
crank  produces  a  vertical  strut  motion  of  about  1  in. 

The  hoist  mechanism  and  guide  rails  are  not  a 
part  of  the  Pit-Log.  They  are  fabricated  by  the 
manufacturer  of  the  submarine  and  the  design  may 
differ  slightly  among  the  various  boat  yards. 

Transducer.  Several  transducers,  utilizing  the  ac¬ 
tive  element  of  the  B-19H  unit,  were  developed 
for  use  with  the  Pit-Log  strut.  One  of  these  is  shown 
in  Figim  24  The  magnetostrictive  tube  is  contained 


Figure  24.  Transducer  anil  strut  assembly  No.  2. 


Figure  25.  B-19H  transducer  for  assembly  No.  2. 


within  a  rubber  block  of  the  same  cross  section  as 
the  Pit-Log  strut.  The  rubber  is  reinforced  by  a 
70  per  cent  expanded  metal  frame. 

Figure  24  shows  an  assembly  in  which  a  sleeve 
encloses  the  upper  end  of  the  transducer  and  the 
lower  end  of  the  strut.  The  transducer  itself  is  shown 
in  F'igure  25.  Flic  wires  from  the  transducer  pass 
through  a  water  seal  at  the  upper  end  of  the  trans¬ 
ducer  casing  and  then  through  a  pair  of  holes  which 
run  vertically  up  the  strut  (the  two  holes  are  a  part 
of  the  original  strut).  The  water  seal  at  the  top  of 
the  transducer  is  merely  a  precautionary  measure, 
for  the  magnetostrictive  element  itself  is  hermeti¬ 
cally  sealed. 

I'lic  uniform  horizontal  pattern  of  the  bare  B-19H 
element  is  distorted  when  surrounded  by  a  metal 
and  rubber  frame.  The  directivity  pattern  of  the 
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I'll. I  hi  2li.  Diiocliviu  |).||U'I||  lor  H- 1  OH  transducer 
i  I'll  l.og  assemble  NO.  2). 

transducer  shown  in  Figure  25  is  given  in  Figure  2(i. 
This  pattern  is  satisfactory  for  installed  monitor 
application. 

Circuit  Principles.  The  original  intention  in  the 
design  of  the  installed  monitors  was  that  a  hulk 
head-mounted  electronic  unit  should  he  developed 
for  use  with  the  installed  transducer.  The  elec  tronic 
unit  was  to  he  a  permanent  fixture  in  the  ship’s 
sound  room.  Permanent  installation  of  the  equip¬ 
ment  relaxes  the  weight  and  portability  restrictions 
that  apply  to  the  portable  monitor,  thereby  permit¬ 
ting  more  rugged  mechanical  construction,  more 
elaborate  circuits,  and  consequent  increased  stabil¬ 
ity  of  operation.  Preliminary  circuits  w'ere  worked 
on  from  time  to  time  but  no  operating  model  was 
ever  completed. 

The  installed  monitors  now  in  service  ate  used 
in  conjunction  with  the  electronic  units  of  the  port- 
AblrmnnUnr  Thr  rumUmaunanf  un  installed  tram 
tluccr  and  a  portable  electronic  unit  gives  perfectly 
satisfactory  performance  but  docs  not  represent  a 
finished  product  suitable  for  general  use. 


,s'3  Recommendations 

The  development  of  the  installed  monitor  should 
be  continued  to  provide  a  unit  suitable  for  general 
use  on  Navy  vessels.  It  is  believed  that  the  Pit-Log 
strut  and  the  transducer  already  developed  are  sat 
isfactory  for  such  general  use.  The  remaining  com¬ 
ponents  of  the  complete  installed  monitor  system 
are  yet  to  be  developed.  These  include  a  remote- 
control  hoist  mechanism  for  the  Pit-Log  strut  and 
a  permanently  installed  electronic  unit. 

The  hoist  mechanism  should  be  motor  driven  and 
should  be  controlled  from  the  sound  room  of  the 
ship.  Provision  should  be  made  for  hand-hoisting  of 
the  strut  in  rase  of  motor  failure.  Guide  rails  should 
be  used  to  steady  the  upper  end  of  the  strut  during 
the  hoisting  process.  Attention  should  be  given  to  the 
mounting  and  support  of  the  hoist  mechanism  itself. 
If  possible  the  entire  unit  should  be  supported  at 
the  junction  between  the  Pit-Log  and  the  ship's  hull. 
If  bulkhead  supports  are  used,  consideration  should 
lie  given  to  the  elastic  bending  of  the  ship’s  hull 
structure,  which  may  cause  jamming  of  the  strut 
mechanism. 

The  electronic  unit  of  the  installed  monitor  should 
follow  the  general  design  used  in  the  portable  moni¬ 
tor.  Calibration  stability  should  be  increased  if  pos¬ 
sible.  Consideration  should  be  given  to  the  ambient 
temperature  ranges  and  the  mechanical  shocks  en¬ 
countered  in  this  application. 

Bknoix  Lot;  Instai.u  d  Monitor 

The  Bcndix  Log  installed  monitor  was  never  car¬ 
ried  beyond  the  design  stage,  largely  because  the 
successful  development  of  the  Pit-Log  type  satisfied 
(he  existing  demand  for  installed  monitors. 

16  MODIFICATIONS  AND  AUXILIARIES 

The  sound  gear  monitor  may  be  modified  for  use 
as  a  vacuum-tube  voltmeter  or  as  a  communications 
device.  Moreover,  its  usefulness  is  still  further  in 
maxed  by  auxiliary  equipment  sitt h  as  the  phase 
sensitivity  test  unit,  the  projector  test  gear,  the  arti- 
Itvidl  pivijiii<u  and  flit 1  split  ptiitjutm  tt-xi  tutfi  tut 
full  details,  the  reader  is  referred  to  the  completion 
report  on  the  sound  gear  monitor5  and  to  the  other 
pertinent  reports  listed  in  the  bibliography. 
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Dynamic  Monitor 

'The  dynamic  monitor  is  a  device  designed  and  cali- 
hrated  to  provide  direct  measurement  and  indication 
of  a  numerical  index,  called  the  figure  of  merit,  of  the 
overall  acoustic  performance  of  sonar  echo-ranging 
equipment.  The  figure  of  merit  is  defined  as  the  ratio 
of  transmitted  ping  intensity  /  meter  from  the  pro¬ 
jector  to  the  intensity  of  the  minimum  delectable 
echo  at  the  projector.  The  instrument  consists  of  an 
electronic  unit  and  a  transducer  which  receives  a  fling 
transmitted  by  the  echo-ranging  gear  and,  after  an 
appropriate  time  interval,  returns  an  artificial  echo 
of  controllable  strength,  fici/tiency.  and  duration. 
The  monitor  was  constructed  by  the  Harvard  l  ’ nder - 
water  Sound  Laboratory  as  an  instrumental  aid  for 
the  scanning  sonar  program. 

INTRODUCTION 

FltU'KK-Ol  Ml  KIT  Kvoi.l  HON 

After  df.vf.i.op.m  km  of  the  OAX  and  OCP  sound 
•  gear  monitors'  it  was  recognized  that  an  index 
of  the  overall  acoustic  ellicat y  of  sonar  echo-rang¬ 
ing  gear  would  be  desirable.  This  resulted  in  the 
concept  of  the  figure  of  merit,  which  is  defined  as 
the  ratio  of  T„  to  p,,  where  I’„  is  the  transmitted 
ping  intensity  I  in  from  the  projector,  and  />,.  is  the 
intensity  of  the  minimum  detectable  echo  at  the  pro¬ 
jector.  An  OAX  or  OCP  monitor  mav  he  used  to 
determine  cither  P„  or  but  not  the  figure  of  merit. 
It  was  realized  that  an  instrument  that  would  deter¬ 
mine  the  figure  of  merit  in  a  reasonably  direct  man¬ 
ner  would  be  of  value.  For  use  with  the  visual  chan¬ 
nel  of  scanning  sonar  equipment,  it  was  furthermore 
indicated  that  the  transmitted  signal  of  the  instru¬ 
ment  had  to  be  a  pulse  rather  than  continuous.  It  was 
to  meet  these  requirements  that  the  dynamic  monitor 
was  designed. 

Print  tri.Ks  or  Operation 

Like  the  OAX  or  OCP  sound  gear  monitor,  the 
dynamic  monitor  consists  of  a  transducer  and  an 
electronic  unit  (see  Figure  1),  the  chief  difference 


Ena  ttr  1.  Duiauiic  monitor  c'\|K'rimctttal  cloclmtik  unit. 

being  in  the  electronic  unit  design,  which  is  so  de¬ 
vised  as  to  key  an  echo  when  triggered  by  a  ping. 
Briefly,  the  dynamic  monitor  operates  as  follows: 

1.  It  receives  a  ping  transmitted  by  the  echo-rang¬ 
ing  gear  being  tested. 

2.  It  measures  the  intensity  of  that  ping. 

3.  Alter  a  suitable  delay,  corresponding  to  range, 
it  automatic  alls  returns  a  controllable  echo  initiated 
by  the  ping. 

1.  It  measures  the  intensity  of  the  echo, 
a.  It  allows  the  difference  frequency  between  the 
ping  and  the  echo  to  be  heard. 

(j.  It  gives  the  figure  of  merit  with  a  minimum  of 
calculation. 

Specific:  Uses  of  tin.  Dynamic:  Monitor 

In  terms  of  the  figure  of  merit,  the  dynamic  moni¬ 
tor  is  useful  for  the  following  specific  purposes: 

1.  To  compare  the  performance  of  different  types 
of  sonar  equipment  under  similar  circumstances. 

2.  To  determine  the  changes  in  the  overall  func¬ 
tioning  of  a  particular  echo-ranging  gear  with  time. 

3.  To  determine  the  changes  in  the  overall  func¬ 
tioning  of  a  particular  sonar  gear  for  varying  condi¬ 
tions  of  target  range,  ship's  speed,  etc. 

I.  To  provide  a  trustworthy  numerical  index  by 
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which  to  gauge  the  improvement  in  successive  models 
of  sonar  systems. 

A  block  diagram  showing  components  and  circuit 
sequence  is  provided  in  Figure  2. 

*■*  DERIVATION  OF  FIGURE  OF  MERIT 

Because  the  objective  of  the  dynamic  monitor  is  to 
prot  ide  a  means  of  obtaining  directly  the  figure  of 
merit  of  echo-ranging  sound  gear,  circuits  were  de¬ 
signed  and  a  formula  evolved  in  which  the  calcula¬ 
tion  is  done  very  simply.  The  figure  of  merit  [F.  M.] 
of  a  sonar  equipment  may  be  defined  as  10  log10  /„//,, 
(decibels),  where  /„  is  the  sound  intensity  at  1  m  from 
the  projector,  and  /,.  is  the  minimum  detectable  echo 
intensity  at  the  projector. 

Since  intensity  is  proportional  to  the  square  of 
pressure, 

F.M.  =  201ogin^db, 

pc 

where  P0  is  the  ping  pressure  in  dynes  per  square 
centimeter  at  a  distance  of  1  m  from  the  projector 
(see  Figure  3),  and  pr  is  the  pressure  in  dynes  per 
square  centimeter  of  the  minimum  detectable  echo  at 
the  projector.  Under  certain  conditions  it  may  be 
assumed  that  P„  =  P,d,  where  P,  is  the  ping  pressure 
in  dynes  per  square  centimeter  at  d  meters  from  the 
projector.  Since  P,  =  E,jA,  where  E ,  is  the  voltage 
developed  in  the  monitor  transducer  by  P„  and  A  is 
the  terminated  monitor  transducer  sensitivity  in  volts 
per  dyne  per  square  centimeter,  therefore 


Similarly,  (>r  =  /)„/ d,  where  p„  is  the  echo  pressure 
in  dynes  per  square  centimeter  at  1  in  from  the 
monitor  transducer,  and  p0  =  r„S,  where  e„  is  the 
voltage  input  into  the  monitor  transducer  of  the 
minimum  detectable  echo,  and  S  is  the  pressure  in 
dynes  per  square  centimeter  at  1  m  from  the  monitor 
transducer  per  volt  input  into  the  monitor  trans¬ 
ducer,  Substituting  for  p0, 


Substituting  for  P0  and  pe, 


I'K.i  rk  3.  Simplified  setup  for  figuie-of-merit  measurement. 
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Let  [  ]  represent  20  logi0. 

Then 

F-M-  =  [|]-[^]  +  K]-  (1) 

In  the  section  that  follows,  equation  (1)  is  devel¬ 
oped  into  the  form  suitable  for  use  with  the  dynamic 
monitor.  Reference  to  Figure  1  is  an  aid  in  following 
this  development. 

The  input  and  output  attenuators  arc  ganged  in 
such  a  way  that  At  x  A.,  always  equals  103  (60  db  of 
attenuation).  As  defined  here,  A,  is  the  ratio  of  the 
voltage  appearing  at  the  input  terminals  to  the  volt¬ 
age  at  the  output  terminals  of  the  receiving-channel 
attenuator.  The  other  factors  A.,,  Ac,  F,  and  R  are 
defined  similarly,  that  is,  as  ratios  of  input  to  output 
voltages  of  the  respective  attenuators.  The  amplifica¬ 
tions  G,,  Go,  B1,  and  B-,  arc  defined  as  ratios  of  out¬ 
put  to  input  voltages  of  the  respective  channels  or 
networks. 

It  may  be  shown  that2 

£t  =  M,.  (2) 

where 
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=  )n  X  attenuation  of  receiving  channel  attenuator, 
attenuation  of  Ranged  attenuator  in  transmitling  channel. 
.1  attenuation  of  "calibrate"  potentiometer. 

F  attenuation  of  figure-of-merit  attenuator. 

It  /!„  balancing  network  constants  (or  amplifications), 
r  oscillator  voltage  output. 
r  itiinimum  detectable  voltage  output. 

/••'  pin);  voltage  input, 
f * .  amplification  of  receiving  channel. 

amplification  of  transmitting  channel. 

II  calibration  control  constant  (or  attenuation). 

S', .  V,  switch  positions  of  the  "calibrate"  switch. 

Tf  standard  peak  voltmeter  reading  of  ping. 

T  standard  peak  voltmeter  reading  of  calibrating  process. 

Ktt.t'Ri:  l.  Simplified  block  diagram  of  dsnamic  monitor. 


where  [/fo]  =  an  electrical  constant  of  the  electronic 
unit, 

[T,]  =  attenuation  of  ganged  attenuator  in 
transmitting  channel, 

[/•']  =  attenuation  of  figure-of-merit  attenu¬ 
ator. 

Combining  e<|iiutions  (1)  and  (!»): 

[Jr]  =  W  +  M'J  + 

Recalling  that  |,/t]  +  |.Tj  =  (i()  dh, 
let  f.-l,]  +  |./j)  +  [/;,]  +[/.'-]  =  [At], 

where  [A'd  is  a  constant  of  the  electronic  unit  as  a 
whole. 

Then 

[Jr]  =  l*’]  +  l*tl-  («) 

Combining  etjuations  (<>)  and  (1): 


Equation  ( 2 )  may  be  written 


I'M.  =  [/•']  +  [A]  +  [rf»].  (8) 


[fiJ-[*i]  +  l^.].  (!) 

where  [A,]  =  an  electrical  constant  of  the  electronic 
unit, 

[/It]  =  attenuation  in  dec  ibels  of  the  receiv¬ 
ing-channel  attenuator. 

Equation  (3)  may  be  written: 

K]  =  -  [As]  -  [Aa]  -  [A],  (5) 


The  figure  of  merit  may  therefore  be  calculated  by 
the  summation  of  three  factors:  (1)  the  setting  of  the 
figure-of-merit  attenuator,  (2)  an  apparatus  constant 
determined  solely  by  one  precise  calibration  of  tbe 
monitor  transducer  and  the  electronic  unit,  and  (3) 
a  factor  which  takes  into  account  the  distance  d  sepa¬ 
rating  the  monitor  transducer  and  the  sonar  projector. 

It  will  be  shown  later  that  [A']  is  not  a  true  con¬ 
stant,  but  is  dependent  upon  the  frequency.  To  make 
a  figure-of-merit  determination,  it  is  therefore  neces¬ 
sary  to  select  the  value  of  [A]  from  graph  (g)  of  Figure 
19,  or  from  Table  3. 
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2-5  PRINCIPLES  OF  OPERATION 

Flic  dynamic  monitor  consists  of  an  electronic  unit 
(see  Figure  1)  and  a  magnetostriction  transducer  simi¬ 
lar  to  that  employed  with  the  portable  sound  gear 
monitor.  In  operation  the  transducer  is  suspended 
overside  at  a  distance  tl  meters  from  the  axis  of  the 
sonar  projector  (see  Figure  ">).  The  sonar  gear  is  then 
turned  on  and  executes  its  normal  pinging  cycle.  The 
function  of  the  dynamic  monitor  is  to  receive  the 
transmitted  pulse,  to  provide  a  quantitative  measure 
of  the  strength  of  this  pulse,  and  to  generate,  after  an 
appropriate  echo-length  interval,  a  small  artificial 
echo.  I  his  ec  ho  can  he  adjusted  by  the  dynamic  moni¬ 
tor  controls  until  it  is  just  recognizable  as  such  by  the 
operator  of  the  sonar  gear.  As  implied  by  the  defini¬ 
tion  of  the  figure  of  merit,  the  objective  of  the  dy¬ 
namic  monitor  is  to  provide,  as  simply  as  possible,  a 
quantitative  comparison  of  the  transmitted  intensity 
and  the  intensity  ol  the  barely  recognizable  echo. 
This  is  accomplished  in  the  dynamic  monitor  in  the 
following  way : 

The  transmitted  pulse  (shown  in  Figure  3  as  a  pres¬ 
sure  l1,,  at  1  meter  from  the  projector,  or  l\  at  d  meters) 
is  received  In  the  monitor  transducer  and  appears  as 
an  elec  tric  signal  voltage  E,  at  toss  its  terminals.  The 
voltage  E,  corresponding  to  the  transmitted  pulse  is 
passed  through  a  calibrated  attenuator  to  a  vacuum- 
tube  voltmeter  capable  of  reading  the  peak  amplitude 
of  the  short  pulse.  Assuming  suitable  calibration  of 
the  equipment,  the  attenuator  setting  required  to 
produce  a  standard  voltmeter  reading  becomes  a 
measure  of  the  transmitted  pulse.  At  a  suitable  and 
adjustable  time  delay,  corresponding  to  range,  after 
reception  of  the  pulse,  a  local  oscillator  in  the  moni¬ 
tor  equipment  supplies  to  the  monitor  transducer, 
through  another  calibrated  attenuator,  an  electric 
signal  e„  which  corresponds  to  the  pressure  />,.  at  the 
echo-ranging  projector.  (See  Figure  3.)*  This  attenua¬ 
tor  is  then  adjusted  so  that  the  artificial  echo  is  just 
detectable.  I  he  frequency  and  pulse  length  of  the 
echo  pressure  can  be  varied  by  other  controls  of  the 
monitor  equipment.  Again,  suitable  calibration  of 
the  electric  circuits  would  enable  the  strength  of  the 
artificial  echo  to  be  known  quantitatively. 

«  It  is  to  he  understood  that  tlie  transmitted  ping  of  the  echo- 
ranging  system  initiates  the  entire  process.  The  ping  produces 
the  voltage  /q;  /q  triggers  a  time-delay  circuit;  at  the  end  of 
the  time  delay  the  electric  signal  voltage  c  appears  across  the 
transducer  terminals  and  produces  the  synthesized  echo  pres¬ 
sure  pe  at  the  projector. 


ELECTRONIC  UNIT 


I-m.i  hi;  5.  Physical  setup  for  ligurc-ol-mcrit  measurement 
using  dynamic  monitor. 


The  equipment  as  just  described  would  be  capable 
ol  providing  the  data  necessary  to  compute  the  figure 
of  merit,  but  in  measurement  equipment  of  this  type 
it  is  desirable  to  provide  means  which  (1)  reduce  the 
measurement  of  the  figure  of  merit  to  the  setting  of  a 
single  attenuator  and  (2)  make  it  unnecessary  to  rely 
u]M>n  the  long-term  stability  of  the  elec  tronic  equip¬ 
ment.  The  specific  design  features  of  the  dynamic 
monitor  to  ac  hieve  these  purposes  are  as  follows  (see 
Figure  -1); 

1.  I  he  attenuator  in  the  receiving  channel  (used  to 
measure  the  sonar  pulse)  is  ganged  with  the  attenua¬ 
tor  in  the  transmitting  channel  (which  delivers  the 
local  oscillator  signal  to  the  transducer)  so  that  the 
transmitting  attenuation  is  decreased  when  the  re¬ 
ceiving  attenuation  is  increased. 

2.  Two  auxiliary  attenuators  are  connected  elec- 
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trically  in  series  with  the  transmitting  attenuator,  one 
known  as  the  figure-of-merit  attenuator,  the  other  as 
tiie  calibrate  potentiometer. 

3.  A  switch  connection  is  provided  to  allow  the 
local  oscillator  signal,  generated  in  the  dynamic  mon¬ 
itor,  to  be  calibrated  by  the  same  vacuum-tube  volt¬ 
meter  (later  designated  as  the  input-amplitude  meter), 
which  is  utilized  to  measure  the  intensity  of  the  sonar 
transmitted  pulse. 

Before  the  figure-of-merit  ratio  of  ping  intensity  to 
echo  intensity  is  determined,  the  monitor  must  be  cal¬ 
ibrated  for  this  relation.2 

With  the  monitor  calibrated  and  the  received  pings 
producing  standard  meter  readings,  the  figure-of- 
merit  attenuator  is  then  adjusted  until  the  artificial 
echo  is  just  detectable  at  the  sonar  gear.  The  figure-of- 
merit  calculation  is  made  by  adding  three  factors:  (1) 
the  setting  of  the  figure-of-merit  attenuator,  (2)  a  fac¬ 
tor  which  takes  into  account  the  distance  d  between 
the  monitor  transducer  and  the  sonar  projector,  and 
(3)  an  apparatus  constant.  The  apparatus  constant  is 
a  function  of  the  characteristics  of  the  monitor  trans¬ 
ducer  and  of  the  electronic  unit.  When  the  equip¬ 
ment  has  been  calibrated,  a  standard  known  value 
may  be  assigned  to  the  term  contributed  to  the  con¬ 
stant  by  the  electronic  unit. 

To  understand  clearly  why  only  the  setting  of  the 
figure-of-merit  attenuator  is  required,  it  is  helpful  to 
consider  an  example  of  a  sonar  gear  for  which  the 
figure  of  merit  has  been  determined.  Assume  that  the 
intensity  of  the  sonar  pulse  is  increased  10  db,  while 
all  other  factors,  including  the  sensitivity  of  the  pro¬ 
jector  in  detecting  the  echo,  remain  constant.  The 
figure  of  merit  of  the  sonar  gear  would  thereby  be  in¬ 
creased  by  10  db. 

In  the  process  of  making  the  determination  after 
the  assumed  increase  in  output  power,  the  attenua¬ 
tion  of  the  receiving  channel  must  be  increased  by  10 
db  to  obtain  the  standard  meter  reading.  At  the  same 
time  that  this  attenuator  setting  is  increased  by  10  db, 
the  attenuation  in  the  transmitting  chainlet  is  de¬ 
creased  by  10  db  through  the  ganging  of  t1’?  two  at¬ 
tenuators.  In  order  to  compensate  for  this  reduction 
of  the  transmitting  attenuation,  so  that  the  same  echo 
intensity  is  transmitted  as  before,  the  figure-of-merit 
attenuation  must  be  increased  by  the  same  10  db.  In 
this  manner,  the  figure-of-merit  attenuator  setting  re¬ 
flects  the  improvement  in  the  figure  of  merit  pro¬ 
duced  by  the  assumed  increase  in  the  intensity  of  the 
emitted  pulse  of  the  sonar  gear. 


The  second  feature  specifically  designed  into  the 
dynamic  monitor  makes  its  calibration  independent 
of  the  long-term  stability  of  the  electronic  equipment. 
As  described  above,  a  figure-of-merit  value  is  obtained 
by  adding  three  factors.  In  the  third  of  these  factors 
certain  characteristics  of  the  electronic  unit  play  a 
part.  These  characteristics,  however,  do  not  involve 
the  amplifier  components  of  the  electronic  unit  in 
any  way.  This  is  shown  later  by  the  detailed  analysis 
of  the  accuracy  of  the  system. 

A  cathode-ray  oscilloscope  in  the  electronic  unit 
enables  the  operator  to  compare  the  pulse  length  of 
the  ping  with  the  pulse  length  of  the  echo.  Along  a 
horizontal  time  axis  on  the  oscilloscope  screen  the 
duration  and  shape  of  both  the  received  and  trans¬ 
mitted  pulses  may  be  viewed.  In  order  that  the  echo 
frequency  may  be  matched  to  the  ping  frequency,  a 
loudspeaker  is  fed  with  the  difference  frequency  so 
that  zero  beat  during  ping  reception  indicates  the 
proper  frequency  adjustment. 

2S-'  Circuit  Analysis 

The  complete  schematic  diagram  of  the  electronic 
unit  is  shown  in  Figure  6.  The  various  sections,  which 
will  be  discussed  in  turn,  are  (1)  the  receiving  section, 
which,  with  its  peak  voltmeter  circuit,  measures  the 
ping  intensity;  (2)  the  echo  range  and  echo  length 
section  which  determines  the  range  of  the  synthetic 
echo  and  the  duration  of  its  pulse;  (3)  the  loud¬ 
speaker  section,  which  furnishes  the  beat  frequency 
between  the  ping  and  echo;  (4)  the  transmitter  sec¬ 
tion,  which  furnishes  the  synthetic  echo;  (5)  the  cath¬ 
ode-ray  tube  circuit,  which  provides  for  monitoring 
of  input  and  output  signals;  and  (6)  the  anode  power 
supply,  which  furnishes  regulated  and  unregulated 
Ii+  voltages. 

Receiving  Section 

In  the  receiving  section  (see  Figures  6  and  7),  the 
incoming  ping  passes  through  attenuators  and  ampli¬ 
fiers  to  the  input-amplitude  meter,  where  its  intensity 
is  measured.  This  section  consists  of  a  resistance- 
coupled  amplifier  with  a  maximum  gain  of  80  db  and 
a  peak  voltmeter  circuit.  The  amplifier  receives  the 
input  signal,  a  square  pulse  of  radio  frequency,  from 
the  hydrophone,  and  amplifies  it  to  14  v.  The  output 
is  rectified  by  tube  6  and  appears  as  a  d-c  voltage 
across  condenser  C  and  on  the  grid  of  tube  5-A.  With 
zero  signal,  tube  5-A  is  nonconducting,  because  of  the 
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Fl<;i  re  6.  Circuit  diagram  of  experimental  monitor  electronic  unit 
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I'm.i  ki  7  Rcu  mni;  m  i  lion:  :iin|>lilici  anil  |>cak-\oll- 
nirli'i  i  in  nil. 


positive  voltage  produced  at  its  cathode  by  the  bleeder 
resistance  con  net  lion  to  /{:1 1 .  When  tlte  amplified  in¬ 
put  voltage  appears  at  the  grid  of  tube  5-A,  the  tube 
becomes  concluding  and  produces  a  voltage  drop 
across  /(.  With  the  input  attenuators  in  the  receiver 
section  properlv  set.  the  drop  across  li  causes  the 
needle  ol  the  input-amplitude  meter,  connec  ted  ac  ross 
H,  to  tlellec  t  to  some  standard  v  alue.  Hi  is  meter  read¬ 
ing  remains  constant  for  a  certain  period  of  time  be¬ 
cause  there  is  no  discharge  path  for  the  voltage  across 
C,  tube  5-11  being  <  lit  oil  bv  its  bleeder '-resistance  con- 


PULaE  LENGTH  OF  INPUT  PING  IN  MILLISECONDS 

I'ii.i  ri  8.  Receiver  response  versus  pulse  length  at  23  kc. 


net  tion  to  At  some  later  time,  when  the  dynamic 
monitor  transmits  an  echo,  a  positive  pulse  is  applied 
to  the  grid  of  tube  5-11,  so  that  it  conducts  and  there¬ 
by  discharges  capacitor  C.  The  needle  of  the  input- 
amplitude  meter,  therefore,  returns  to  zero  1  to  4  sec 
after  a  ping  signal  deflects  it,  depending  on  the  set- 
ling  of  H  =  I,  the  echo-range  potentiometer.  (See 
Figure  li.) 

Figure  8  shows  how  the  amplifier  and  peak  volt¬ 
meter  circuit  responds  to  different  pulse  lengths  at  a 
fretpicncy  of  25  kc.  Figure  9  is  a  graph  of  the  fre¬ 
quency  response  of  the  amplifier  and  peak  voltmeter 
circuit. 

Echo  Range  and  Echo  Length  Section 

The  input  ping  signal  is  brought  in  parallel  from 
the  grid  of  tube  4  and  applied  to  the  grid  of  tube?  (see 
Figure  5).  After  amplification  by  tube  7,  the  input 
signal  is  rectified  by  the  second  half  of  tube  f>  and  used 
to  charge  the  O.OOOS-pf  condenser  connected  between 
the  second  cathode  of  tube  (i  and  ground.  The  rec  ti¬ 
fied  ping  signal  gives  a  positive  pulse  which  is  used  to 
trigger  tube  9,  the  echo-range  tube. 

Prior  to  this  action,  triode  9-B  (see  Figure  10)  is 
conducting,  since  its  grid  is  at  zero  potential  with 
respect  to  its  cathode.  Triode  9- A  is  nonconducting, 
since  its  grid  is  at  —57  v.  When  the  positive  pulse 
arrives,  triode  9-A  conducts  immediately  so  that  the 
voltage  at  point  ,1  (Figure  10)  drops  suddenly.  The 
voltage  at  point  li  drops  at  the  same  lime,  through 
the  action  of  the  (>-/d  condenser.  Thus  the  current 
flow  in  triode  9-B  is  cut  oil.  The  voltage  at  the  plate 
of  9-11  then  rises,  thereby  raising  the  potential  of  the 
grid  of  triode  9-A. 

Triode  9-A  is  now  conducting,  while  9-B  is  cut  oil. 
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FREOUENCV  OF  PING  IN  KC 

Khaki:  !).  Fm|iicnry  response  of  receiving  section. 
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I'M, i  ki  10.  C.imiii  ol  nho-ian^c  lube  (lube  0). 


Because  the-  potential  at  point  li  is  well  below  that  at 
point  C,  current  Hows  through  the  grid  resistor  to 
charge  the  <>-/J  condenser.  As  soon,  however,  as  the 
potential  at  li  has  increased  sufficiently  so  t hat  the 
grid  potential  is  above  the  cutoll  value,  iriodc  9-B 
again  becomes  conducting,  and  the  plate  voltage  ol 
9-B  is  lowered.  Thereby  the  potential  at  the  grid  of 
!)■ -A  is  tletreased  to  such  an  extent  that  this  triode  is 
t  tit  off.  Him  v ,  tin  condition  of  utln  9,  whir  It  is  tailed 
a  "llip-llop”  tube,  is  now  the  same  as  it  was  before  the 
pulse  arrived. 

the  length  of  da  square  \  oh.igi  pulse  .n  da  jdait 
ol  triode  9- A  is  varied  by  (hanging  the  resistance  be¬ 
tween  points  li  and  C.  The  time  length  of  the  pulse 
corresponds  to  the  delay  time  of  the  dynamic  monitor 
echo.  The  square  voltage  pulse  from  the  plate  of 
triode  9  A  is  used  to  supply  the  positive  pulse  input 
for  tube  5-B,  which  acts  to  discharge  the  capacitance 
('  in  the  peak  voltmeter  circuit.  This  pulse  is  also  fed 
to  the  grid  of  the  ec  ho-length  tube  10,  through  a  0.001- 
/d  condenser  with  a  ().2f)-inegohm  ground  return.  The 
action  of  such  a  series  combination  is  sometimes  de¬ 
scribed  as  a  (liljnrutidlion  process,  since  l'.„  (the  volt¬ 
age  ac  ross  a  resistor  /{),  is  approximately  equal  to  the 

time  derivative  of  /.,  or  Eu  =  HC  This  is  true  as 

the  impedance  of  C  is  large  compared  to  that  of  R, 
over  the  frequency  range  involved. 

Ec  ho-length  tube  10  is  another  flip-flop  tube.  Across 


its  grid  resistor  appear  short  negative  and  positive 
voltage  pulses  resulting  from  ihediHerentiated square- 
wave  from  tube  9- A.  The  negative  pulse  has  nocHcct, 
since  the  tube  is  already  well  beyond  cutoll.  The  posi¬ 
tive  pulse  that  comes  at  the  end  of  the  time  delay  trig¬ 
gers  tube  10  so  that  a  short  negative  square  pulse 
appears  at  the  plate  of  the  first  half  of  the  tube  (see 
f  igure  li).  A  positive  square  pulse  of  the  same  time 
length  appears  at  the  plate  of  the  second  half  of  the 
tube.  The  length  of  this  pulse,  which  determines  echo 
length,  is  controlled  by  the  variable  resistor  con¬ 
nected  to  the  grid  of  the  second  half  of  the  tube.  Both 
the  echo-range  and  the  echo-length  calibrations  are 
only  approximate.  The  two  pulses  generated  by  tube 
10  are  used  to  actuate  switching  tube  1 1.  (See  “  Trans¬ 
mitter  Section.”) 

1  rans.m  in  kr  Section 

The  transmitter  section  (see  Figure  (i)  furnishes, 
after  a  suitable  time  delay  corresponding  to  range, 
thcouigoingsynthetic  echo,  the  pulse  length  of  which 
is  controllable.  The  sequence  of  circuit  components 
is  (I)  the  second  half  of  tube  12,  the  oscillator  tube, 
(2)  the  first  half  of  tube  12,  whic  h  acts  as  a  buller  tube, 
(1)  the  switching  tube  1 1  (see  below),  (I)  the  output 
attenuators,  whic  h  are  ganged  with  the  input  attenua¬ 
tor  as  previously  described,  (5)  the  cathode-follower 
tube  1.1,  (li)  the  calibrate  potentiometer,  (7)  the 
ligure-ol-merit  attenuator.  (8)  the  amplifier  tube  I  I. 
(9)  tin  output  transitu  mu  .  (HI)  the  Hal.tmtng  net¬ 
work  (see  below),  and  (II)  the  hydrophone  connected 
lo  (lie  input-output  plug.  The  frequency  response  of 
the  Him.inniil  .-vctcott  t.  gi  n  m  thi  gi'ajih  ot  fig¬ 
ure  I  I . 

Switching  Tube.  The  switching  lube  11  operates 
as  an  electronic  switch,  turning  on  and  oil  the  output 
of  the  transmitter  oscillator  lube  12.  This  action  is 


FNE0UCNCY  OF  ECHO  IN  KC 

Fiimw.  II.  Frequency  response  of  transmitter  section. 


CONFIDENTIAL 


:to 


THE  DYNAMIC  MONITOR 


3  TO  1 30 
MILLISECONDS 


initiated  bv  the  positive  and  negative  pulses  gener¬ 
ated  by  tube  10  in  the  echo  range  and  echo  length 
section.  In  this  manner  an  r-f  signal  of  the  desired 
length  and  time  delay  is  made  to  appear  at  the  output 
terminals  of  the  dynamic  monitor. 

Before  tube  II  switches,  no  signal  output  appears 
at  point  !■)  (see  Figure  12),  even  though  the  oscillator 
output  is  applied  to  the  grid  of  tube  ll-A  through 
point  Tube  I  l-A,  used  as  a  cathode  follower,  is  c  ut 
oil  with  a  cathode  bias  ol  lift  v  because  ol  the 
cathode  current  of  normally  conduc  ting  tube  1 1- It. 


Fici'RF.  13.  Balancing  network  cimiil. 
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Eic.cki  1 1.  Impedance-  (/<  -f  jX)  of  It-lfllt  transducer 
No.  I2.‘i  (iio  polarizing  ctmcnl). 


Bleeder  resistances  R-3  and  R-l  put  the  grid  of  triotle 
1 1  -It  at  113  v  above  ground  so  that  1 1 -It  supplies 
practically  all  the  current  through  the  common  cath¬ 
ode  resistor.  When  the  positive  voltage  pulse  from 
tube  10  arrives  at  point  /*',  it  is  applied  to  the  grid  of 
the  cathode  follower  ll-A.  I  bis  pulse  has  sullicient 
amplitude  to  overcome  the  bias  and  to  allow  a  signal 
from  the  oscillator  to  pass  through  to  the  output 
point  1).  The  simultaneous  negative  pulse  at  H  cuts 
oil  tube  1 1-B  and  the  tl-c  current  through  the  cathode 
resistor  remains  unchanged.  The  bleeder  resistances 
R-3  and  R-l  may  be  adjusted  so  that  no  d-c  pulse  ap¬ 
pears  at  the  common  cathode  point.  While  tube  1  l-A 
is  conducting,  the  signal  on  its  grid  appears  at  I). 
Thus  a  pulse  of  signal  is  produced  equal  in  length  to 
the  d-c  pulse  but  without  a  tl-c  component. 

lialanciiig  Network.  The  purpose  of  the  balancing 
network  is  to  prevent  the  transmitted  echo  from  en¬ 
tering  the  receiving  section  in  spite  of  the  fact  that  the 
transducer  terminals  are  connected  to  both  the  receiv¬ 
ing  section  and  the  transmitting  section  of  the  dy¬ 
namic  monitor  at  all  times. 

To  achieve  this,  a  circuit  is  so  arranged  that  an  echo 
voltage  K0  applied  to  the  transducer  has  no  effect  on 
the  receiv  ing  circuit.  With  reference  to  Figure  13,  the 
impedance  between  points  A  and  ground  must  be 
the  same  via  point  R  and  the  transducer  as  via  point  C 
and  the  balancing  network.  If  this  condition  holds, 
the  echo  pulse  E„  will  produce  a  voltage  at  R  that  is 
equal  in  magnitude  and  phase  to  the  voltage  at  C. 
The  net  voltage  Ep  across  the  primary  of  the  receiver 
transformer  will  therefore  be  zero  when  the  monitor 
transmits,  and  no  signal  will  reach  the  point  D  in  the 
secondary  circuit  of  the  transformer. 
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In  the1  ideal  case,  t he  impedance  of  the  balancing 
network  would  be  equal  to  the  transducer  impedance 
at  all  frequencies  of  practical  interest.  Values  for  the 
equivalent  series  resistance  and  reactance  of  trans¬ 
ducer  B-1D15  No.  125,  at  dilferent  frequencies,  are 
given  by  the  graph  ol  Figure  1-1.  In  prac  tice  it  is  not 
possible  to  match  the  impedance  of  the  transducer 
with  a  balancing  network  shown  except  by  using  an¬ 
other  11- 1 1)11  unit.  It  is  possible,  however,  to  design  a 
network  having  an  impedance  that  matches  the  trans¬ 
ducer  impedance  at  two  different  frequencies.  Such  a 
network  is  shown  by  Figure  15,  The  components  of 
this  network  have  values  such  that  its  impedance  7.  is 
equal  to  the  transducer  impedance  at  two  selected  Ire- 
quencies.  Since  the  frequency  at  which  the  dynamic 
monitor  transmits  may  vary  from  17.fi  to  211.0  kc,  the 
intermediate  frequencies  of  20.5  and  20.0  kc  arc 
<  hosen  as  the  ones  at  which  the  network  impedance 
is  to  match  the  transducer  impedance. 


5 

a 


Ktc.c  Rt  lti.  1‘ctlniiiiuiHi’  ol  lialaiicinc;  network. 


Flic  solution-  provides  the  following  results:  R  - 
25.-1  ohms,  Rc  =  175.0  ohms,  1.  =  0.125  nth,  and 

=  0.558  mli. 

The  performance  of  the  balancing  network  con¬ 
structed  with  components  having  the  values  listed 
above  is  indicated  by  the  graph  of  Figure  10.  At  the 
particular  frequent  ies  of  20.5  and  20.0  kc,  the  ratio  of 
Ry/1%,  has  the  values  of  —80  and  —82  db,  respec  tively. 

Lot  nsfEAKiR  Section 

I  lie  difference  frequency  of  the  input  ping  and  the 
oscillator-output  echo  is  led  to  the  loudspeaker  cir¬ 
cuit  in  the  following  manner:  a  2.5-v  signal  from 
the  oscillator  is  applied  continuously  to  the  suppres¬ 
sor  grid  of  tube  5,  in  the  receiving  section.  (See  Figure 
0.)  l  ube  5,  accordingly,  functions  as  a  mixer  tube  as 
well  as  an  amplifier.  When  an  input  ping  signal  ap¬ 
pears,  the  output  of  tube  5  contains  four  f requeues 
components:  ( I)  a  high-level  signal  of  input  frequency 
/,,  (2)  a  low-level  signal  of  oscillator  frequency  /,„  (5)  a 
low-level  signal  of  frequency  (/,  —  /„),  and  (I)  a  low- 
level  signal  frequency  (/ ,  +  /„).  Part  of  this  output  is 
used  to  produce  a  reading  on  the  input-amplitude 
meter  via  tubes  1-A,  (i,  and  5-A.  Only  die  signal  level 
of  the  input  Ircquency  is  effective  in  producing  this 
reading,  since  the  levels  of  the  other  three  frequency 
components  are  too  low.  All  four  components  are  also 
applied  to  tube  1-15,  which  is  followed  by  a  low-pass 
filter,  a  stage  of  amplification  (tube  8),  and  the  loud¬ 
speaker.  File  low-pass  Idler  rejects  the  three  high- 
frequency  components  and  allows  only  the  signal  of 
frequency  (f,  —  /„)  to  reach  tube  8,  a  beam-power 
amplifier.  The  output  of  tube  8  is  led  to  the  loud¬ 
speaker  through  an  audio-frequency  transformer.  In 
adjusting  the  echo  frequency  of  the  dynamic  monitor, 
the  oscillator  frequency  is  varied  until  a  zeio  beat  is 
obtained  from  the  loudspeaker  during  a  ping.  In  this 
manner  the  output  frequent  v  is  made  ecptal  to  the  in¬ 
put  frequency. 

Caiiioiii  -Rav  Ft  ttt  Section 

The  cathode-ray  tube  section  (see  Figure  (i)  consists 
of  an  amplifier  for  the  vertical  deflection  plates  and 
sweep  and  amplifier  circuits  for  the  horizontal  plates. 

Amplifier  for  Vertical  Plates.  A  signal,  either  input 
ping  or  output  ec  ho  depending  on  the  position  of  the 
input-output  switc  h,  is  fed  to  the  grid  of  tube  15,  the 
first  amplifier  tube  (see  Figure  17).  Triode  10- A 
forms  the  second  amplifying  stage.  Triode  Ifi-B  is 
used  with  a  high-impedance  output  circuit  to  obtain 
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two  signal  voltages  of  etjual  magnitude  but  opposite 
phase.  The  equal  plate  and  cathode  resistors  of  50,000 
ohms  make  the  signal  voltages  at  points  4  and  B 
equal  in  magnitude,  and  the  phase  inversion  puts 
them  180  degrees  out  of  phase.  The  triode  provides  a 
high  gain,  functioning  as  cathode  follower  and  linear 
amplifier. 

Sweep  Circuit.  The  linear  sweep  for  the  horizontal 
deflection  plates  is  obtained  from  a  sawtooth  gen¬ 
erator  of  standard  type  using  a  condenser  and  a  gas- 
discharge  tube.  Tube  18  (see  Figure  (i),  the  sweep  cir¬ 
cuit  osc  illator,  is  followed  by  amplifier  tube  17.  Two 
sweep  rates  are  provided:  a  fast  sweep  for  frequencies 
ranging  from  If  to  10  kr,  and  a  slow  sweep  for  fre¬ 
quencies  from  about  7  to  125  c.  The  synchronizing 
voltage  for  the  fast  sweep  is  obtained  either  from  the 
grid  circuit  of  tube  3  in  the  receiver  section  or  from 
the  secondary  of  the  output  transformer,  depending 
upon  the  position  of  the  input-output  switch.  The 
s\  nchronizing  voltage  for  the  slow  sweep  comes  from 
a  point  (marked  XX  in  Figure  (i)  at  the  plate  of  the 
second  triode  ol  tube  !>,  the  echo-range  lube.  In  a 
previous  discussion  it  was  shown  that  a  long,  square, 
positive  voltage  pulse  (see  Figure  10)  is  generated  at 
this  point  when  an  input  ping  enters  the  receiving 
section  of  the  dynamic  monitor.  By  differentiating 
this  long,  positive  pulse  through  a  capacitance  and 
resistance  in  series,  a  short  positive  pulse  is  applied 
to  the  grid  of  the  sweep  oscillator,  tube  18.  The  tube 
is  thereby  discharged  and  a  horizontal  sweep  of  the 
electron  beam  is  started  across  the  screen  of  the 
c  athode-ray  tube.  In  this  manner  the  input  ping  and 
the  horizontal  sweep  tire  synchronized.  No  synchro¬ 
nizing  collage  is  provided  for  the  output  ec  ho  when 
the  slow  sweep  is  used. 

Anouk  Powkr  SrmiKs 

The  unregulated  anode  power  supply  B,  +  (see  Fig¬ 
ure  (i)  consists  of  a  lull-wave,  high-vacuum  rectifier 
with  a  center-lapped  transformer  and  a  condenser- 
input  Idler  system.  The  3(10  v  furnished  by  this  sup¬ 
ply  provide  the  power  for  tube  1  I,  the  transmitter 
output  tube,  and  for  tube  8,  the  power  amplifier  for 
the  loudspeaker.  A  high  plate  voltage  is  required  for 
tube  M  to  produce  the  necessary  power  output. 

The  unregulated  B_,+  voltage  of  285  v  is  obtained 
from  a  resistance-condenser  filter  which  follows  the 
condenser-input  filter.  (See  Figure  (i.)  This  voltage 
supplies  the  d-c  power  for  tubes  15,  1  (1.  17,  and  18  in 
the  cathode-ray  tube  circuit;  for  tubes  7,  9,  and  10  in 


I'k.i  ki.  17.  Amplifier  circuit  for  vertical  plates  of  CR 

l  litre. 

the  pulse -forming  circuit;  and  for  the  second  triode 
of  tube  1,  an  amplifier  in  the  loudspeaker  c  ircuit. 
None  of  these  tubes  requires  a  regulated  power 
supply. 

The  regulated  H *  voltage  of  210  v  is  provided 
by  an  elec  tronic  voltage-stabilizer  circuit  which  is  fed 
by  the  unregulated  filtered  Bx  +  supply  .  The  func  tion 
of  the  stabilizer  circuit  is  to  furnish  an  output  voltage 
(/h,t)  substantially  independent  of  variations  either 
in  its  load  impedance  or  in  the  d-c  input  voltage  /f,  ■ , 
which  may  fluctuate  because  of  an  a-c  supply  varia¬ 
tion,  This  circuit  employs  the  series-regulating  tube 
22,  the  control  tube  23, and  the  glow-discharge  tube  21. 
The  regulated  /h, 1  voltage  is  used  to  supply  the  d-c 
power  for  all  the  tubes  in  the  receiv  ing  sec  tion,  in  the 
peak  voltmeter  circuit,  and  in  the  transmitting  sec¬ 
tion  (except  tube  11). 

The  cathode-ray  tube  has  its  own  anode  power 
supply  (see  Figure  (>)  consisting  ol  a  half-wave  rectifier 
and  a  resistance-condenser  filter  to  provide  a  negative 
voltage  of  910  v. 

2.a.2  Figure-of-Merit  Determination 

When  calibrations  and  adjustments  have  been 
made,  the  dynamic  monitor  is  ready  for  a  figurc-of- 
merit  determination.  To  make  such  a  measurement, 
the  figure-of-merit  attenuation  is  decreased  until  the 
operator  of  the  echo-ranging  equipment  reports  that 
he  can  just  barely  detect  the  echo  emitted  by  the 
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monitor.  When  this  adjustment  has  been  made,  the 
reading  of  the  figure-of-merit  attenuator  is  noted. 
I  lie  value  of  the  figure  of  merit  for  the  echo-ranging 
gear  under  test  is  then  given  by  the  relation, 

F.M.  =  /■  +  A'  +10  log,,,  <1, 

where  l  -  the  reading  in  db  of  the  figure-of-merit 
attenuator, 

A  =  75  to  82  db  [see  graph  (g)  of  Figure  HI], 
(I  =  the  distance  in  meters  between  the  center 
lines  of  the  monitor  hydrophone  and  the 
projector  of  the  echo-ranging  equipment. 

-’•<  DISCUSSION  OF  CONSTANTS 

To  discuss  the  constants  implicit  in  the  figure-of- 
merii  equation,  it  is  convenient  to  rearrange  some  of 
the  relations  which  have  been  developed. 

From  equation  (7). 


\K\~\KX)-\AS\. 


or 


A 


K  i 
IS 


( - L. 

\n i  n  ,  n 


Here  A'!  is  characteristic  of  the  electronic  unit,-  IS 
c characteristic  of  the  monitor  transducer,  and  A  char¬ 
acteristic  of  the  dynamic  monitor  as  a  whole. 

The  factor  A,  =  l/(/{,/C/{),  the  electronic  unit 
constant,  is  fundamentally  a  function  of  impedance, 
and  hence  of  frequency.  It  therefore  has  been  investi¬ 
gated  with  respect  to  frequency  and  pulse  length 
variations,  and  also  with  respect  to  a-c  power  supply 
voltage  variations.  Since  li  is  a  pure  resistance  con¬ 
trol,  it  is  essentially  a  constant  for  all  variations  of 
frequency,  pulse  length,  and  supply  voltage  for  which 
the  dynamic  monitor  was  designed.  Values  of  R  yield¬ 
ing  a  convenient  round  number  for  the  overall  moni¬ 
tor  constant  A'  will  be  possible  if  a  transduc  er  is  devel¬ 
oped  that  is  considerably  less  dependent  on  frequency 
than  the  present  B-I9B  type.  The  fl,  and  terms  are 
functions  of  the  impedances  in  the  balancing  net¬ 
work,  which  has  been  described. 

I  he  variation  of  A’,  with  three  parameters  is  shown 
by  the  graphs  of  Figure  18.  From  graph  (a)  it  is  seen 
that  there  is  a  change  of  about  I  db  in  the  value  of 
[A,]  over  a  r.uige  of  frequency  from  17  to  29  kc. 
This  change  is  a  result  of  the  frequency  response  of 
the  balancing  network.  The  variation  of  [A',]  with 
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frequency  is  taken  into  account  by  the  proper  selec¬ 
tion  of  the  A  =  A,  IS  value  for  a  ligure-ol-merit  de¬ 
termination. 

Graph  (b)  of  Figure  18  is  a  plot  of  [A,]  versus  pulse 
length  with  the  frequency  of  both  ping  and  echo  held 
constant  at  23  kc.  The  total  change  in  [A,]  over  a 
range  of  pulse  length  of  from  5  to  1.10  msec  is  ap¬ 
proximately  I  db.  This  change  is  also  a  result  of  the 
frequency  response  of  the  balancing  network.  It  is 
assumed  that  at  frequencies  other  than  23  kc  the 
change  is  not  greater  than  1  db.  Since  no  attempt  is 
made  to  take  into  account  the  variation  of  [A,]  with 
pulse  length,  bv  the  proper  selection  of  the  K  = 
Aj/TV  value  for  a  figure-of-merit  determination,  an 
uncertainty  of  ±().f>  db  consequently  enters  the  figure- 
of-merit  determination. 

Graph  (c)  of  Figure  18  shows  the  variation  of  [Aj] 
with  power  supply  voltage  at  a  frequency  of  23  kc  and 
a  pulse  length  of  30  msec.  The  change  in  [A',]  over  a 
range  of  voltage  of  from  105  to  120  v  is  approximately 
0.5  db  and  may  be  slightly  greater  than  the  errors  in¬ 
volved  in  measuring  [Aj].  Since  the  derivation  of  the 
equation  Aj  =  1  /(/I,  li  ,  R)  indicates  that  Aj  is  inde¬ 
pendent  of  variations  in  supply  voltage,  it  is  assumed 
that  the  above  change  is  negligible  and  Aj  is  inde- 
penden.  of  supply  voltage. 
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I  Ilf  transducer  constant  IS  is  composed  of  the 
f «iclors  A  and  S,  both  ol  which  vary  considerably  with 
the  frequency  of  the  sound  waxes  the  transducer  re¬ 
ceives  or  transmits.  Graphs  (d)  and  (e)  of  Figure  If) 
show  the  frequency  relations.  The  data  for  these 
groups  are  compiled  in  Tallies  1,  2,  and  3.  In 
gathering  the  data,  transducer  B-I9B  No.  123  was 
tested  against  a  calibrated  transducer.  Factors  A  and 
S  also  depend  on  the  azimuth  orientation  of  the  trans¬ 
ducer.  This  is  indicated  by  the  graphs  where  the 
heavy  central  line  is  drawn  for  an  orientation  of  aver¬ 
age  sensitivity,  the  upper  and  lower  lines  for  maxi¬ 
mum  and  minimum  sensitivity.  Graph  (f)  is  plotted 
as  the  sum  of  [d]  and  [.V].  Because  the  transducer 
emits  most  strongly  in  the  direction  for  which  it  is 
most  sensitive,  the  variations  of  [A]  and  [,S]  with 


orientation  must  be  added  to  obtain  the  variation  of 
[AS].  Since  no  attempt  is  made  to  orient  the  monitor 
transducer  in  any  particular  direction  xvhen  making 
a  figure-of-merit  measurement,  these  vari;  (ions  inuo- 
ditce  an  uncertainty  into  the  value  of  [/IS],  Graph  d) 
of  Figure  19  shows  that  the  uncertainty  ranges  from 
±0.3  to  ±2.2  db,  depending  upon  the  frequency. 

The  factor  [A],  the  constant  characteristic  of  the 
dynamic  monitor  as  a  whole,  is  shown  as  a  function  of 
frequency  in  graph  (g)  of  Figure  19.  Graph  (g)  is  a 
plot  of  [A]  =  [A,]  —  [/l.Sj,  obtained  by  combining 
graph  (f)  with  graph  (a).  The  variations  associated 
with  the  azimuth  orientation  of  the  monitor  trans¬ 
ducer  are  carried  clown.  The  variation  in  [A]  for  an 
orientation  of  average  sensitivity  amounts  to  7.(5  db 
over  a  frequency  range  of  from  17  to  29  kc;  the 
uncertainty  associated  with  the  azimuth  orientation 
of  the  transducer  ranges  from  ±0.3  to  ±2  2  db,  de¬ 
pending  upon  the  frequent). 

In  the  final  equation  for  the  figure  of  merit, 

F.M.  =  [/•']  +  [A]  +  [<r-], 
or 

The  development  of  the  above  equation  shows  that 
a  figure-of-merit  determination  is  independent  of  all 
factors  entering  the  derivation  of  the  equation  except 
/•’,  .1,  .S',  /{,  </,  /),,  and  l)  >.  Fluctuations  in  the  receiving 
and  transmitting  channel  c  harac  teristics,  represented 
by  G-l  and  G-2  in  Figure  !,  because  of  tube  aging, 
frequency  response,  changes  in  power  supply  voltage, 
etc.,  cancel  out  in  the  calibrating  process.  Nor  do 
changes  in  the  oscillator  voltage  r  (see  Figure  1), 
resulting  from  day-to-day  inconstanc  ies  in  power  sup¬ 
ply  voltage  or  oscillator  characteristics,  affect  the 
ligure-of-mcrit  value.  /•'  represents  the  setting  of  the 
figure-of-merit  attenuator;  A  and  .S',  calibrated  con¬ 
stants  characteristic  of  the  monitor  transducer;  R,  a 
pure  resistance  control;  d,  the  distance  separating  the 
monitor  transducer  and  the  sonar  projector;  Bx  and 
Bs,  balancing  network  amplifications.  The  balancing 
network  consists  of  several  roils,  resistors,  and  a  trans¬ 
former.  Only  changes  with  time  in  any  of  these  factors 
will  affect  figure-of-merit  measurements,  once  a  pre¬ 
cise  calibration  of  the  dynamic  monitor  is  made.  A 
precise  calibration  consists  of  determining  the  factor 
[A']  as  a  function  of  frequency. 
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Tahi.k  1.  Characteristics  of  11-1911  No.  123  Magnetostriction  Transducer. 
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17 

-117.3 

-121.2 

2.2 

0 

2.2 

-120.1 

2(5.1 

27.2 

18 

—  1 1(5.0 

-119.9 

1.7 

0.2 

1.9 

-119.0 

21.9 

25.6 

19 

-115.3 

-119.3 

0.8 

0.1 

0.9 

-119.0 

28.0 

28.1 

20 

-llti.fi 

-120.7 

0.7 

0 

0.7 

-120.1 

28.7 

29.0 

21 

-115.1 

-119.(5 

0.3 

0 

0.3 

-119.1 

28,1 

28.0 

22 

-115.2 

-119.1 

0.9 

0 

0.9 

-119.0 

28.1 

28.8 

23 

—  1 1 1.7 

-118.9 

1.3 

0 

1.3 

-118.2 

28.1 

28.8 

21 

-113.8 

-118  0 

0.8 

0 

0.8 

-117.(5 

29.5 

29.9 

25 

-112.2 

-11(5.1 

0.5 

0.2 

0.7 

-11(5.2 

29.7 

29.8 

2(5 

—  1 15.1 

-119.3 

1.5 

0 

1.5 

—  1 18.(5 

31.2 

32.0 

27 

-115.9 

-120.1 

1.2 

0.2 

1.1 

—  1 19.(5 

29.(5 

30.1 

28 

-11(5.5 

—  1 20.(5 

2.1 

0 

2.1 

-H9.f; 

28.1 

29.2 

29 

1 15.0 

—  1 19.1 

1.0 

0 

1.0 

-118.(5 

28.8 

29.3 

I' \m  i  2.  Characteristics  of  15-1911  No.  123  Magnetostriction  Transducer. 


Frequency, 

kc 

Average 
scns.it  i\  its 
.l.dl)  ' 

Maximum 

seiisitiviiv 

.l.dli 

Minimum 

seusitivitv 

l.dl) 

Average 
sound 
prcssiuc 
V.  (II) 

Maximum 

sound 

pressure 

V.  (Ill 

Minimum 
sound 
pressure 
,S.  dl) 

Average 
AS,  dh 

Maximum 

,IV,dl) 

Minimum 
AS,  dl) 

17 

-120.1 

-119.0 

-121.2 

27.2 

28.3 

2(5  1 

-92.9 

-90.7 

-95.1 

18 

-119.0 

-118.2 

-119.7 

25.(5 

2fi.fi 

21.7 

-93.1 

-91.5 

-95.3 

19 

-119.0 

-118.5 

-119,1 

28.1 

28.8 

27.9 

-90.0 

-89.7 

-91.5 

20 

-120,1 

-120.0 

-120.7 

29.0 

29,1 

28.7 

-91.1 

-90.7 

-92.1 

21 

-1 19.1 

-119.3 

-119.(5 

28.(5 

28.7 

28.1 

-90.8 

-90.5 

—91-1 

22 

-119.0 

-118.5 

—  119.1 

28.8 

29.3 

28.1 

-90.2 

-89.3 

-91.1 

23 

-118.2 

-117.(5 

-118.9 

28.8 

29.1 

28.1 

-89.1 

-88.1 

-90.7 

21 

—  1 17.(5 

-117.2 

-118.0 

29.9 

30.3 

29.5 

-K7.7 

—8(5.9 

-88.5 

25 

-1 1(5.2 

-115.9 

-ll(i.(i 

29.8 

30.2 

29.5 

8(5.1 

-85.7 

-87.1 

2(5 

-118(5 

-117.8 

-119.3 

32.0 

32.7 

31.2 

—8(5.15 

-85.1 

-88.1 

27 

-119.(5 

-118.9 

-120.3 

30.1 

30.8 

29,1 

-89.5 

-88.1 

-90.9 

28 

-119.(5 

-118.5 

-120.(5 

Of) 

30.2 

28.1 

-90.1 

88.3 

-92.5 

29 

-1 18.(5 

—  1 18.1 

-119.1 

29.3 

29.8 

28.8 

-89.3 

-88.3 

-90.3 

Table  3.  Values  of  Monitor  Constant  (A-). 


Frequency, 

kc 

Fled  ionic 
unit  constant 

A', ,  dl) 

Average 

monitor 

((instant 

A  .  dli 

Minimum 

monitor 

constant 

A,  dl) 

Maximum 

monitor 

constant 

A .  dl) 

Uncertainty 
in  monitor 

constant 
A',  dh 

17 

-11.0 

81.9 

79  7 

81.1 

2.2 

18 

-11.0 

82.1 

80.5 

81.3 

1.9 

19 

—  1 1.1 

79.5 

78.(5 

80.1 

0.9 

20 

-11.2 

80.2 

79.5 

80.9 

0.7 

21 

-11.2 

79.6 

79.3 

79.9 

0.3 

22 

-11,1 

78.8 

77.9 

79.7 

0.9 

23 

-11.5 

77.9 

76.6 

79.2 

1.3 

21 

—  11.1 

76.3 

75.5 

77.1 

0.8 

25 

-11.6 

71.8 

71.1 

75.3 

0.7 

26 

-11.7 

71.9 

73.1 

76.1 

1.5 

27 

-11.7 

77.8 

76,1 

79.2 

1,1 

28 

-12.1 

78.3 

76.2 

80,1 

21 

29 

-12.1 

77.2 

76.0 

78.2 

1.0 
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25  ACCURACY  OF  SYSTEM 

Accuracy  oi  Fiolre-oi -Merit  Determinations 

In  estimating  the  accuracy  of  a  given  figure  of 
merit,  it  is  necessary  to  examine  the  reliability  of  all 
the  factors  that  enter  into  its  determination.  The 
equation  for  the  figure  of  merit  is 


A  figurc-of-merit  measurement  may  therefore  be 
considered  correct  to  within  ±5  db  in  so  far  as  the 
uncertainties  discussed  are  concerned.  The  total  un¬ 
certainty  of  ±5  db  is  to  be  expected  under  unfavor¬ 
able  conditions.  In  actual  tests,  figure-of-merit  values 
of  a  particular  sonar  equipment  were  repeated  for 
different  conditions  within  2  db. 


I'M.  =  [/•]  +  |  AJ  +  [c/-J, 

all  factors  being  expressed  in  decibels.  In  the  follow¬ 
ing  paragraphs,  the  uncertainties  in  each  of  the  tai¬ 
lors  /•',  A,  and  <7  are  discussed  in  turn. 

The  adjustment  of  the  calibrate  potentiometer  is 
assumed  to  be  sufficiently  fine  so  that  any  uncertainty 
on  its  account  may  be  neglected.  Because  the  smallest 
step  on  the  receiving-channel  attenuator  is  2  db,  an 
uncertainty  of  ±1  db  is  involved  in  its  setting.  Bc- 
taiise  of  the  2-clb  steps  on  the  figure-of-merit  attenua¬ 
tor,  a  further  uncertainty  of  ±1  db  is  introduced  by 
its  setting.  The  total  uncertainty  to  he  assigned  to  the 
factor  [/•’]  is  therefore  ±2  db. 

To  make  a  figure-of-merit  determination,  it  is  nec¬ 
essary  to  select  the  value  of  [A]  from  graph  (g)  of  Fig¬ 
ure  HI.  since  it  is  dependent  upon  the  frequency.  The 
adjustment  of  the  calibrate  potentiometer  is  again 
assumed  to  be  sufficiently  fine  so  that  any  uncertainty 
on  its  account  may  be  neglected.  The  maximum  un¬ 
certainty  associated  with  the  azimuth  orientation  of 
the  monitor  transducer  is  ±2.2  db.  Since  no  attempt 
is  made  to  take  into  account  the  variation  of  the  fac¬ 
tor  [A'|]  =  [A]  +  f.I.Sj  with  pulse  length,  an  uncer¬ 
tainty  of  ±0.r>  db  consequently  enters  the  figure-of- 
merit  determination. 

There  may  be  an  uncertainty  of  about  5  cm  in  the 
value  of  (I,  the  last  item  in  the  figure-of-merit  equa¬ 
tion.  In  the  worst  possible  case,  that  is,  when  d  is  as 
small  as  3  in,  the  uncertainty  in  [c/-]  amounts  to  about 
0.3  db.  At  10  m,  the  uncertainty  is  about  0.1  db. 

Flic  table  below  summarizes  all  the  significant  un¬ 
certainties  discussed  above. 


Source 

l 'licet  utility 

|  —  attenuator  sellings 

±2.0  ill)  . 

|K' 

|  —  transducer  orientation 

±2.2  dli 

[A] 

|  —  pulse  length 

±0.5  db 

K- 

|  —  distance 

±0.3  dli 

Total  ±5  dli 

Ac:c:i’rac:v  in  Determining  Pino  Pressure 

Although  the  dynamic  monitor  was  designed  to 
measure  the  figure  of  merit  of  sonar  equipment,  it 
may  also  be  used  to  determine  approximately  the 
value  of  /’„,  the  ping  pressure  at  1  m  from  the  sonar 
projec  tor.  The  possible  uncertainties  that  enter  into 
this  determination  are  listed  below. 

From  the  equations  developed  in  the  theory,  it  fol¬ 
lows  that 


T,A  i  d 

(•i  Bi  r 


Fhe  uncertainties  associated  with  the  various  factors 
in  this  equation  are  as  follows: 


r, 

input-amplitude  meter  reading 

0.0  db 

lecciiing-thaimcT  attenuator  setting 

±1.0  dli 

il 

distance 

±0.1  dli 

/fl 

and  CJj  receiver  and  balancing  network 

Irctptrnci  response 

±2.5  dli 

n , 

and  Cij  receiver  and  balancing  network 

pulse  length  response 

±1.0  dli 

f;. 

supply  collage  is  receiver-gain  response 

±0.5  db 

i 

transducer  orientation 

±1.1  db 

Total 

±0.2  dli 

File  uncertainty  in  the  value  of  a  P„  determination 
is  therefore  ±(>.2  db.  When  two  sonar  equipments  of 
ping  pressures  and  P0^s  respectively  are  com¬ 
pared  under  dissimilar  conditions  of  operation,  the 
total  uncertainty  involved  in  such  a  comparison 
amounts  to  ±12.1  db. 

An  uncertainty  of  ±5.1  db  obtains,  however,  when 
the  ping  pressures  of  two  sonar  equipments  are  being 
compared  under  like  conditions  of  pulse  length  and 
frequency. 

Noise  Levee  Limitation 

I’he  noise  level  inherent  in  the  transmitter  design 
limits  the  transmitter  attenuation  to  approximately 
7fi  db.  For  example,  with  the  input-amplitude  atten¬ 
uators  set  at  0  db  (the  ganged  output  attenuators 
being  then  automatically  at  60  db),  the  transmitter 
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signal  level  approaches  the  transmitter  noise  level  at  ^ 
a  figure -ol-merit  attenuation  of  l(i  dl>.  As  the  output  s 
attenuation  is  decreased,  the  (igiirc-ol-incrit  attenua-  fc 
lion  may,  of  course,  he  increased.  The  following  table  s 
lists  the  possible  figure-of-inerii  atteniiaiions  lor  dil-  ° 
ferent  input-output  attenuations.  jj 


Input 

attenuation 

Output 

attenuation 

Figure-of- merit 
attenuation 

Odb 

(iOdl) 

0-  If) til) 

O 

:>s 

0-  IS 

1 

50 

0  -  20 

(i 

51 

0  -  22 

S 

r>2 

0-21 

Id 

50 

0  -  20 

12 

IS 

0  -  2S 

1 1 

Ili 

0  -  30 

Ili 

II 

0  -  32 

IS 

12 

0  -  3 1 

20 

10 

0  -  30 

2‘> 

:is 

0  3S 

In  practice  this  limitation  of  the  dynamic  monitor 
is  of  no  serious  consequence.  By  increasing  the  dis¬ 
tance  between  the  hydrophone  and  the  echo-ranging 
projector,  a  combination  of  atteniiaiions  may  always 
he  found  that  circumvents  the  noise  level  limitation. 

«  PERFORMANCE  FIGURES 

In  this  section  several  sets  of  dynamic  monitor 
results  are  given  together  with  sample  conclusions 
drawn  from  them  with  regard  to  the  performance 
characteristics  of  the  gear  under  the  specific  lest 
conditions. 

In  the  table  below  are  listed  the  results  of  two  tests 
that  illustrate  the  use  of  the  dynamic  monitor  in 
determining  changes  in  the  overall  functioning  of 
one  echo-ranging  system,  QII  Model  II. 


Ft  ho- ranging 
gear 

location 

Date 

Figuie-ol -merit 

Visual  Audio 

channel  channel 

OH  Model  II 
with  sea  water 
in  the  projector 

On  PV3I  at 
New  London 
dock 

11-S-ll 

131  db 

1 15dh 

OH  Model  II 
with  dry  pro¬ 
jector 

On  l’Y3I  at 
New  London 
dock 

1 1—1*1—  1 1 

1 12db 

152(11) 

On  November  8, 1 9-1-4,  sea  water,  which  had  entered 
the  projector  through  cracks  in  the  weld  around  the 


0  500  1000  1500  2000  2500  5000 

RANGE  IN  YARDS 


Fk.i  ki  20.  Figure  of  merit  versus  range  for  WF.A-l  eclio- 

ranging  gear  aboard  l\\c  .lidr  dr  Ctinip  in  Boston  Harbor. 

projector  supporting  column,  was  present  around  a 
plug  located  inside  the  transducer  assembly.  Between 
that  date  and  November  1!)  the  projector  was  re¬ 
moved,  dried  out,  and  reassembled  so  that  it  was  in 
normal  operating  condition  on  the  latter  date.  It  is 
apparent  from  the  table  that  the  change  in  the  figure 
of  merit  for  both  the  visual  channel  and  the  audio 
channel  indicates  an  improvement  in  the  operation 
of  the  QM  Model  II  after  the  removal  of  the  sea  water 
from  the  projector.  It  is  interesting  to  note  that  the 
audio  channel  of  this  echo-ranging  gear  can  detect  an 
echo  intensity  about  10  db  lower  than  the  visual 
channel. 

Figure  or  Merit  Versus  Range 

On  June  27,  1911,  the  echo-ranging  equipment 
WEA-I  on  the  Aide-  dr  Cam/),  a  boat  of  the  Harvard 
Underwater  Sound  Laboratory,  was  tested  while  the 
tide  dr  Cain/)  was  at  its  Boston  dock.  Measurements 
of  the  figure  of  merit  were  made  for  different  echo 
ranges  to  determine  the  cliect  of  reverberation.  The 
graph  of  Figure  20  shows  the  figure-of-mcrit  values 
obtained  when  the  range  was  varied  at  which  the 
dynamic  monitor  injected  its  synthetic  echo. 

From  t lie  graph  it  mav  be  deduced  that  the  level 
of  reverberation  was  appreciably  higher  at  600  yd 
than  beyond  1.600  yd.  Since  the  ping  pressure  re¬ 
mained  constant  throughout  the  test,  it  follows  that 
the  28-tlb  difference  in  the  figures  of  merit  for  600 
yd  and  for  1,600  yd  is  a  measure  of  the  difference 
in  the  intensities  of  the  minimum  detectable  echo  for 
the  two  ranges.  It  also  follows  that  for  ranges  of  from 
1,600  to  2,-100  yd  some  other  factor  determines  the 
lower  limit  of  the  minimum  echo  and  therefore  the 
upper  limit  of  the  figure  of  merit.  In  most  cases,  the 
effect  of  reverberation  at  a  particular  locality  may  be 
eliminated  by  measuring  the  figure  of  merit  at  ranges 
of  from  2,000  to  3,000  yd. 
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Fk.i  kk  21.  Figure  of  merit  (audio  rhamiel)  \ersus  speed 
lor  OH  Model  II  aboard  the  I’SS  Cylliirn  (l*Y3l)  in  <H»  ft 
of  water. 


Figi're  of  Merit  Verses  Ship’s  Speed 

On  November  20,  1914,  a  test  was  made  to  deter¬ 
mine  the  effec  t  of  ship's  speed  on  the  performance  of 
an  echo-ranging  gear.  The  figure  of  merit  of  QH 
Model  II  was  measured  at  live  different  speeds  of  the 
USS  Cyllirrn  (PY31)  in  90  ft  of  water.  The  dynamic 
monitor  injected  its  synthetic  echo  into  the  ship’s 
installed  monitor  transducer  at  a  relative  ship’s  bear¬ 
ing  of  34 1  degrees  and  a  range  of  2,700  yd.  The  QH 
projector  was  operated  without  a  dome.  The  results 
of  the  test  arc  given  by  the  graph  of  Figure  21. 

At  a  speed  of  1 1  knots  the  figure  of  merit  of  the 
echo-ranging  gear  was  Hi  db  less  than  at  zero  speed. 
Since  the  ping  pressure  was  not  varied  during  the  test, 
the  decrease  in  the  figure-of-merit  value  signifies  that 
the  intensity  of  the  minimum  detectable  echo  had  to 
be  increased.  This  required  increase  of  echo  intensity 
resulted  from  the  heightened  ambient  noise  level  pro¬ 
duced  by  the  ship's  screws  and  the  passage  of  the  ship 
through  the  water. 

27  CONCLUSIONS 

In  general,  a  large  figure  of  merit  means  that  the 
echo-ranging  gear  is  putting  a  comparatively  large 
amount  of  sound  energy  into  the  water,  and  is,  at  the 
same  time,  capable  of  detecting  a  comparatively  weak 
echo.  A  small  figure  of  merit,  on  the  other  hand, 
usually  indicates  that  the  projector  combines  the 
characteristic  of  a  relatively  weak  ping  intensity  with 
that  of  requiring  a  somewhat  stronger  echo  in  order 
for  it  to  be  detected.  Clearly  then,  a  large  figure  of 
merit  is  to  be  desired  since,  other  things  being  equal, 
the  larger  this  ratio  is,  the  greater  is  the  range  at 
which  the  sonar  gear  is  able  to  detect  the  presence  of 
a  target. 


The  figure  of  merit  is  a  function  of  all  the  factors 
that  affect  the  intensity  of  the  transmitted  ping  and 
the  intensity  of  the  minimum  detectable  echo.  As  far 
as  the  minimum  echo  is  concerned,  the  deciding  fac¬ 
tors  are  usually  the  ambient  water  noise  level,  the 
character  of  the  reverberation,  and  the  electric  noise 
level  of  the  echo-ranging  gear. 

The  electronic  unit  constant  K,  one  of  the  factors 
in  the  figure-of-merit  determination,  is  not  affected 
by  changes  in  amplification  in  the  local  oscillator, 
tube  aging,  variations  in  the  a-c  power  supply  voltage, 
or  other  circuit  deteriorations,  since  they  are  taken 
care  of  in  the  calibration  process.  The  characteristics 
that  do  enter  this  factor  are  electric  properties  of 
certain  coils,  resistors,  and  the  input  transformer. 
I  he  frequency  dependence  of  these  is  taken  into 
account  when  the  K  factor  is  initially  determined. 
I’hc  constancy  ot  this  factor,  therefore,  as  far  as 
the  electronic  unit  is  concerned,  depends  only  on  the 
constancy  of  these  components.  Since  the  other  two 
factors  involved  in  the  figure-of-merit  measurement, 
namely,  the  setting  of  the  figure-of-merit  attenuator 
and  the  distance  between  the  projector  and  trans¬ 
ducer,  are  completely  independent  of  the  electronic 
unit,  it  is  seen  that  in  the  operation  of  the  dynamic 
monitor  the  reliance  on  the  long-term  stability  of  the 
electronic  equipment  is  effectively  eliminated. 

28  RECOMMENDATIONS 

I'lte  experimental  model  of  the  dynamic  monitor 
has  not  received  enough  engineering  development  to 
be  utilized  as  a  manufacturing  prototype.  A  few  spe¬ 
cific  factors  may  be  mentioned  which  should  receive 
attention  during  reconsideration  of  the  unit.  The 
sound  level  produced  by  the  built-in  loudspeaker  is 
not  adequate  and  should  be  increased.  A  low-pass 
filter  should  be  incorporated  in  the  loudspeaker  cir¬ 
cuit  in  order  to  eliminate  spurious  signals.  The  out¬ 
put  of  the  monitor  transmitting  channel  should  be 
increased  so  that  attenuation  of  100  db  could  be  em¬ 
ployed  in  this  channel  instead  of  the  present  maxi¬ 
mum  of  7<>.  Higher  transmitter  output  and  wider 
range  of  attenuation  would  eliminate  the  occasional 
necessity  of  moving  the  monitor  transducer  during 
the  series  of  measurements  in  order  to  avoid  masking 
of  the  echo  by  noise  level  interference  inherent  in  the 
monitor  transmitting  channel.  The  present  mechani¬ 
cal  layout  of  the  electronic  unit  leaves  much  to  be 
desired  from  the  point  of  view  of  accessibility  for 
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repair  and  maintenance.  It  appears  possible  to  make 
changes  in  the  mechanical  assemblies  which  will 
achieve  greater  ease  of  maintenance  without  sacrific¬ 
ing  the  compactness  of  the  unit.  The  location  of  the 
ganged  input  and  output  attenuators  could  also  be 
changed  with  a  beneficial  reduction  in  the  crosstalk 
between  the  transmitting  and  receiving  sections.  If 


the  response  of  the  monitor  transducer  were  suffi¬ 
ciently  uniform  with  frequency,  it  would  be  possible 
to  construct  a  dial  plate  for  the  figure-of-mcrit  atten¬ 
uator  which  could  be  adjusted  for  various  values  of 
distance  d  so  that  the  attenuator  would  read  figure  of 
merit  directly,  but  this  refinement  has  not  been  built 
into  the  present  model. 
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THE  OVERSIDE  NOISE  MONITOR 


OA  ¥  Sound  Measuring  Equipment 

The  portable  and  rugged  Model  O.  l )'  sound  meas¬ 
uring  rt/uipinrul  teas  developed  for  overside  measure¬ 
ments  of  submarine  sound,  and  for  detection  of  ab¬ 
normally  noisy  auxiliaries.  The  apparatus  measures 
sound  pressure  level  over  a  dynamic  range  of  III)  db 
within  the  frequency  range  from  ltd)  to  20JXI0  c. 
CL'DWH-Sl.L  assisted  the  Xavv  in  OAY  develop¬ 
ment. 

11  INTRODUCTION 

Tin:  si  bmarink  noise  reduction  program  required 
sound  measurement  equipment  which  could  be 
used  to  determine  acceptable  standards  of  quiet  per¬ 
formance  and  which  would  express  this  calibration 
in  absolute  terms  to  permit  comparison  of  the  re¬ 
sults  obtained  at  different  bases  with  different  ships. 
The  OAY  gear  which  was  developed  lor  this  pro¬ 
gram  comprises  a  wide  band  hydrophone  with  a 
Hat  response  and  a  sound  level  meter  with  provision 
for  various  types  of  monitoring  and  filter  channels. 
It  is  a  flexible  measuring  system,  adaptable  to  many 
purposes.  The  equipment  was  made  portable  and 
sufficiently  rugged  for  use  in  the  conditions  to  be 
encountered  in  the  field.  A  routine  for  maintaining 
the  equipment  and  checking  the  hydrophone  cali¬ 
bration  was  set  up  to  insure  the  accuracy  of  the 
absolute  sound  level  readings. 

The  OAY  gear  is  chiefly  used  at  submarine  bases 
during  the  installation  of  new  equipment.  A  pro¬ 
cedure  was  established  for  making  overside  measure¬ 
ments  of  submarine  noise  during  construction  or 
refitting,  so  that  noisy  auxiliary  machinery  units  can 
be  delected  and  the  trouble  remedied  before  the 
ship  leaves  the  yard.  Overside  measurements  can 
also  be  made  on  submarines  in  commission,  when 
they  are  at  docks,  secured  to  buoys,  anchored,  or 
drifting.  The  OAY  equipment  is  customarily  lo¬ 
cated  aboard  the  surfaced  submarine  and  the  hydro 
phone  is  hung  overboard  at  a  standardized  loca¬ 
tion,  as  near  as  possible  to  the  noisy  part  of  the 
auxiliary  machinery  to  be  measured.  Noise  level 
readings  thus  obtained  in  absolute  units  are  com- 


Fk.I'RI  I.  Model  OAY  sound  measuring  equipment. 


pared  with  the  standard  values  for  acceptable  per¬ 
formance,  as  previously  determined.  These  results 
can  also  be  related  to  the  standard  Navy  200-yd 
measurements. 

Prior  to  the  development  of  the  OAY  gear,  the 
submarine  noise  reduction  program  relied  upon  the 
Model  OR  equipment.  This  apparatus  has  a  sharply 
falling  frequency  response  above  1,000  c  and  a  broad 
peak  near  500  c,  while  the  OAY  has  a  response  that 
is  flat  from  100  to  10,000  c  and  good  to  20,000  c. 
In  order  to  convert  OR  readings  to  equivalent  OAY 
readings,  it  was  found  that,  in  general,  9  db  could 
be  added  to  the  Model  OR  readings  to  give  sound 
pressure  levels  above  0.0002  dyne  per  sq  cm.  In  spe¬ 
cific  cases,  however,  because  the  OAY  response  is 
so  much  more  uniform  than  that  of  the  OR,  the 
correlation  between  new  and  old  readings  had  to 
be  determined  for  the  particular  sounds  to  be  meas¬ 
ured. 

DESIGN  CONSIDERATIONS 

It  was  initially  proposed  to  develop  portable  meas¬ 
uring  equipment  for  the  submarine  noise  reduction 
program  by  adapting  a  commercial  sound  level  me¬ 
ter  and  a  commercial  hydrophone.  When  this  plan 
was  analyzed,  however,  it  was  clear  that  the  work 
of  modification  would  be  extensive,  the  procure¬ 
ment  of  sound  level  meters  would  be  most  difficult, 
and  the  resulting  system  would  be  inconvenient  both 
to  transport  and  to  operate.  It  was  accordingly  de¬ 
cided  to  design  completely  new  equipment  for  the 
specific  requirements  of  the  noise  reduction  pro¬ 
gram. 

In  the  selection  of  a  hydrophone,  the  field  of 
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available  hydrophones  was  investigated,  and  serious 
consideration  was  given  to  various  units  developed 
by  Western  Electric,  the  Massachusetts  Institute  of 
Technology  Underwater  Sound  Laboratory,  and  the 
Brush  Company.  The  nondirectional  hydrophone 
used  in  the  expendable  radio  sono  buoy  was  also 
proposed.  It  was  found  that  none  of  these  hydro¬ 
phones  was  altogether  satisfactory  for  the  projected 
measuring  equipment  because  of  high  self-noise,  un¬ 
suitable  frequency  response,  or  variation  of  response 
with  temperature.  The  hydrophone  finally  adopted 
was  one  newly  developed  by  the  Brush  Company. 

I  bis  hydrophone  satisfies  the  frequency  response 
requirements  for  the  system,  is  fairly  independent 
of  temperature,  and  has  a  uniform  directivity  pat¬ 
tern.  The  overall  response  of  the  hydrophone  and 
the  total  system  is  flat  from  100  to  10,000  c,  and  use¬ 
ful  to  20,000  c.  The  hydrophone  has  sufficiently 
high  sensitivity  and  low  self-noise  to  permit  meas¬ 
urement  of  submarine  noises  of  the  lowest  level 
detectable  in  the  quietest  water  conditions.  Attenu¬ 
ators  within  the  system  adjust  the  range  of  the  meter 
so  that  it  reads  sound  levels  from  35  to  N5  tlb  above 
0.0002  dyne  per  sq  cm. 

For  adaptability  to  various  measuring  problems 
the  equipment  was  designed  to  include  means  for 
self-calibration,  as  well  as  output  jacks  for  a  moni¬ 
toring  loudspeaker  and  headphones,  for  recording 
equipment,  and  lor  commercially  available  lre- 
tpiency  analyzers.  An  optional  10,000-c  high-pass  hi¬ 
rer  wsw  included  m  facilitate  wufiersuniv  measure 
mems.  An  optional  1,000-c  low-pass  filter  was  also 
provided  to  reduce  background  noise  in  certain 
conditions.  The  circuit  was  so  designed  that  the 
use  of  these  accessories  produced  no  disturbing  ef¬ 
fect  upon  the  meter  reading. 

The  apparatus  was  also  designed  to  be  portable, 
rugged,  and  adaptable  to  use  on  shore,  on  ship¬ 
board.  or  in  small  boats.  It  was  operable  either  with 
a  1 10-v,  (iO-c  power  supply  or  front  storage  batteries. 
The  hydrophone  was  designed  for  use  with  as  much 
as  100  ft  of  cable,  and  the  standard  equipment  in¬ 
cluded  both  a  10  ft  and  a  -100- ft  cable,  either  of  which 
could  be  fastened  to  the  hydrophone  by  means  of 
a  watertight  connector. 

The  final  model  of  the  OAY  satisfied  the  design 
requirements  to  a  large  extent,  and  approximately 
10  units  of  lib)'  measuring  cipiquimm  were  supplied 
to  the  Navy  for  use  at  submarine  bases  all  over  the 
world.  On  the  basis  of  the  field  performance  of  the 
OAY,  recommendations  were  made  for  changes  to 


increase  the  ruggedness  of  the  equipment  and  to 
improve  its  usefulness.  A  prototype  model  incorpo¬ 
rating  many  of  the  proposed  modifications  was  con¬ 
structed  as  a  basis  for  future  work. 

3  3  CONSTRUCTION  OF  THE  OAY 
EQUIPMENT 

331  General 

The  Model  OAY  sound  measuring  equipment,  as 
produced  for  Navy  use,  is  shown  in  Figure  I  and  in 
the  block  diagram  of  Figure  2.  It  consists  of  the 
hydrophone  with  conne-ting  cable  and  plug;  the 
sound  level  meter  v  its  attenuators,  four-stage 
amplifier,  balanced  vacuum-tube  voltmeter,  power 
supply,  and  internal  calibration  circuit;  and  a  rotary 
converter  assembly.  Accessory  equipment  which  can 
be  used  with  the  meter  includes  the  monitoring 
headphones,  a  monitoring  amplifier  and  loud¬ 
speaker,  and  the  narrow-band  sound  frequency  an¬ 
alyzer,  General  Radio  Type  760 A.  In  operation,  the 
underwater  sound  signal  is  picked  up  by  the  hydro¬ 
phone,  amplified,  and  read  on  the  meter  scale.  This 
scale  is  calibrated  in  steps  of  1  clb,  and  the  attenu¬ 
ator  adjusts  the  amplification  of  the  unit  so  that 
the  reading  falls  within  the  meter  scale.  The  internal 
calibration  circuit,  which  is  adjusted  initially  to  cor¬ 
respond  to  the  predetermined  sensitivity  of  the  hy¬ 
drophone,  permits  a  check  of  the  calibration  level 
at  the  lime  of  v.'.eA-M.isvmtiU.  Ifw  tMwvwl  pressure 
levels  are  read  from  the  meter  in  absolute  terms,  in 
decibels  above  0.0002  dyne  per  sq  cm,  by  adding 
the  meter  reading  to  the  attenuator  setting. 

33,2  Hydrophone 

The  hydrophone  used  with  the  OAY  equipment 
is  the  Brush  RQ-51055  (AX-58)  shown  in  Figure  1. 

It  consists  of  a  Rochelle  salt  crystal  head  and  a  two- 
stage,  built-in  amplifier,  housed  in  a  cylindrical  rub¬ 
ber  case.  A  schematic  circuit  drawing  is  given  in 
the  upper  left-hand  corner  of  Figure  7.  A  one-stage 
amplifier  that  was  originally  produced  with  the 
RQ-51055  was  found  unsuitable  and  the  two-stage 
amplifier  was  substituted.  This  amplifier,  employ¬ 
ing  negative  feedback,  provides  high  input  impetl- 
aJjre  low  imtpua  inSjirtlattcr  fuv^li  y^iin  stability  ami 
high  output  voltage  which  is  an  advantage  in  com¬ 
bating  electrical  interference  on  shipboard.  Water 
ground  connection  is  provided  for  the  system  by 
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NOTE—  EQUIPMENT  IS  GROUNDED  IN  WATER 

THROUGH  THE  UNDERWATER  COUPLING 

I'll. i  hi  2.  Ulock  diagram  <>l  OAV  sound  tnc.isi 1 1 i 1 1 o  equipment. 


means  of  the  special  watertight  connector  that  fast¬ 
ens  the  hydrophone  to  its  cable  extension.  The  hy¬ 
drophone  is  itself  etpiippecl  with  a  17-ft  length  of 
cable  and  both  1 0-1 1  anti  TOO-I i  cable  extensions  are 
provided. 

The  fretpiency  response  of  the  RQ-alO")')  hydro¬ 
phone  is  shown  in  Figure  If.  l  he  uniformity  of 
frequency  response  that  was  desired  for  the  produc¬ 
tion  units  was  not  achieved.  The  solid  line  I  rep¬ 
resents  the  average  response  for  21  hydrophones  of 
the  original  production  lot,  while  the  dotted  line  Ji 
is  the  average  of  18  later  units.  It  was  observed  that 
these  later  units  were  more  nearly  uniform." 

The  temperature  dependence  of  these  hydro¬ 
phones  is  indicated  in  Figure  1  which  shows  the  re¬ 
sponse  at  low  fret|iienties  for  temperatures  of  from 
•10  to  (J0  F.  l  he  data  available  indicate  that  the 
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"  The  USRL  cal  i  In  at  ion  of  the  hydrophone  is  given  in 
Division  (i,  Volume  II,  Chapter  7. 


response  is  little  affected  by  temperature  at  fre¬ 
quencies  tip  to  10.000  c.  It  is  also  established  that 
the  response  is  not  aliened  by  static  pressures  at 
depths  down  to  ‘500  ft. 


333  Sound  Level  Meter 

(«!•  Nl-'RAI. 

The  sound  level  meter  is  the  princ  ipal  part  of  the 
OAV  equipment.  Its  mechanical  construction  can 
be  seen  from  the  photograph  in  Figure  5.  This  unit 
is  designed  to  he  both  compac  t  and  sufficiently  rug¬ 
ged  for  use  in  the  conditions  to  be  encountered  in 
the  field.  The  sound  level  meter  and  its  power  sup¬ 
ply  are  mounted  in  this  single  chassis  and  operate 
either  from  batteries  or  from  an  a-c  supply.  Facili¬ 
ties  are  prov  ided  for  plugging  in  headphones,  loud- 
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l-K.t'Ki  5.  Sound  level  meter  chassis. 


speaker  and  amplifier,  and  a  sound  analyzer.  Any 
or  all  of  these  can  he  plugged  in  or  out  during  op¬ 
eration  of  the  equipment  without  aliening  the  meter 
indication.  An  internal  calibration  circuit  is  pro¬ 
vided  to  permit  c  hecking  of  the  c  ircuit  performance. 

The  frequency  response  of  the  meter  circ  uit,  shown 
in  Figure  (>.  is  Hat  from  100  to  20,000  c,  so  that  the 
pass  hand  of  the  system  is  determined  only  by  the 
hydrophone  response,  in  Figure  3.  The  dynamic 
range  of  the  system,  using  the  RQ-51055  hydro¬ 
phone,  goes  from  33  to  M3  db  above  0.0002  dyne 
per  sq  cm.  The  hum  level  is  about  8  db  below  ther¬ 
mal  noise  and  the  system  is  able  to  measure  the  low¬ 
est  water  noise  encountered.  I‘he  optional  10,000-c 
high-pass  and  1,000-c  low-pass  filters  are  controlled 
by  switches  on  the  chassis  panel.  These  filters  pro¬ 
duce  an  insertion  loss  of  18  db  per  octave  in  the 
attenuated  frequency  range  as  shown  in  Figure  (i. 

Meter  Circiit 

A  schematic  circuit  diagram  for  the  sound  level 
meter  is  shown  at  the  right  of  Figure  7.  The  input 
circuit  of  the  sound  level  meter  is  designed  to  work 
from  a  200-ohm  source,  the  RQ-51055  hydrophone. 
The  input  voltage  is  stepped  up  through  an  input 
transformer  terminated  by  a  high-impetlance  poten¬ 
tiometer,  marked  “0.1  meg  attenuator”  in  the  draw¬ 
ing.  This  potentiometer  is  calibrated  in  steps  of  5  db 
over  a  range  of  75  db  and  controls  the  input  to  the 


first  amplifier  tube.  The  control  is  placed  in  this 
position  to  avoid  overloading  the  first  stage  when 
high-intensity  sounds  are  measured.  Two  stages  of 
resistance-coupled  amplification  follow  the  poten¬ 
tiometer.  Negative  feedback  is  used  to  reduce  the 
output  impedance  of  the  second  stage  and  to  stabi¬ 
lize  it  against  line  voltage  variations.  The  plate  load 
in  the  second  stage  has  a  split  load  resistance.  Thus 
short-circuiting  the  part  of  the  plate  load  resistance 
which  feeds  the  monitor  amplifier  jack  does  not 
cause  an  appreciable  change  in  output  voltage.  This 
insures  proper  operation  of  the  meter,  even  when  a 
defective  plug  or  amplifier  is  used. 

The  10,000-c  high-pass  filter  and  a  1,000-c  low- 
pass  filter  are  located  between  the  second  and  third 
amplifier  stages.  A  three-position  switch  mounted  on 


Kk.i  kk  (i.  Meter  reading  for  constant  voltage  across  cali¬ 
brating  resistor  of  hydrophone. 


CONFIDENTIAL 


CONSTRUCTION  OF  THE  OAY  EQUIPMENT 


45 


the  front  panel  connects  these  filters  into  the  cir¬ 
cuit  when  desired.  The  1,000-c  low-pass  filter  was 
added  to  the  equipment  of  the  original  design  shown 
in  Figure  1  to  permit  reduction  of  shrimp  noise. 

The  filters  are  followed  by  a  20-db  range  switch 
and  the  gain-calibration  potentiometer.  The  first  is 
used  to  increase  the  gain  when  sounds  having  a 
level  below  +50  db  are  to  be  measured.  The  second 
adjusts  the  overall  gain  of  hydrophone  and  sound 
level  meter  amplifier  to  a  predetermined  value  at  the 
start  of  a  given  test. 

Two  additional  resistance-coupled  amplifier 
stages,  similar  to  the  first  two,  follow  and  com¬ 
plete  the  amplifier.  Again  the  plate  load  impedance 
of  the  output  tube  is  split,  one  branch  feeding  the 
sound  analyzer  jack,  giving  the  same  protection 
against  a  defective  plug.  This  output  tube  also  feeds 
the  monitoring  phone  jack  and  the  vacuum-tube 
voltmeter.  Connected  to  the  auxiliary  contacts  of 
the  monitoring  phone  jack  is  a  resistance-capacity 
network  which  has  impedance  characteristics  sim¬ 
ilar  to  the  two  headphones  in  series  and  which  is 
disconnected  when  the  headset  is  inserted,  thus  again 
insuring  that  the  signal  voltage  output  is  not  altered. 

The  balanced  vacuum-tube  voltmeter  reads  be¬ 
tween  rms  anti  peak  values.  Two  tubes  (in  one  en 
I'dtqje)  jmhI  two  rvosuw*  'Ml  %#.  h  tmiwlge 
I  he  meter,  0-1  d-c  milliammctcr  with  a  resistance 
in  series,  is  connected  between  the  plates  of  the  tubes. 
The  signal  voltage  is  first  rectified  by  a  half-wave 
high-vacuum  rectifier  and  filtered  by  a  resistance- 
capacitance  network  and  is  then  applied  as  a  nega¬ 
tive  voltage  to  the  grid  of  one  of  the  vacuum  tubes, 
thereby  throwing  the  bridge  out  of  balance.  With 
proper  bias  and  anode  potentials  applied,  the  meter 
reading  will  be  proportional  to  the  signal  voltage 
input.  Ihe  maximum  current  through  the  meter, 
when  one  of  the  tubes  is  at  negative  grid-bias  cut¬ 
off,  is  only  1.25  ma,  thus  protecting  the  meter  from 
damaging  overloads.  A  four-deck,  five-position  switc  h 
makes  the  indicating  meter  also  available  for  c  heck¬ 
ing  the  d-c  filament  voltage  of  the  hydrophone  am¬ 
plifier  tubes  and  the  B  supply  voltage.  I  he  latter 
check  also  gives  an  approximate  indication  of 
whether  the  a-c  line  voltage  is  connected  to  the  right 
tap  on  the  power  transformer. 

I  he  grounding  of  the  measuring  equipment  is 
automatically  performed  when  the  cable  connector 
connecting  the  hydrophone  to  the  cable  extension 
is  immersed  in  water.  No  other  ground  should  be 
used  as  it  will  form  a  ground  loop  and  make  the 


measuring  equipment  inoperative  because  of  severe 
hum. 

I  he  power  supply  furnishes  the  necessary  direct 
current  for  the  RQ-51055  hydrophone  amplifier  as 
well  as  for  the  sound  level  meter.  It  supplies  230-v 
direct  current  for  the  anode  potential,  12.<i-v  direct 
current  for  the  filaments  of  the  hydrophone  ampli¬ 
fier  tubes,  and  6.3-v  alternating  current  for  the  fila¬ 
ments  of  the  tubes  in  the  sound  level  meter.  The  a-c 
filament  winding  is  held  at  a  slight  positive  poten¬ 
tial  to  eliminate  filament-to-cathode  emission.  The 
hydrophone  amplifier,  the  two  halves  of  the  four- 
stage  amplifier,  and  the  vacuum-tube  voltmeter  have 
separate  decoupling  filters  to  reduce  common  im¬ 
pedances  to  a  minimum.  A  voltage-regulator  tube 
provides  steady  B  potential  to  the  vacuum-tube  volt¬ 
meter,  within  line  voltage  variations  of  ±  15  percent, 
thus  insuring  proper  operation. 

Total  power  consumption  of  the  sound  level  me¬ 
ter  and  hydrophone  assembly  is  approximately  85  w 
when  operated  from  a  1 15-v,  (i()-c  line. 

Calibration  Circuit 

The  calibrating  circuit  shown  in  Figure  7  provides 
a  constant  current  at  1,000  c  through  a  5-ohm  resis¬ 
tor  in  series  with  the  low  side  of  the  hydrophone 
i-ryottl  'ITw*  nimn  is  Hmikm)  so  iJmi  tk-  vwluge 
developed  in  series  with  the  crystal  is  the  same  as 
that  developed  by  a  sound  level  of  +95  db,  and 
during  calibration  the  gain  adjustment  mentioned 
above  is  varied  until  the  meter  reads  95  while  the 
calibrating  current  flows.  I  bis  then  corrects  for  all 
circuit  variations  except  changes  in  crystal  sensitiv¬ 
ity.  The  calibration  oscillator  is  of  the  resistance- 
stabilized  feedback  type.  The  output  adjustment  is 
in  the  feedback  path,  because  its  output  voltage  lias 
to  be  measured  across  the  tuned  circuit.  The  wave 
shape  is  not  materially  affected  by  this  method  since 
sufficient  negative  feedback  is  used  to  keep  the  maxi¬ 
mum  distortion  below  I  per  cent. 

From  the  discussion  of  the  circuits  it  is  apparent 
that  the  overall  accuiac'  >1  measurement  is  deter¬ 
mined  primarily  by  the  hydrophone  crystal,  since 
all  amplifiers  are  stabilized  by  inverse  feedback,  and 
any  residual  variations  can  be  corrected  by  the  cali¬ 
bration  circuit.  Variations  in  hydrophones  can  be 
expected,  as  is  shown  by  the  curves  of  Figure  3 
which  give  a  plot  of  frequency  against  crystal  out¬ 
put  at  the  hydrophone  amplifier.  Figure  f>  shows 
the  electrical  frequency  characteristics  for  the  three 
settings  of  the  filter  switch.  These  curves  show  the 


CONFIDENTIAL 


46 


THE  OVERSIDE  NOISE  MONITOR 


meter  readings  obtained  for  constant  voltage  across 
the  calibrating  resistor  of  the  hydrophone. 

In  order  to  correct  for  variations  in  crystal  sensi¬ 
tivities,  a  correction  factor  is  assigned  to  each  hydro¬ 
phone.  This  Valin,  of  the  oidtl  of  2  db,  is  deter¬ 
mined  at  the  laboratory  before  shipment  of  the  OAY 
ecpiiptueiU  The  cryvJttf  *euniUvuy  nl  the  Uveragr 
RQ  51055  hydrophone  is  expressed  as  —78.5  dl>  in 
the  range  from  100  to  5,000  c.  (  This  is  crystal  voltage 
below  1  v  for  a  sound  pressure  level  of  I  dyne  per 
st|  cm.)  The  +05  db  in  decibels  above  0.0002  dyne 
per  sc j  cm  calibration  level  on  the  OAY  sound  level 
meter  corresponds  to  the  absolute  sound  pressure 
incident  upon  a  hydrophone  with  this  average  sen¬ 
sitivity.  For  each  individual  hydrophone  the  as¬ 
signed  correction  factor  expressing  any  deviation 
from  the  —  78. 5-db  average  must  be  applied  to  obtain 
absolute  readings. 

J-3-4  Accessory  Equipment 

In  the  requirements  for  the  OAY  it  was  specified 
that  battery  operation  be  provided.  The  rotary  con¬ 
verter  assembly  shown  at  the  right  in  Figure  1  oper¬ 
ates  from  .‘12-v  storage  batteries.  It  supplies  power 
both  to  the  meter  and  to  the  monitor  amplifier  in 
conditions  where  115-v  alternating  current  is  not 
available. 

A  pair  of  high-fidelity  Rochelle  stilt  headphones 
is  supplied  v\  illi  die  equipment.  A  high-lideliiv 
amplifier  and  loudspeaker  also  allow  monitoring  by 
c  ur  id  tlu'  1  mines  picked  up  by  tlie  I  ■  yd  ro;  On  uu  •  The 
amplifier  is  designed  to  operate  on  1 15-v  tiO-e  single¬ 
phase  power,  and  the  unit  consumes  105  w.  To  ob¬ 
tain  recordings  of  characteristic  machinery  noises 
and  other  sounds  as  a  training  aid  and  for  detailed 
study  of  submarine  sounds,  recording  equipment 
can  be  operated  from  the  monitor  output. 

The  sound  analy/er  normally  used  with  the  OAY 
equipment  is  the  General  Radio  Type  7<>0A.  I  bis 
can  be  plugged  into  the  circuit  without  influencing 
the  meter  reading.  If  the  ERl'I  Type  RA-277  an- 
»!y«+  «  hwtl,  *h  csUthuI  tmtpWng  fitutil  w  diflklt 
to  provide  the  proper  low-impedance  match. 

»•«  PERFORMANCE 

In  general  the  OAY  gear  satisfied  the  require¬ 
ments  of  the  submarine  noise  reduction  program,  as 
discussed  above.  Many  of  these  units  were  put  into 
use  at  submarine  bases  throughout  the  world,  and 


the  equipment  found  application  in  other  types  of 
sound  tests  where  a  rugged  portable  instrument  was 
needed  with  a  wide  flat  frequency  response.  On  the 
basis  of  experience  with  OAY  units  in  the  field, 
lUtain  iiiipiovemenls  "Were  proposed  \\itb  recom¬ 
mendations  for  changes  in  the  c  alibration  and  stand- 
ju*I  lurmtrmiiejU  pu,n  cslim-c  A  pmlutype  RiuiVrt 
was  constructed  incorporating  many  of  these  changes. 

l’lie  desired  uniformity  of  hydrophone  frequency 
response  was  not  achieved  with  this  design,  although 
there  was  some  indication  that  the  latest  models 
had  more  uniform  sensitivity.  A  rotation  scheme  for 
maintaining  optimum  performance  was  developed 
by  supplying  three  hydrophones  with  each  set  of 
OAY  equipment.  While  one  of  these  was  in  service, 
the  second  was  on  hand  in  good  condition  to  serve 
as  a  spare,  and  the  third  was  underg.  ig  test  and 
necessary  repairs  at  the  New  London  laboratory. 

»•»  RECOMMENDATIONS  FOR 

FUTURE  WORK 

The  proposed  changes  in  the  OAY  equipment, 
many  of  which  were  incorporated  in  the  prototype 
model,  are  summari/ed  in  the  following  paragraphs. 
This  experimental  model  could  be  used  as  a  basis 
for  future  work. 

Sound  Level  Meter.  To  increase  the  usefulness  of 
the  meter,  certain  changes  were  made  in  the  cir¬ 
cuit.  The  oUlpm  j.uk  lot  the  licqncni)  aludj/ci 
was  originally  designed  for  a  high  impedance  t  h¬ 
in  ti  Shim'  ii  i<  often  ilifirn’cL1  in  printin'  l»  use 
the  ERl’I  RA-277  analy/er,  which  has  a  low-imped¬ 
ance  input,  it  is  recommended  that  the  coupling 
networks  necessary  for  both  high-  and  low-imped¬ 
ance  analyzers  be  provided.  A  further  simplifica¬ 
tion  in  the  meter  could  be  made  by  combining  the 
20-clb  range  control  with  the  5-db  step  attenuator, 
so  that  the  complete  level  control  would  operate 
from  a  single  switch.  For  some  measurements  it  is 
convenient  to  have  a  slow  c  harac  teristic  tor  the  meter 
needle,  as  well  as  the  normal  fast  response.  In  the 
{tromlyp  itw  regular  qice-l  wan  math'  inte¬ 
rnally  available,  while  the  slow  response  was  ob¬ 
tained  by  holding  clown  a  nonlocking  push  button. 

Hydrophone.  The  chief  objection  to  the  Rochelle 
salt  crystals  used  in  the  RQ-51055  unit  is  the  dam¬ 
age  incurred  by  this  material  at  temperatures  above 
120  F.  Such  temperatures  are  readily  encountered 
where  the  unit  lies  out  on  deck  in  the  sun.  The 
newly  developed  ADI*  crystal  is  a  possible  substi- 
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tute  it  the  G-db  drop  in  crystal  output  can  be  tol¬ 
erated.  Improved  methods  should  insure  better  uni¬ 
formity  among  the  production  models.  A  new  ADP 
hydrophone  was  designed,  designated  AX-120.  It 
was  not  found  possible,  however,  to  duplicate  com¬ 
pletely  the  performance  of  RQ-51055  hydrophones 
for  which  the  OAY  sound  level  meter  was  designed. 
The  necessary  changes  would  impair  the  perform¬ 
ance  with  the  RQ-51055  units.  Thus  the  interchange- 
ability  which  is  so  important  in  the  OAY  equip¬ 
ment  would  be  lost.  The  AX-120  hydrophone,  which 
has  somewhat  lower  self-noise  than  the  RQ-51055 
and  which  is  independent  of  temperature,  is  rec¬ 
ommended  lor  a  new  instrument,  and  it  at  some 
luture  time  it  proves  desirable  to  change  to  the  new 
hydrophone ,  tfie  j , e 1 1 1  ttmt nf  tenth  l  be  readdy 
adapted  for  the  purpose. 

Hydrophone  Coble.  Trouble  was  encountered  in 
breakage  of  the  cable  conductors.  A  type  of  cable 
manufactured  In  the  Simplex  Wire  and  Cable  Com¬ 
pany  is  recommended  for  future  models.  This  cable 
consists  of  five  individually  tinned  copper  conduc¬ 
tors  each  covered  with  0.112-in.  diameter,  -10  per 
cent  rubber  insulation  in  different  colors.  These 
strands  are  cabled  with  no  filling  and  wound  with 
a  cotton  separator.  Over  this  is  a  tinned  copper- 
braid  sleeve  for  shielding,  a  cotton  wind,  and  a 
0.500  in.  diameter,  GO  per  cent  rubber  jacket. 

Filters.  Two  filters  are  regular  equipment  in  the 
sound  level  meter,  and  output  connections  are  pro- 
tided  for  sound  frequency  analyzers.  In  some  cases 
an  intermediate  degree  of  frequency  analysis  would 
be  useful.  For  this  purpose  an  experimental  set  of 
fillers  was  constructed  for  insertion  between  the  hy¬ 
drophone  and  the  sound  level  meter.  1'his  set  was 
housed  in  a  small  box,  approximating  an  8-in.  cube, 
and  comprised  high-pass  filters  of  100- ,  300- ,  1,000-, 
and  3,000-r  cutoff,  and  low-pass  filters  of  300-,  1,000,- 
3,000-,  and  10,000-c  cutoff.  It  was  constructed  so 


that  the  hydrophone  cable  extension  was  plugged 
into  the  box  and  the  fdter  output  cable  plugged 
into  the  sound  level  meter.  Each  filter  was  con¬ 
trolled  by  a  push  button  switch.  These  particular 
filters  were  selected  as  having  useful  cutoffs,  but 
others  would  be  as  easy  to  provide.  The  present 
sound  level  meter  has  no  space  available  for  a  con¬ 
venient  conversion  to  accommodate  the  filters  inside 
the  chassis.  This  experimental  device  could,  how¬ 
ever,  be  furnished  as  an  accessory  to  bases  where  it 
would  be  useful. 

Headphones.  The  headphones  furnished  with  the 
OAY,  using  x-eut  Rochelle  salt  for  high  fidelity, 
were  not  designed  lor  the  rigors  of  naval  service, 
l'ermoflux  headphones  are  sturdier  and  available, 
hoi  ilwy  have  low  i«tpedtwH%  'uni  tltwcltw;  reqwcu 
a  coupling  transformer  for  the  present  equipment. 
In  any  modification  program  this  transformer  could 
be  installed  in  the  meter  circuit. 

Ox>erside  Measurements.  The  high  background  en¬ 
countered  at  most  locations  where  routine  overside 
measurements  are  made  suggests  some  modification 
in  the  procedure.  The  present  hydrophone  calibra¬ 
tion  level  of  95  db  is  subject  to  interference  from 
water  noise.  Although  it  is  possible  to  calibrate  by 
removing  the  hydrophone  from  the  water,  this  is 
not  always  convenient.  It  would  be  desirable  to 
raise  the  calibration  level  to  120  db.  In  addition, 
the  23-tlb  average  difference  between  overside  meas¬ 
urements  of  auxiliaries  and  the  cot  responding  stand¬ 
ard  Navy  sound  range  measmements  at  200  yd  rec¬ 
ommends  use  of  the  overside  method  for  high  back¬ 
ground  conditions.  However,  the  OAY  method  af¬ 
fords  no  check  on  the  noise  from  air  leaks  or  oil 
leaks  whic  h  may  arise  from  points  on  the  submarine 
which  are  out  of  water  during  surface  operation 
when  the  overside  measurements  are  made.  These 
measurements  do  not  replace  range  and  underway 
tests  but  have  proved  a  useful  supplement. 
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Noise  Lexiel  Monitor  and  Cavitation 
Indicator 

The  noise  level  monitor  [XL  At  ]  is  used  on  submar¬ 
ines  to  deteet  excessively  noisy  auxiliaries  by  indicat¬ 
ing  ( hanges  in  their  noise  outputs.  A  decibel  meter 
measures  noise  levels  at  any  of  four  hydrophones  lo¬ 
cated  along  the  pressure  hull.  The  cavitation  indi¬ 
cator  [C/]  used  with  the  Xt.M  employs  a  magneto¬ 
striction  hydrophone  mounted  aft  to  receive  pro  pel  lor 
invitation  noise.  The  XI. At  and  the  C.I  were  devel¬ 
oped  by  crmvK-xu.. 

<•»  INTRODUCTION 

Thk  srcciK.ss  of  a  submarine  in  escaping  from 
enemy  attack  depends  in  large  measure  on  its 
ability  to  operate  quietly.  For  this  reason  a  pro¬ 
gram  of  submarine  noise  measurement  was  instituted 
early  in  the  war.  This  program,  conduc  ted  on  sound 
ranges  near  the  various  major  submarine  bases  and 
later  supplemented  by  oveiside  noise  measnicmeiits 
described  in  Chapter  2.  was  direc  ted  toward  locating, 
measuring,  and  correcting  the  noise  generated  by 
propellers,  gears,  pumps,  motors,  and  othei  sources 
within  the  submarine.  It  also  aimed  at  establishing 
progressively  lower  permissible  noise  limits  for  slow- 
speecl  underway  runs.  Because  the  minimum  noise 
level  ol  the  various  sources  may  increase  as  a  result  of 
depth-charge  shocks,  improper  adjustments,  dam¬ 
aged  propellers,  etc.,  while  the  boat  is  on  patrol,  it 
appeared  desirable  to  piovide  also  a  means  for  mak¬ 
ing  sell-noise  measurements  aboard  the  submarine 
while  underway. 

The  noise  level  monitor  [Nl.Mj  developed  for  this 
purpose  detects  changes  in  the  noise  levels  of  the 
main  propulsion  machinery  and  the  auxiliaries  of 
a  submarine.  Because  of  the  varying  distances  be¬ 
tween  the  NLM  hydrophones  and  the  various  ma¬ 
chinery  noise  sources,  the  equipment  cannot  indi¬ 
cate  the  noise  intensity  in  absolute  units,  as  estab¬ 
lished  during  the  regular  Navy  sound  range  tests. 
The  NLM  should  be  i  alibi  ated,  therein! e,  in  order 
to  give  the  submarine  commander  a  guide  to  the 
timiilii-iiiii,  id  Alik,  iu ilia.  I  ,i«.J  >-UtUMCv  tdlidi  urn 
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be  detected  by  the  equipment  while  the  boat  is  on 
patrol. 

The  NLM  utilizes  four  permanent-magnet  mag- 
neiosti  iction  hydrophones  spaced  at  approximately 
equal  intervals  from  fore  to  aft  on  the  outside  of 
the  pressure  hull.  The  acoustic  noise  level  at  any 
selected  hydrophone  position  is  measured  by  means 
of  a  decibel  meter. 

A  method  of  making  noise  measurements  by  the 
use  of  artificially  introduced  masking  noise  of  con¬ 
trolled  intensity  had  previously  been  suggested  as 
an  alternative  to  direc  t  measurements  with  a  meter. 
This  masking  technique  was  compared  directly  with 
the  NLM  meter  method  during  the  development 
tests  and  it  was  found  that  the  two  methods  gave 
substantially  the  same  results.  The  simpler  direct 
measuring  arrangement  consequently  was  selected 
for  the  production  model. 

File  invitation  indicator  [Cl]  employs  the  spare 
echo-ranging  receiving  amplifier  and  a  fifth  hydro¬ 
phone,  identical  with  the  NLM  units  but  located 
as  far  alt  as  prac  ticable.  1’he  start  of  propeller  cavi¬ 
tation  noise  is  indicated,  together  with  a  rough  meas¬ 
ure  of  its  relati’  e  intensity,  by  a  neon  lamp  indicator 
panel  located  in  the  conning  tower  or  control  room. 
Amplifier  gain  is  adjusted  to  flash  a  green  lamp 
on  background  noise  with  the  submarine  running 
below  cavitation  speed.  As  increased  speed  causes 
cavitation  noise  to  begin,  sufficient  additional  volt¬ 
age  is  gcneiaied  to  Wash  both  tire  green  and  an 
amber  light.  With  severe  cavitation  the  green  and 
a'U'vA  Ugh'A  uywtf*  utittwlt  Ugtw  fij4v  » 
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DESIGN  CONSIDERATIONS 

in  ilit'  design  of  equipment  to  enable  submarine 
personnel  to  evaluate  own-ship's  noises  while  under 
way.  a  number  of  factors  should  be  considered. 

1.  Equipment  for  monitoring  machinery  noise 
must  be  capable  of  accurately  indicating  noise  level 
changes  over  a  long  period  of  time.  This,  together 
with  the  character  of  the  noises  to  be  measured,  im¬ 
posed  a  number  of  requirements  on  the  hydrophone 
and  amplifier. 

a.  I  he  hydrophone  characteristic  and  sensi¬ 
tivity  must  not  be  appreciably  affected  by 
the  temperature  and  pressure  variations  and 
severe  depth-charge  shocks  likely  to  be  en¬ 
countered.  It  should  be  adequate  to  insure 
a  good  signal-to-resistance  noise  ratio  in  the 
higher  frequency  region  (11  or  If)  kc). 

b.  A  flat  frequency  response  and  high  sensi¬ 
tivity  over  the  lower  sonic  region  are  also 
desirable  in  the  hydrophone.  However,  if 
this  cannot  be  attained  in  a  unit  which 
meets  the  other  requirements,  the  response 
should  not  be  highly  peaked  and  the  sensi¬ 
tivity  should  be  adequate  to  insure  a  good 
signal-to-resistance  noise  ratio  at  all  fre¬ 
quencies  between  about  100  and  2,000  c. 

c.  It  is  necessary  to  use  at  least  four  hydro¬ 
phones  spared  along  the  hull  in  order  to 
insure  a  good  signal-to-ambient-noise  ratio 
lor  as  many  machinery  units  as  possible 
and  to  minimi/e  the  acoustic  shielding  ef¬ 
fects  of  intervening  structures  such  as  the 
conning  tower. 

d.  The  frequency  response  of  the  amplifier 
used  with  the  NLM  should  have  a  response 
complementing  that  of  the  hydrophone  in 
the  100-  to  2.000-c  range. 

e.  The  amplifier  used  with  the  Cl  should  pro¬ 
vide  means  for  discriminating  against  the 
lower  sonic  frequencies,  and  its  gain  at  the 
higher  frequencies  should  be  sufficient  to 
amplify  the  lowest  expected  signal  voltages 
to  the  extent  necessary  for  actuation  of  a 
suitable  indicator. 

2.  The  noise  of  importance  to  this  problem  is  of 
two  principal  types  arising  from  different  sources: 
(a)  noise  from  the  main  propulsion  and  auxiliary 
machinery  with  frequency  components  almost  wholly 
confined  to  the  lower  sonic  region  (usually  below 
1,000  to  1,500  c),  and  (b)  noise  arising  from  propeller 


cavitation  and  having  a  broad  continuous  spec  trum 
extending  high  into  the  supersonic  region.  Machin¬ 
ery  noise,  arising  from  many  widely  separated 
sources  on  the  submarine,  is  present  whenever  the 
boat  is  moving  under  power,  and  either  remains 
constant  or  increases  slowly  with  ship  speed.  Cavi¬ 
tation  noise  is  normally  absent  or  undetectable  at 
slow  speeds,  but  appears  suddenly  at  a  critical  speed 
which  depends  on  the  particular  submarine  and 
propeller  design,  the  running  depth  of  the  boat, 
and  the  acceleration. 

3.  A  device  for  checking  cavitation  must  quickly 
indicate  the  occurrence  of  noise  from  this  source 
when  it  first  becomes  detectable,  but  accurate  com¬ 
parisons  of  intensity  over  a  long  period  of  time 
arc  not  necessary.  Since  cavitation  noise  covers  a 
broad  frequency  spectrum,  an  indicator  can  utilize 
energy  in  the  supersonic  region  and  avoid  inter¬ 
ference  from  machinery  noises.  The  requirements 
imposed  on  the  cavitation  noise  indicator  equip¬ 
ment,  in  addition  to  those  given  above  for  the 
hydrophone  and  the  amplifier,  are: 

a.  The  indicator  should  work  automatically 
when  properly  adjusted  and  should  prefer¬ 
ably  give  some  measure  of  the  intensity  of 
the  cavitation  noise  as  well  as  indicating  its 
occurrence. 

1).  1'he  indicator  should  be  located  in  the 
conning  tower  or  control  room  to  prevent 
time  delay  in  the  transmission  of  its  in¬ 
formation  to  the  proper  personnel. 

1.  The  devices  for  measuring  machinery  noise 
and  indicating  cavitation  noise  should  use  existing 
submarine  equipment  to  the  greatest  extent  pos¬ 
sible  consistent  with  the  other  requirements,  and 
operation  of  the  devices  should  not  be  complicated. 

«■»  DEVELOPMENT 

Selection  of  Hydrophone  System 

Three  possibilities  were  considered  in  selecting  an 
adequate  hydrophone  system  for  use  with  the  NLM: 
(I)  the  regular  JP  listening  hydrophone,"  (2)  the 
1)CD1  hydrophone  system,  discussed  later  in  this 
chapter,  and  (3)  a  system  especially  designed  for 
the  NLM  and  employing  several  hydrophones 
mounted  at  intervals  along  the  pressure  hull. 

The  idea  of  using  the  JP  hydrophone  was  aban¬ 
doned  after  tests  indicated  a  single  unit  to  be  inade- 
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Fim  rf  2.  Location  of  NI.M  hydrophones. 


quate  for  receiving  the  sound  from  the  more  remote 
machinery.  Also,  there  was  some  doubt  about  the 
stability  of  the  JP  hydrophone  over  long  periods,  and 
it  was  believed  that  its  depth  of  submergence  during 
Navy  sound  range  tests  usually  was  insufficient  to 
yield  consistently  accurate  measurements. 

Tests  were  made  using  seven  DCDI  hydrophones 
mounted  at  intervals  between  the  bow  and  stern 
of  a  submarine.  These  tests  indicated  that  the  use 
of  multiple  hydrophones  of  this  type  woidd  give 
the  desired  results  but  that  units  mounted  only  at 
the  locations  of  the  regular  DCDI  pickups  (clustered 
near  the  conning  tower)  were  too  far  from  the  for¬ 
ward  and  aft  machinery  units  for  good  sound  re¬ 
ception.  Additional  tests  with  multiple  hydrophones 
indicated  that  a  minimum  of  four  pickups,  mounted 
on  the  pressure  hull  and  properly  spaced  with  re¬ 
gard  to  the  locations  of  the  major  machinery  units, 
would  he  required  to  serve  the  NLM  adequately. 

The  NL-130  permanent-magnet  magnetostriction 
hydrophone, 11  which  had  just  become  available,  com¬ 
bined  the  required  stability,  sensitivity,  and  fre¬ 
quency  characteristic  with  ruggedness  and  small  si/e, 
and  was  selected  for  use  with  the  NLM  and  the  Cl. 

The  four  NLM  units  are  mounted  topside  along 
the  pressure  hull  in  the  locations  indicated  in  Fig¬ 
ure  2.  The  hydrophone  has  a  sensitivity  of  approxi¬ 
mately  — 120  db  vs  I  v  per  dyne  per  sq  cm  at  1 ,000  c 
and  a  relatively  smooth  response  which  rises  with 
frequency  at  the  rate  of  about  (i  db  per  octave  up 
to  10  kc.  It  does  not  require  periodic  magnetization 
and  its  sensitivity  and  response  arc  known  to  be 
very  stable  over  a  long  period  of  time.  The  NL-130 
hydrophone  thus  meets  very  well  the  requirements 
given  in  Section  4.2. 

Ski.kc.ti»n  of  Amplifiers 

Preliminary  studies  of  the  problem  of  providing 
suitable  equipment  for  noise  level  monitoring  and 
cavitation  indication  led  to  the  conclusion  that  the 
JP  amplifier  and  the  spare  echo-ranging  receiving 
amplifier  already  in  use  on  submarines  would  fulfill 
the  requirements  shown  in  Section  4.2. 

b  Division  6,  Volume  13. 


Development  Models  and  Tests 

The  first  development  model  employed  five  NL- 
130  hydrophones  (four  for  the  NLM  and  one  for 
the  Cl)  together  with  a  switching  and  metering 
adapter  for  the  JP  amplifier  and  a  neon  lamp  cav  i¬ 
tation  indicator  actuated  by  the  spare  echo-ranging 
receiving  amplifier.  Two  units  of  this  first  model, 
installed  on  fleet-type  submarines,  performed  satis¬ 
factorily  during  extensive  sea  tests  and  six  more  units 
were  built  for  installation  on  other  operating  sub¬ 
marines.  Testing  of  these  first  eight  units  enabled 
the  working  out  of  suitable  techniques  for  operating 
both  the  NLM  and  the  Cl  and  led.  to  preparation 
of  a  final  design  for  production  units. 

*•*  PRODUCTION  MODEL  NLM  AND  Cl 

The  production  model  of  the  NLM  and  Cl  is 
made  up  in  the  form  of  a  modification  kit  for  in¬ 
stallation  at  submarine  bases  and  consists  of  the 
following  main  items  in  addition  to  the  necessary 
cabling,  junction  boxes,  etc.: 

Five  NL-130  hydrophones. 

NLM  adapter  unit  including  decibel  meter. 

External  decibel  meter. 

Magic  eye  tube  assembly. 

Neon  lamp  cavitation  indicator. 

The  NLM  adapter  unit,  shown  installed  on  a  JP 
amplifier  in  Figure  I,  includes  a  multideck  rotary 
switch  to  select  any  one  of  the  four  NLM  hydro¬ 
phones  for  noise  level  measurements  or  to  connect 
the  JP  hydrophone  to  the  amplifier  for  normal  use 
as  directional  listening  equipment. 


Fk.iirk  3.  Cavitation  indicator.  The  three-lamp  indicator 
mentioned  in  the  text  is  a  more  recent  development. 
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The  neon  lamp  cavitation  indicator  consists  of 
three  lamps  and  a  resistor  network  for  adjusting  the 
voltage  necessary  to  flash  the  lamps.  This  assembly 
is  contained  in  a  small  metal  case  and  is  usually 
installed  in  the  control  room  or  conning  tower.  The 
lamps  arc  actuated  by  the  signal  from  the  Cl  hydro¬ 
phone  after  its  amplification  by  the  red  light  indi¬ 
cator  circuit  of  the  spare  echo-ranging  receiving  am¬ 
plifier.  The  amplifier  contains  filters  which  restrict 
the  signal  used  for  actuation  of  the  Cl  to  a  frequency 
band  approximately  1,000  c  wide.  This  band  can 
be  swept  through  a  considerable  range  in  the  super¬ 
sonic  region  but  is  usually  centered  at  about  H  or 
15  kc  for  cavitation  noise  indication.  An  earlier 
model  is  shown  in  Figure  3. 

Schematic  circuit  diagrams  and  a  fuller  description 
ol  XI. M  and  Cl  equipment  are  given  elsewhere.1 

Depth-Charge  Direction  Indicator 

The  depth-charge  direction  indicator  [l)Cl)l |  de¬ 
veloped  by  CUDWIi-Xl.L  is  a  device  used  on  a  sub¬ 
marine  lo  indicate  the  general  direction  <<f  an  enemy 
atiaih  by  detecting  the  pressure  waves  from  explo¬ 
sions.  It  consists  essentially  of  three  pairs  of  hydro- 
phones,  tn  Fieri  birtsi pfomrs,  foettfrit  to  stnfbmrd  and 
port,  fore  and  aft,  and  above ,  below  on  the  submarine 
hull.  The  blast  phones,  small  rugged  magnetostriction 
hydrophones  capable  of  withstanding  high  pressures, 
are  connected  electronically,  through  three  identical 
split  channels  in  an  amplifier-indicator  unit,  to  cor¬ 
responding  pairs  of  indicator  lamps  which  flash  upon 
explosion  of  nearby  depth  charges. 


Fimirk  •!.  Amplifier-indicator  panel  view  of  depth-charge 
direction  indicator. 


INTRODUCTION 

Battle  experience  of  submarines  indicated  die  im¬ 
portance,  as  an  aid  to  evasive  maneuvers,  of  accu¬ 
rate  information  concerning  the  sector  in  which  the 
enemy  is  attacking.  Prior  to  the  development  of  the 
depth-dun ge  direction  indicator  [DCDI],  no  equip¬ 
ment  was  available  to  provide  this  information.  How¬ 
ever,  a  knowledge  of  the  principles  of  transmission 
and  detection  of  shock  waves  in  the  earth,  gained  in 
connection  with  geophysical  prospecting,  was  avail¬ 
able  to  be  drawn  upon  in  the  design  of  the  direc¬ 
tion  indicator.  On  the  basis  of  this  knowledge,  a 
system  was  evolved  capable  of  indicating  the  direc¬ 
tion  of  the  explosion  by  measuring  the  difference 
in  time  of  arrival  of  the  shone  wave  front  at  two 
points  in  the  desired  plane. 

The  DCDI  employs  three  pairs  of  hydrophones, 
called  blast  phones,  which  arc  connected  by  an  elec¬ 
tronic  circuit  to  indicator  lamps  in  the  submarine. 
The  blastphoncs  are  placed  to  port  and  starboard, 
ahead  and  astern,  and  above  and  below  the  sub¬ 
marine  lu  geueral  one  blawpFunt  «>f  each  pair  re¬ 
ceives  the  pressure  wave  from  an  explosion  a  short 
time  before  the  other.  The  electronic  circuit  is  so 
arranged  that  tile  first  signal  Ttedvuf  from  either 
blastphone  of  each  pair  causes  that  blastphonc’s  in¬ 
dicator  lamp  to  be  lighted  and  automatically  pre¬ 
vents  the  lighting  of  the  indicator  lamp  associated 
with  the  other  blastphone  of  the  pair.  Thus,  if  a 
charge  explodes  ahead,  to  port,  and  below'  the  posi¬ 
tion  of  the  submarine,  lamps  indicating  these  rela¬ 
tionships  are  lighted,  while  the  astern,  starboard, 
and  above  lamps  remain  dark. 

Flic  device  has  performed  well  in  experimental 
field  service.  Reliable  azimuth  indications  are  con¬ 
sistently  obtained  at  ranges  as  great  as  5,000  to  6,000 
ytl,  but  the  maximum  range  of  dependable  above- 
bclow  indications  is  sometimes  limited  by  tempera¬ 
ture  gradients  in  the  water.  Although  the  DCDI  de¬ 
sign  to  be  described  provides  the  information  orig¬ 
inally  desired,  its  usefulness  would  be  enhanced  if 
the  bearing  accuracy  were  improved  and  range  in¬ 
formation  provided.  Recommendations  for  improve¬ 
ment  of  the  particular  design  discussed  include  the 
use  of  a  permanent-magnet  type  of  blastphone  to 
eliminate  the  necessity  for  charging  circuits,  and 
the  elimination  of  nonstandard  electronic  tubes. 

Development  work  continued  after  the  DCDI  was 
put  in  production  led  to  the  design  and  construction 
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of  experimental  devices  for  indicating  range  as  well 
as  more  accurate  bearings.  It  is  recommended  that 
further  development  be  directed  toward  extending 
and  completing  ibis  work. 

«•«  DESIGN  REQUIREMENTS 

Initial  consideration  of  the  problem  of  providing 
the  desired  information  led  to  the  following  restric¬ 
tive  mechanical  and  operational  specifications. 

1.  The  minimum  information  given  by  the  indi¬ 
cator  system  should  be  sufficient  to  locate  a  depth- 
charge  explosion  in  the  correct  quadrant  in  the 
a/imuthal  plane  and  to  indicate  whether  it  occurred 
above  or  below  the  submarine's  running  depth. 

2.  Directional  information  should  be  obtainable 
for  explosions  occurring  at  ranges  of  up  to  several 
thousand  yards. 

The  equipment  should  be  capable  of  operat¬ 
ing  directly  from  the  d-c  supply  of  a  submarine  with¬ 
out  the  use  of  auxiliary  equipment  which  might 
limit  use  of  the  device  during  quiet  running. 

•1.  The  indicator  should  not  only  be  easily  read 
but  also  be  capable  of  rapid  resetting,  preferably 
automatically,  in  readiness  for  succeeding  charges. 

a.  The  indicator  unit  should  be  as  small  as  pos¬ 
sible  to  permit  its  installation  in  the  conning  tower 
or  control  room. 

<>.  The  instrument  should  contain  no  relays  and 
should  otherwise  be  rugged  enough  to  withstand 
the  severe  shocks  likely  to  be  encountered. 

In  addition  to  the  above,  the  conditions  of  use 
imp!**  eeU  Aiu  mpuvwnw  tl«- 

struction  of  the  blastphone.  Since  the  energy  in 
shock  waves,  such  as  those  created  by  depth-charge 
explosions,  is  high  and  covers  a  broad  frequency 
range,  the  blastphones  need  not  have  high  sensitiv¬ 
ity  or  flat  frequency-response  characteristics.  They 
should,  however,  be  mechanically  rugged  and  their 
efficiency  should  be  sufficiently  high  to  insure  that 
background  water  noise,  rather  than  electric  circuit 
noise,  limits  the  signal-to-noise  ratio.  Further,  the 
response  of  the  units  should  cover  a  reasonably  broad 
frequency  band  to  prevent  serious  distortion  in  re¬ 
sponding  to  steep  pressure  fronts. 

<7  EXPERIMENTAL  MODELS 

Four  experimental  models  of  the  DCDI  were  built 
in  the  course  of  the  development  work.  File  last  of 
these  served  as  a  prototype  for  production  units. 


First  Modki. 

I  bis  experimental  laboratory  system,  designed  to 
operate  from  portable  batteries,  consisted  of  a  sin¬ 
gle,  split-channel,  amplifier-indicator  system  supplied 
by  a  pair  of  small,  rugged,  magnetostriction  hydro¬ 
phones,  or  blastphones.  The  circuit  was  arranged 
so  that  a  voltage  received  from  one  of  the  blast- 
phones  of  the  pair  served,  after  amplification,  to 
actuate  a  trigger  tube  in  one  side  of  the  split  chan¬ 
nel,  which,  in  turn,  lighted  a  corresponding  indicator 
lamp.  At  the  same  time  sufficient  additional  negative 
bias  was  furnished  to  the  grid  of  the  corresponding 
tube  in  the  other  side  of  the  channel  to  prevent  it 
from  “firing"  on  a  signal  received  a  few  milliseconds 
later.  Thus,  a  pressure  front  from  a  depth-charge 
explosion,  received  first  by  one  blastphone  of  the 
pair,  would  trip  the  appropriate  indicator  lamp  cir¬ 
cuit  and  automatically  prevent  the  signal,  received 
later  by  the  other  blastphone,  from  tripping  the 
alternate  indicator  lamp  circuit. 

T  his  early  model  was  tested  in  the  relatively  shal¬ 
low  water  of  Long  Island  Sound  by  suspending  its 
two  blastphones  about  5  ft  apart  in  the  water  and 
exploding  1-lb  Nitromon  charges  at  ranges  up  to 
.100  yd.  I  he  device  worked  as  anticipated,  produc¬ 
ing  reliable  indications  of  the  positions  of  the  ex¬ 
plosions  in  relation  to  the  blastphones. 

Second  Modki. 

1  he  succeeding  model,  with  essentially  the  same 
design  features  as  the  first  but  providing  three  chan- 

lU-lsAliil  thlivpjinui  filaxtpLkiiii's  ^ii  'iud  i  h;i|  1  Ww- 
dimcnsional  indications  could  be  obtained. 

Third  Modki. 

The  third  model  employed  the  circuit  used  in  the 
two  preceding  units,  but  was  designed  to  operate 
directly  from  the  110-v  d-c  power  supply  available 
on  submarines  and  to  be  small  enough  for  installa¬ 
tion  in  the  conning  tower  or  control  room.  This 
model  was  installed  on  a  fleet-type  submarine  at 
Pearl  Harbor.  I  he  ahead-astern  and  port-starboard 
blastphones  were  located  around  the  conning  tower 
superstructure  and  the  above-below  blastphones  were 
located  in  the  periscope  shears  and  at  the  keel  (see 
Figure  5). 

This  unit  did  not  perform  in  a  satisfactory  man¬ 
ner.  False  flashing  of  the  indicator  lamps  sometimes 
occurred,  with  the  result  that  the  directional  infor¬ 
mation  was  not  reliable.  A  duplicate  unit  installed 
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ABOVE  BLASTPHONE  MOUNT  HORIZONTALLY 


THROUGH  THE  HUU. 
PRESSURE  TUBE 


ASTERN  BLASTFHONE  MOUNT 
VERTICALLY  ON  CENTER  LINE 
OF  SHIR 


\ _ 

i 

F — - 

AHEAD  BLAST  RHONE  MOUNT 
RTICALLY  ON  CENTER  LINE 
OF  SHIR 


AMPLIFIER  INDUCTOR  UNIT 


STARBOARD  BLASTPHONE 
MOUNT  HORIZONTALLY 


-  BELOW  BLASTRHONES  MOUNT  HORIZONTALLY 
IN  BALLAST  TANK  FLOOD  OPENINGS 


I'k. i  ki  5.  Out  line  diagram  of  Mastplionc  arrangement  on  SS3I3  class  submarine. 


on  a  later-type  boat  at  New  London  did  perform 
satisfactorily,  however,  and  it  was  subsec|tiently  de¬ 
termined  that  the  false  flashing  of  the  lamps  in  the 
unit  installed  at  Pearl  Harbor  was  due  to  transients 
in  the  power  supply  of  the  older  boat.  To  correct 
this  situation  a  power-supply  filter  was  incorporated 
in  later  models  of  the  I)CI)I. 

Tests  of  a  duplicate  third  model  DCDI,  installed 
on  a  submarine  at  New  London,  were  carried  out 
with  standard  300-lb  depth  charges.  The  charges 
were  dropped  at  various  relative  bearings,  at  dis¬ 
tances  of  from  450  to  0,000  yd  from  the  submarine, 
and  were  set  to  explode  at  depths  of  from  50  to  500 
ft.  During  the  tests  the  submarine  was  submerged 
to  keel  depths  of  from  00  to  300  ft  in  water  depths 
varying  from  25  to  125  fathoms.  At  ranges  up  to 
000  yd  all  charges  gave  correct  indications.  When 
the  range  was  increased  (2,000  to  3,000  yd),  the  alicad- 
astern  and  port-starboard  indications  were  correct, 
but  there  was  a  single  case  of  error  in  the  abovc- 
below  indications  occurring  with  a  charge  set  to  ex¬ 
plode  at  500  ft.  As  the  range  approached  0,000  yd, 
the  DCDI  indications  became  erratic  in  all  chan¬ 
nels.  Charges  exploded  at  ranges  of  0,000  yd  or  more 
failed  to  actuate  the  indicators. 


'«  PROTOTYPE  AND  PRODUCTION 
MODELS 

The  results  of  the  tests  on  the  third  model  of  the 
DCDI  were  judged  sullic iently  good  to  justify  the 
construction  of  a  fourth  model  to  be  used  as  a  proto¬ 
type  for  production  units.  The  original  circuit,  with 
the  addition  of  a  power  supply  filter  to  eliminate 
the  effects  of  transients,  was  retained,  but  the  ampli¬ 
fier-indicator  components  were  rearranged  to  facili¬ 
tate  the  use  of  production  methods. 

lit.  AS  I  PHONES 

The  blaslphones  used  (Model  NL-1 16  described  in 
Division  6,  Volume  11)  are  small,  rugged,  magneto¬ 
striction  hydrophones  having  medium  sensitivity1' 
and  capable  of  withstanding  high  static  and  shock 
pressures.  'The  units  used  with  the  DCDI  are  9  in. 
long  and  consist  of  a  coil  wound  on  a  laminated 
iron  core  and  sealed  inside  a  nickel  tube.  The  as¬ 
sembly  is  provided  with  a  rubber  mounting  and  a 
mesh  guard  to  aid  in  the  reduction  of  vibration  trans¬ 
mission  from  the  hull  and  to  protect  the  tube.  Figure 


<'Sce  Division  6,  Volume  13. 


CONFIDENTIAL 


54 


SHIPBOARD  INSTRUMENTS:  1 


<i  illustrates  the  general  method  of  construction  and 
shows  the  rubber  mounting. 

External  Installation.  Figure  5  indicates  the  loca¬ 
tion  of  the  blast  phones  in  a  typical  DC1)1  installa¬ 
tion  on  a  submarine.  The  use  of  two  units  to  receive 
signals  from  below  the  boat  was  found  to  be  neces¬ 
sary  in  order  to  permit  installation  of  these  units 
in  protected  locations  without  danger  of  acoustic 
shielding  by  the  keel.  Flic  outputs  of  the  units  are 
paralleled  and  carried  into  the  hull  from  junction 
boxes  by  means  of  a  12-conductor  cable  passing 
through  a  packing  gland. 

A  m  pi. i  i'ikr- Indicator 

Figure  1  is  a  photograph  of  the  amplifier-indicator 
and  Figure  7  is  a  schematic  diagram  of  one  channel 
of  the  circuit  used  in  the  preproduction  and  subse¬ 
quent  production  models.  The  three  split  channels 
providing  for  ahead-astern,  port-starboard,  anti 
abovc-bclow  indications  are  identical.  For  purposes 
of  simplicity  in  describing  the  functions  of  the  va¬ 
rious  circuit  elements,  attention  is  confined  to  the 
ahead-astern  channel  shown.  Voltages  induced  in  the 
ahead-astern  blastphones  by  the  pressure  wave  from 
a  depth-charge  explosion  are  impressed  across  the 
primaries  of  the  input  transformers  T  - 101  and  T-102. 
If  the  explosion  occurs  forward  of  the  submarine’s 
beam,  then  the  voltage  delivered  to  the  primary  of 
T-101  precedes  that  arriving  at  T-102  by  a  few  milli¬ 
seconds.  The  voltage  induced  in  the  secondary  of 
T-101  is  amplified  by  one  section  of  the  dual  triodc 
V-101  and  is  delivered  to  the  control  grid  of  the 
thyralron  tube  V-102.  If  the  original  signal  delivered 
to  T-101  is  of  sufficient  strength, (l  the  voltage  arriv¬ 
ing  at  the  control  grit!  of  V-102  fires  this  tube  and 
allows  cathode  current  to  flow,  lighting  the  indicator 
lamp  1-101.  The  amplified  voltage  from  the  other 
blastphone,  arriving  a  few  milliseconds  later  at  the 
control  grid  of  V-104,  is  unable  to  fire  this  tube  for 
the  following  reasons.  Before  V-102  is  fired,  the  grid 
of  V-104  is  about  7  v  negative  with  respect  to  its 
cathode.  As  soon  as  V-102  is  fired,  current  flows 
through  the  indicator  lamp  1-101  and  through  the 
resistor  R-113.  This  produces  a  voltage  drop  across 
R-113  which  furnishes  additional  negative  bias  of 
about  35  v  to  the  grid  of  V-104.  Since  this  bias  is 
too  great  for  the  signal  voltage  delivered  by  the 
amplifier  ahead  of  V-104  to  overcome,  this  tube  is 


<iOn  the  basis  of  experiment:  that  induced  in  the  blast- 
phone  by  a  300-lb  depth  charge  within  6,000  yd. 


Kic.i'rf  (i.  The  Model  XL -1 16  blastphone  assembly. 

prevented  from  firing,  and  its  associated  indicator 
lamp  1-102  remains  dark. 

Once  V-102  has  been  fired,  current  continues  to 
flow  through  the  indicator  lamp  (-101  for  approxi¬ 
mately  3  sec.  This  time  interval  is  controlled  by  the 
electronic  timing  circuit  incorporating  the  gas  dis¬ 
charge  tube  V-103.  When  V-102  is  conducting,  the 
cathode  is  at  a  positive  potential  which  charges 
C-103  at  a  rate  determined  by  the  value  of  the  re¬ 
sistor  R-110.  At  the  same  time  that  C-103  is  charg¬ 
ing,  the  condenser  C-104,  with  positive  side  con¬ 
nected  to  the  grid  of  V-103,  is  also  charging  at  a 
lower  rate  through  the  larger  resistor  R  112.  When 
the  cathode  and  grid  of  V-103  reach  triggering  volt¬ 
age,  V-103  conducts,  momentarily  placing  the  ca¬ 
thode  at  a  positive  potential.  The  voltage  across 
V-102  is  thus  reduced  below  that  necessary  for  main¬ 
tenance  of  ioni/ation.  With  the  tube  no  longer  ca¬ 
pable  of  conducting,  the  current  flow  ceases,  the  in¬ 
dicator  lamp  is  extinguished,  and  the  operational 
cycle  is  completed. 

The  bank  of  condensers  C-125,  C-120,  C-127,  and 
C-128  is  used  as  a  means  of  providing  current  for 
remagneti/ing  the  blastphones.  These  condensers  arc 
discharged  through  the  coil  of  each  blastphone  by 
closing  the  switches  K-101,  K-102,  etc.,  one  at  a  time. 

The  resistors  R-154,  R-155,  etc.,  in  parallel  with 
the  indicator  lamps  insure  that  an  inoperative  in¬ 
dicator  lamp  docs  not  cause  erroneous  indications 
elsewhere  in  the  system.  Opening  of  the  manual  re¬ 
set  switch  K-107  opens  the  plate  circuits  of  the  thyra- 
tron  tubes  and  provides  a  means  of  extinguishing 
all  the  indicator  lights  before  the  end  of  the  3-sec 
interval. 
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Production  units  of  the  1)C1)I  were  constructed 
in  accordance  with  the  circuit  design  of  the  pre- 
production  model. 

Performance  in  Service 

In  service,  the  IKIDI  has  given  reliable,  satisfac¬ 
tory  performance.  The  original  experimental  model 
installed  on  a  submarine  at  New  London  was  found 
to  be  operating  satisfactorily  after  more  than  18 
months  of  service.  Although  numerous  patrol  reports 
indicate  that  the  device  has  been  of  definite  aid 
in  the  evasion  of  depth  charge  attacks,  it  is  believed 
that  performance  of  the  I)CI)I  is  less  than  might  be 
desired  in  a  number  of  respec  ts. 

Effect  of  Tempi  rati  re  Gradients 

It  has  been  mentioned  that  errors  in  the  abovc- 
below  indications  were  noted  during  the  tests  when 
depth  charges  were  exploded  at  ranges  of  from  2,000 
to  3,000  yd.  Investigation  of  the  causes  for  these  er¬ 
rors  led  to  the  conclusion  that  they  were  very  likely 
clue  to  the  cllect  of  temperature  gradients  on  the 
transmission  of  sound.  Subsequent  analysis2  of  the 
refraction  effects  due  to  this  cause  has  justified  this 


assumption  and  has  shown  that  when  a  negative  tem¬ 
perature  gradient  (temperature  decrease  with  in¬ 
crease  of  depth)  exists  in  the  water,  with  consequent 
bending  downward  of  the  sound  waves,  below  indi¬ 
cations  are  always  correct,  but  above  indications 
may  occasionally  be  in  error.  Conversely,  when  posi¬ 
tive  gradients  exist,  above  indications  are  reliable, 
but  below  indications  may  sometimes  be  incorrect. 
Tables*  have  been  prepared  which  determine  the 
reliability  of  above-below  indications  if  the  magni¬ 
tude  of  the  temperature  gradient  and  the  range  of 
the  charges  arc  known.  Although  submarines  have 
bathythermograph  equipment  for  determining  the 
thermal  gradient,  exact  quantitative  information 
front  this  source  is  available  only  when  a  dive  has 
been  made  recently.  For  this  reason,  and  because 
the  I)CI)I  docs  not  provide  a  means  of  measuring 
the  range  of  depth  charges,  it  is  questionable  how 
accurately  estimates  of  the  reliability  of  above-below 
indications  can  be  made  in  practice. 

However,  lack  of  complete  reliability  of  DCDI 
above-below  indications  is  not  necessarily  so  serious 
as  might  at  first  appear.  Very  close  charges  (within 
about  500  yd)  are  almost  certain  to  be  correctly  in- 
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dicated.  If  the  explosions  occur  at  greater  ranges, 
it  is  usually  of  lesser  importance  to  know  their  depth 
relative  to  that  of  the  submarine.  In  addition,  the 
submarine  personnel  arc  very  likely  to  know  whether 
a  positive  or  a  negative  thermal  gradient  exists  in 
the  water,  and,  as  pointed  out  above,  this  informa¬ 
tion  is  sufficient  to  establish  the  complete  reliability 
in  the  one  case  of  all  above  and  in  the  other  of  all 
below  indications. 

Desirabi  t  Improvements 

Although  the  direction  indicator  has  equaled  or 
exceeded  the  original  design  objectives  in  almost  all 
respects,  certain  features  arc  capable  of  improve¬ 
ment.  Foremost  among  these  arc  the  following: 

1.  I'he  device  should  incorporate  a  means  of  in¬ 
dicating  the  range  at  which  depth-charge  explosions 
occur.  A  direct -reading  scale  which  would  indicate 
the  approximate  absolute  range,  or  the  relative 
range  of  successive  charges,  would  be  of  value. 

2.  The  DCDI  indicates  the  relative  hearing  of 
explosions  only  by  quadrants.  Provision  of  a  more 
precise  means  of  indicating  azimuth  would  increase 
the  usefulness  of  the  device.  This  improvement,  to¬ 
gether  with  range  indications,  would  make  it  pos¬ 
sible  for  the  submarine  personnel  to  chart  accurately 
the  position  of  the  enemy. 

3.  The  sensitivity  of  the  biastphone,  although  not 
extremely  critical,  is  dependent  upon  the  magnetiza¬ 
tion  retained  by  the  nickel  tube  after  subjection  to 
a  strong  magnetic  field  produced  by  a  charging  cur¬ 
rent  through  the  coil.  Since  in  normal  use  the  nickel 
does  not  retain  its  magnetization  indefinitely  and 
the  magnetization  may  be  greatly  reduced  by  the 
shocks  encountered  during  depth-charge  attacks,  a 
means  of  periodically  remagnetizing  the  tube  must 
be  provided.  The  use  of  a  permanent-magnet  type 


of  magnetostriction  hydrophone  would  eliminate 
this  procedure  and  the  (barging  circuits. 

T  he  possibilities  noted  under  several  of  these  items 
have  been  explored.  Work  undertaken  after  early 
operational  experience  was  obtained  on  the  I)(.I)I 
has  resulted  in  the  development  of  a  direct-reading 
meter  which  indicates  the  approximate  absolute 
range  at  which  charges  are  exploding.  This  develop¬ 
ment  is  discussed  in  detail  in  the  following  section 
of  this  chapter.  Some  laboratory  work  has  been  done 
on  the  problem  of  indicating  azimuth  more  accu¬ 
rately,  with  the  result  that  preliminary  models  of  a 
device  to  work  with  the  1)GI)I  and  yield  relative 
hearing  indications  in  octants  have  been  constructed. 
This  scheme  utilizes  the  signals  from  the  existing 
ahead-astern  and  port-starboard  biastphone  pairs 
with  a  secondary  pairing  of  the  first  unit  of  each 
pair  receiving  the  signal.  A  more  complic  ated  method 
for  indicating  the  azimuth  of  depth-charge  explosions 
to  an  accuracy  of  a  few  degrees  has  also  been  sug¬ 
gested.  For  this  purpose,  the  difference  in  time  of 
arrival  of  the  signal  at  the  initially  actuated  blast- 
phones  of  the  ahead-astern  and  port-starboard  pairs 
is  employed  by  an  electronic  timing  circuit  to  actu¬ 
ate  a  direct  reading  meter  which  indicates  relative 
bearing  in  degrees. 

Permanent -magnet  magnetostriction  hydrophones 
of  a  type  suitable  for  use  with  the  I)CI)I  have  been 
developed  and  are  used  with  the  noise  level  moni¬ 
tor  and  with  the  depth-charge  range  estimator.  While 
development  of  this  permanent-magnet  type  of  blast- 
phone  was  not  sufficiently  far  advanced  to  permit  its 
use  with  the  original  production  model  of  the  DCDI. 
it  was  planned  that  any  subsequent  production  or¬ 
ders  for  this  equipment  would  incorporate  the  new 
biastphone  in  order  to  eliminate  the  charging  cir¬ 
cuits. 
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The  Depth-Charge  Range  Estimator 

The  depth  charge  range  estimator  [DC HE]  dex>el- 
oped  by  CUDWll-XEE  is  a  device  used  on  submar¬ 
ines  in  conjunction  with  the  depth  charge  direction 
indicator  to  estimate  the  range,  and  to  indicate  open¬ 
ing  and  closing  range,  of  enemy  depth-charge  explo¬ 
sions.  It  consists  essentially  of  a  small  permanent- 
magnet  magnetostriction  hydrophone,  an  electronic 
unit,  and  a  meter  calibrated  for  the  internals  t)  to  2‘H), 
2x0  to  ‘>00,  ‘>00  to  1 ,000,  and  over  1 ,000  yd.  Impulses 
from  depth-charge  explosions  are  fed  through  the  hy¬ 
drophone  into  a  series  of  four  m  a  1 1  ivi  brat  or-a  m  pi  i  per 
circuits  which  are  successively  sensitive  to  increasing 
voltage  changes.  Through  the  operation  of  these  cir¬ 
cuits,  the  approximate  range  of  the  explosion  which 
is  characterized  by  the  amplitude  of  its  initial  pres¬ 
sure  xeave  is  properly  indicated  on  the  meter. 


<•»  INTRODUCTION 

I'lie  experience  ol  personnel  m  submarines  sub¬ 
jected  to  tie] nil-charge  attacks  during  battle  and 
during  tests  ol'  die  depth cb’H’ge  direcUtm  ukJu-hUm* 
made  it  evident  that  virtually  no  reliable  estimate 
of  the  range  of  depth-charge  explosions  can  be  made 
by  ear.  1  artical  use  of  early  models  of  the  l)Cl)l, 
which  prov  ides  for  determination  of  the  octant  in 
which  a  charge  vx  plosion  -wt-c-w*  skowwl  t-U*t 

this  directional  information  is  of  considerable  as¬ 
sistance  during  evasive  maneuvers,  but  emphasized 
the  desirability  of  supplementary  information  con¬ 
cerning  the  range  of  the  explosions. 

As  a  consecptence,  development  work  was  under¬ 
taken  com um Irth  with  die  lattel  stages  ol  tile 
1)CI)I  development  to  determine  the  feasibility  of 

. g  >'•  ■  -i  ■  • '•->••••  v-g>  exploul  i"j 

means  of  the  amplitude  ol  the  initial  pressure  wave. 
I  his  work  has  established  that  no  theoretical  reasons 
wist  which  |  net  hide  tire  success  of  this  method  erf 
range  determination,  provided  (hat  an  approximate 
rarJier  ilian  -t  precise  range  is  wclisfuctory  tin  this 
basis  the  depth-charge  range  estimator  [DCRE]  was 
designed  and  constructed. 

The  DCRE  utilizes  a  small,  permanent-magnet, 
magnetostriction  hydrophone"  connected,  through  a 
series  of  elec  tronic:  trigger  circuits,  to  a  meter  which 
indicates  whether  the  evjrfosum  is  iu  the  raugc  in 


c  See  Division  li,  Volume  13. 
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1-ic.i'Ki  M.  DCRE  indicator  and  amplifier  units. 

lerval  of  0  to  250,  250  to  500,  500  to  1,000,  or  over 
1,000  yd.  Several  units  of  this  equipment,  installed 
and  tested  on  fleet-type  submarines,  have  shown  rea- 
wmshh,  satisfactory  ywt'hmttancv  with  77  per  eetH 
of  all  test  charges  indicated  in  the  correct  range 
interval  and  none  in  error  by  more  than  one  inter¬ 
val.  Opening  or  closing  range,  as  determined  from 
a  series  of  charges,  was  always  correctly  indicated. 

il  r'ii.|JL*  i  lH  I  I  ‘  r»  rli’iMi  >  J  lL.lt  a.'*  I  -  s  iiaii)  L‘  !■  U  I- «  ■  •  >  ><  .  I 

»T  r  TTT1_V.'  n  rtTT,  iTl  '.ITI  itt  ,  gATV/Vl  T  TTj  fll]  UlOl  OC 

expected. 

DESIGN  PROBLEMS 

In  considering  the  problem  of  estimating  the 
range  of  an  underwater  explosion  by  the  amplitude 
of  die  initial  pressure  wave  reaching  a  given  point, 
the  effect  of  a  number  of  factors  must  be  evaluated. 
If  c*  ktir-wvM  tint  the  awqrfMwIe  may  Ire  atlected  by 
(1)  the  size  of  the  explosive  charge,  (2)  the  effects  of 
acoustic  shielding  produced  by  intervening  bodies, 
\3>)  distortion  of  tire  pressure  from  dtte  to  the  shape 
of  the  charge  (Mimroc  effect),  and  (I)  the  transmis¬ 
sion  properties  ol  tin  imxliuvu  which  deptfld  (atgrly 
upon  the  existing  thetmal  conditions. 

Effect  of  Charcje  Size 

Studies  of  the  effects  of  charge  size  upon  the  am¬ 
plitude  of  the  initial  pressure  wave  created  by  an 
underwater  expUnum  hate  slunvti  that  lltc  variatiou 
in  amplitude  is  proportional  to  the  cube  root  of  the 
weight  of  the  explosive  charge.  These  studies  were 
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conducted  by  the  Woods  Hole  Oceanographic  Insti¬ 
tution/  A  very  large  proportion  of  the  depth  charges 
normally  used  fall  within  certain  known  and  not 
too  widely  divergent  weight  limits.  Therefore,  be¬ 
cause  a  doubling  of  the  charge  weight  increases  the 
amplitude  by  only  about  2  db,  whereas  a  doubling 
of  the  distance  away  affects  the  amplitude  by  6  or  7 
db,  the  effect  of  charge  size  variations  may  generally 
be  ignored  without  serious  error  in  estimating  the 
range  by  the  amplitude  of  the  initial  wave. 

Effect  of  Shielding 

The  effect  of  shielding  by  the  submarine's  own 
hull  may  be  minimized  by  placing  the  pickup  ele¬ 
ment  in  the  periscope  shears.  By  thus  locating  the 
sensitive  element  an  appreciable  distance  from  the 
hull,  significant  self-shielding  occurs  only  when  a 
charge  explodes  within  a  very  confined  region  which 
would  place  the  hull  between  it  and  the  pickup  unit. 
This  is  an  unlikely  occurrence  except  when  the 
charge  is  either  very  close  or  very  deep  with  respect 
to  the  submarine. 

Effect  of  Charge  Shape 

Since  a  submarine  crew  generally  does  not  have 
information  concerning  the  shape  of  the  depth 
charges  used  against  it  or  their  orientr.tion  when 
they  explode,  the  possible  influence  of  the  Munroe 
effect  upon  the  amplitude  of  the  pressure  front  was 
disregarded. 

Effect  of  Thermal  Gradients 

Oceanographic  studies4  have  shown  that  the  am¬ 
plitude  of  the  initial  pressure  wave  is  not  likely  to 
be  seriously  affected  by  thermal  gradients  at  ranges 
of  less  than  500  yd.  At  ranges  greater  than  500  yd 
the  effects  of  sevete  thermal  gradients  may  be  sig¬ 
nificant.  When  the  pickup  is  located  at  a  thermal 
uiiitliU'i*  trhetr  lht*  ibmiuil  piliriil  uwlUrp’t  tui 
abrupt  change,  a  region  of  low  intensity  (or  "shadow 
zone")  may  exist  and  the  pressure  front  from 
charges  exploding  within  this  region  reaches  the 
sensitive  element  with  less  than  normal  amplitude. 
A  running-depth  change  of  even  a  few  yards  up  or 
down,  placing  the  pickup  above  or  below  the  inter¬ 
face,  can  minimize  the  possibility  of  incorrect  indi¬ 
cations  due  to  this  cause. 

Consideration  of  these  factors  indicated  that  a 
depth-charge  range  estimator  could  be  designed  to 


f  Described  in  Division  6,  Volumes  6  and  8. 


operate  on  the  amplitude  of  the  initial  pressure  wave, 
but  could  not  be  expected  to  provide  measurement 
of  the  ranges  to  within  a  few  yards;  its  indications 
would  necessarily  be  limited  to  locating  the  explosion 
within  one  or  another  of  several  rather  coarse  range 
intervals. 

411  DESIGN  REQUIREMENTS 

The  energy  in  shock  waves  from  underwater  ex¬ 
plosions  is  high  and  covers  a  broad  frequency  range, 
and  the  duration  of  the  initial  pulse  is  very  short. 
These  characteristics  impose  several  requirements  on 
the  hydrophone  and  circuit  of  any  device  designed  to 
utilize  the  amplitude  of  such  waves  as  a  means  of 
estimating  the  range  at  which  the  explosions  occur: 
(1)  the  hydrophone,  though  not  necessarily  of  high 
sensitivity  or  flat  frequency  response,  should  have  a 
smooth  response,  free  from  sharp  peaks  or  dips,  over 
a  reasonably  broad  frequency  range;  (2)  uniformity 
of  sensitivity  and  response  characteristics  should  be 
maintained  within  close  limits  for  all  units;  and  (3) 
the  circuit  used  must  be  capable  of  responding  to 
pulses  of  very  short  duration. 

Because  the  equipment  is  desired  for  use  on  sub¬ 
marines  and  must  be  operative  under  extreme  evasive 
and  depth-charge  shock  conditions,  its  physical  size 
should  be  small,  it  should  operate  from  the  d-c  sup¬ 
ply  of  the  ship’s  batteries  without  the  necessity  (or 
converters  or  generators,  and  it  should  be  rugged 
enough  to  withstand  severe  shocks. 

4  '2  EXPERIMENTAL  MODELS 

The  initial  DCRE  design  made  use  of  a  system 
employed  in  many  previous  ordnance  and  explosive 
studies  to  determine  the  amplitude  of  pressure 
fronts.  Essentially  this  equipment  consisted  of  a 
in.  square  tourmaline  crystal,  the  output  of  which, 
nfler  mn|ilifiiatiuu  was  u«sl  Lu  aiimUr  a  cVUyd- 
pointer-return  voltmeter.  The  range  measurements 
obtained  in  tests  of  this  unit  were  not  accurate  but 
were  sufficiently  consistent  to  encourage  the  devel¬ 
opment  of  further  models.  Some  of  the  undesirable 
features  of  this  instrument,  in  addition  to  the  range 
inaccuracies,  were  the  lack  of  sufficient  delay  in  the 
voltmeter  pointer  return,  the  high  impedance  of  the 
input  circuit,  and  thq  difficulties  of  installation. 

In  the  second  model,  the  tourmaline  crystal  was 
replaced  by  a  magnetostriction  hydrophone  and  an 
electronic  circuit  was  furnished  which  utilized  a 
series  of  thyratron  tubes  biased  to  fire  at  succes- 
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sively  higher  input  voltages.  Range  indications  were 
shown  in  this  instrument  by  a  series  of  lights,  the 
number  of  lamps  lighted  being  a  measure  of  the 
total  (intent  passed  by  the  thyratron  system  and 
thus  of  the  amplitude  of  the  signal  generated  in  the 
hydrophone  by  the  shock  wave.  This  model  was 
found  to  generate  excessive  heat  and  to  be  unstable 
with  voltage  variations  of  the  ship's  power  supply. 

l  he  unit  was  redesigned  to  incorporate  increased 
ventilation  and  greater  stabilt  and  was  tested  at 
sea  from  a  surface  vessel  by  suspending  the  hydro¬ 
phone  overside  and  exploding  depth  charges  at 
(.(lying  ranges,  lhe  performance  was  encouraging 
in  that  opening  and  dosing  ranges  were  correctly 
th-u.Tiutii&t  Hinm  t*,  4  w*  rkIrm  ftw  dm  vwU 
ages  generated  by  the  magnetostriction  hydrophone 
were  several  times  greater  than  had  been  anticipated, 
leading  to  inaccuracies  in  magnitudes  of  the  ranges 
indicated.  From  these  tests  it  became  apparent  that 
the  measurement  of  fine  increments  of  range  by 
this  method  did  not  appear  to  be  feasible.  Consid¬ 
eration  of  all  the  data,  however,  indicated  that  esti¬ 
mates  of  the  ranges  in  the  intervals  of  0  to  250,  250 
to  500,  500  to  1,000,  and  over  1,000  yd  could  be  ac¬ 
complished. 

4 13  FINAL  MODEL 

I  he  final  model'’  of  the  depth-charge  range  esti¬ 
mator  was  designed  with  range  indications  confuted 
to  the  four  intervals  listed  in  the  preceding  section. 

I  his  equipment  employs  a  permanent-magnet  mag¬ 
netostriction  hydrophone  NL-I.W-'and  has  the  ranges 


« See  Division  6,  Volume  II. 


indicated  on  a  voltmeter.  The  indicator  and  ampli¬ 
fier  units  are  shown  in  Figure  8. 

Hydrophone 

The  NL-1 30  hydrophone  has  an  approximate  open 
circuit  sensitivity  of  —120  db  vs  I  v  per  dyne  per  sq 
cm  at  1,000  c  and  its  response  rises  quite  smoothly 
at  the  rate  of  about  (i  db  per  octave  between  100 
and  5,000  c.  In  its  application  to  the  DCRE  this 
hydrophone  is  mounted  in  the  submarine’s  periscope 
shears  where  it  is  reasonably  free  of  acoustic  shield¬ 
ing  from  the  hull.  A  typical  frequency  characteristic 
is  shown  in  Figure  9. 

Electronic  Circuit 

In  the  electronic  circuit,  a  schematic  diagram  of 
which  is  shown  in  Figure  10,  the  condensers  C-110 
and  C-lll  across  the  secondary  of  the  input  trans¬ 
former  restrict  the  transmission  of  frequencies  above 
5,000  c  in  order  to  eliminate  the  effects  of  variations 
which  occur  in  the  hydrophone  sensitivity  above  that 
frequency. 

The  rectifier  circuit  including  V-101  is  loaded 
with  a  voltage  divider  consisting  of  resistors  R-l  Iff  to 
R- 121.  l  he  four  divider  steps  consisting  ol  resistors 
R-l  Hi,  R-l  17,  R-l  18,  and  R-l  19,  each  providing  ap¬ 
proximately  (i.8  db  loss,  are  connected  to  a  series  of 
loin  "hip-flop"  circuits,  based  on  tubes  V-lt)3,  V-ltlfi, 
V-I07,  and  V-109.  File  “ilip-flop”  circuit  is  essentially 
*  uviMag"  aiupiiPw  in  wfekh  !>W!  wrtmaHy 
is  conducting  while  the  other  stage  normally  is  cut 
off,  and  in  which  the  actions  of  the  tubes  are  tem¬ 
porarily  reversed  by  a  small  positive  voltage  on  the 
grid  of  the  nonconducting  tube. 

Tubes  V-103.  V-IOff,  V-107,  and  V-109,  have  a 
meter  M-I0I  common  to  the  plate  circuits  of  the 
normally  nonconducting  sections.  Thus,  when  a  sig¬ 
nal  ol  sufficient  strength  is  received  from  the  hydro¬ 
phone,  the  voltage  developed  across  the  four  resis¬ 
tors,  R-l  Iff  to  R-l  19,  causes  a  reversal  of  action  in 
the  two  sections  ol  V-109  and  results  in  a  deflection 
ol  the  meter.  The  time  during  which  the  action  of 
the  lube  sections  is  reversed  is  determined  by  the 
values  of  the  resistor  R-I32  and  the  condenser  C-109, 
which  in  this  case  are  adjusted  to  yield  an  interval 
of  approximately  2  sec. 

Similarly,  when  the  signal  from  the  hydrophone  is 
of  greater  strength,  because  of  a  charge  at  lesser 
range,  the  voltage  across  the  three  resistors  R-l  16  to 
R-l  18  becomes  sufficient  to  reverse  the  action  of 
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V-107  resulting  in  a  greater  meter  deflection,  and 
so  on. 

A  combination  of  RC  filtering  and  VR  tubes  is 
included  in  the  plate  supply  to  the  tubes  of  the  “llip- 
llop”  circuits  in  order  to  stabilize  these  circuits  which 
are  sensitive  to  a  sudden  decrease  of  the  supply  volt¬ 
age.  The  heaters  are  connected  in  series  and  take 
their  power  from  the  ship’s  1 15-v  d-c  supply  regulated 
by  means  of  an  Antperite  3-38A  lube,  V-105. 

Cai  ihration 

Calibration  of  the  range  estimator  was  found  to 
be  difficult  and  required  a  considerable  number  of 


rather  complicated  sea  tests  in  order  to  establish  a 
basis  for  the  circuit  sensitivity  to  be  used.  The  ac¬ 
curacy  of  calibration  depends  upon  the  characteris¬ 
tics  of  both  the  hydrophone  and  the  electronic  unit. 
The  curves  in  Figure  1 1  show  the  effect  on  the  range 
estimates  of  variations  in  the  sensitivity  of  the  hydro¬ 
phone  alone  and  emphasize  the  relatively  large  volt¬ 
ages  induced  in  the  pickup  unit  by  the  high  sound 
pressures  from  depth-charge  explosions.  The  manu¬ 
facturing  specifications  for  NL-130  hydrophones 
used  with  the  1)CRE  require  that  the  overall  sensi¬ 
tivity  be  held  within  ±  1  db.  These  limits  are  equiva¬ 
lent  to  a  maximum  effective  range  change  of  ±10 
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l»cr  (tin.  1'his  i»  considered  satisfactory  in  view  oi  the 
other  variables  in  the  system. 

For  preliminary  calibration  of  the  electronic 
equipment,  a  testing  method  was  developed  in  which 
a  12/d  condenser  is  discharged  through  a  small 
resistor  inserted  in  series  with  the  hydrophone.  To 
simulate  the  hydrophone  output  for  the  depth- 
charge  range  intervals  of  from  (l  to  250,  250  to  500, 
500  to  1,000,  and  over  1,000  yd,  the  condenser  is 
charged  to  20,  9,  I,  and  I  v  respectively.  Although 
this  method  does  not  duplicate  the  duration  and 
form  of  the  pulse  resulting  from  a  depth-charge 
explosion,  it  appears  satisfactory  enough  for  the  pur¬ 
pose.  It  is  recommended,  however,  that,  should  fur¬ 
ther  work  be  undertaken,  consideration  be  given  to 
a  built-in  method  of  self-calibration. 

I'krkormanck 

Several  units  of  the  final  model  of  the  range  esti¬ 
mator  were  installed  on  fleet-type  submarines  on  the 
Atlantic  Coast  and  at  Pearl  Harbor.  Extensive  tests 
of  these  units  were  conducted  and  indicated  that 
performance  was  reasonably  accurate.6  Out  of  a  total 
of  77  charges  dropped  under  controlled  conditions, 


77  per  cent  were  indicated  within  the  correct  range 
interval.  Of  the  remaining  2.H  per  cent,  none  were 
in  error  by  more  than  one  range  interval  with  only 
ID  per  tent  indicated  short  of  actual  range  and  only 
•f  per  cent  indicated  beyond  the  actual  range.  Dur¬ 
ing  the  tests,  determinations  of  whether  the  range 
of  the  "attacking"  vessel  was  opening  or  closing 
were  correct  in  every  case.  The  limiting  range  of 
the  1)CRE,  as  shown  by  a  lack  of  any  indication  on 
the  range  meter,  was  found  to  be  about  2,000  yd. 

Although  some  of  the  submarines  equipped  with 
the  final  model  of  the  1)CRE  have  been  on  war 
patrols,  no  information  on  the  tactical  use  of  this 
device  had  been  received  at  the  time  of  writing. 
On  the  basis  of  the  tests  alone,  however,  it  is  be¬ 
lieved  that  the  greatest  need  for  improvement  of 
the  instrument  is  the  provision  of  more  precise 
range  information.  Because  of  the  known  factors 
affecting  the  amplitude  of  the  initial  pressure  wave 
from  an  underwater  explosion,  it  appears  that  it 
probably  will  be  necessary  for  such  an  instrument 
to  operate  on  different  principles,  perhaps  employ¬ 
ing  multiple  hydrophones  and  a  system  of  triangu 
lation. 
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Acoustic  Marine  Speedometer 

Tile  three  types  <>)  acoustic  marine  speedometer 
[ams]  are  experimental  dances  for  measuring  ship’s 
speed  until  respect  to  the  water  by  utilizing  some 
underwater  acoustic  phenomenon  wliiili  varies  with 
that  speed.  Turn  types  developed  utilize  doppler  shift 
of  sound;  the  third  utilizes  phase  lag.  The  experi¬ 
mental  work  was  done  by  IIUSL. 


s'  INTRODUCTION 

P  hi.  i- 1  notion  of  the  acoustic  marine  speedome- 
X  ter  [AMS]  is  to  measure  the  speed  of  a  ship 
with  respect  to  the  water  by  making  use  of  some 
underwater  acoustic  phenomenon  that  varies  with 
speed.  The  work  done  on  AMS  was  based  on  two 
such  phenomena,  namely: 

1.  The  difference  in  frequency  (doppler)  between 
the  input  to  a  moving  projector  and  the  reverbera¬ 
tion  produced. 

2.  The  variation  in  phase  shift  that  occurs  when 
a  signal  travels  through  water  from  a  transmitting 
to  a  receiving  transducer,  both  moving  through  the 
water. 

These  are  illustrated  in  Figures  1  and  2. 

In  the  first  case  the  magnitude  of  the  frequency 
shift,  or  doppler,  is  proportional  to  the  speed  of 
the  source  with  respect  to  the  water.  Consequently, 
a  properly  calibrated  device  that  measures  this  dop¬ 
pler  can  be  used  to  indicate  ship’s  speed. 

Likewise,  the  change  in  phase  introduced  by  the 
water  path  between  two  transducers  located  a  fixed 
distance  apart  is  a  function  of  the  speed  of  the  trans¬ 
ducers,  so  that  a  phase-measuring  device  can  serve 
as  a  speedometer  when  calibrated  for  the  purpose. 

I  he  possibility  of  using  doppler  for  speed  meas¬ 
urement  has  been  recognized  for  some  time."  The 
use  of  phase  shift  as  a  measure  of  speed  is  also  a 
well-known  principle.  Two  other  methods  of  meas¬ 
uring  speed  involve  the  principle  of  pressure  change 
in  the  water  in  the  direction  of  ship’s  motion,  and 

*  The  particular  application  for  ship's  speed  is  covered  by  a 
patent  to  Constantin  Chilowsky,  June  28,  1932,  No.  1,86-1,638. 


Fuii'RK  I.  Operation  of  doppler-typc  speedometer. 


that  of  change  of  rotational  speed  of  a  free  propeller 
with  the  speed  of  the  ship.1  Since  these  two  devices 
do  not  utilize  any  acoustic  principle,  however,  they 
will  not  be  discussed  further. 

The  work  cm  AMS  was  stimulated  by  reports  that 
Pitometer  logs  currently  in  service  gave  inadequate 
precision  for  slowly  moving  vessels,  and  that  their 
size  and  weight  precluded  their  use  on  small  craft. 
Preliminary  experimental  work  revealed  that  the 
outstanding  problem  involved  in  the  development 
of  an  acoustic  marine  speedometer  was  the  construc  ¬ 
tion  of  suitable  transducers. 

1  hree  separate  models  of  the  acoustic  marine 
speedometer  were  constructed  and  tested,  two  of 
them  based  on  doppler,  the  other  on  phase  shift. 
Ihe  first  ol  these,  called  the  steady-stale  acoustic 
marine  speedometer  [SAMS],  employs  separate  trans¬ 
ducers  lor  transmission  and  reception,  with  both  of 
them  operating  continuously  and  facing  the  same 
direction.  The  second,  known  as  the  acoustic  marine 


Fleam:  2.  Operation  of  phase-shift  type  speedometer. 
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pinging  speedometer  [AMPS],  makes  use  of  a  single 
transducer  which,  like  a  regular  echo-ranging  pro¬ 
jector,  first  transmits  the  signal  and  then  receives 
the  scattered  sound.  The  third  speedometer  is  based 
on  the  phase-shift  principle  and  is  called  the  phase 
aioiistic  marine  speedometer  [PAMS],  This  model 
employs  two  transducers,  one  to  transmit  and  the 
other  to  receive,  each  operating  continuously.  They 
are  arranged  to  face  each  other,  and  only  the  direct 
transmitted  sound  is  measured  at  the  receiving  trans¬ 
ducer. 

The  priority  assigned  to  this  work  did  not  make 
it  possible  to  produce  a  satisfactory  production  model 
in  time  to  satisfy  the  operational  need  for  the  instru¬ 
ment.  By  the  time  the  project  was  terminated,  how¬ 
ever,  it  had  been  established  that  in  all  probability 
further  development  work  would  lead  to  the  design 
of  a  satisfactory  speedometer. 

The  various  methods  tested  in  carrying  out  the 
work  on  the  acoustic  marine  speedometer  yielded 
values  of  ship’s  speed  that  by  no  means  achieved 
the  desired  accuracy.  A  major  defect  in  the  SAMS 
was  fluctuation  in  the  frequency  meter  reading 
brought  about  by  variations  in  amplitude  and  fre¬ 
quency.  The  AMPS  was  subject  to  similar  fluctuation 
phenomena  and  in  addition  had  a  definite  inac¬ 
curacy  inherent  in  the  nature  of  the  system.  In  any 
future  development,  both  schemes  wotdd  benefit 
considerably  by  an  increased  frequency,  since  such 
an  increase  would  cause  improved  acoustic  patterns 
in  the  unusually  small  transducers  required  for  the 
speedometer  and  a  resultant  reduction  in  fluctuation. 
With  such  improved  directionality  patterns,  elec¬ 
tronic  circuits  could  be  devised  that  would  reduce 
the  remaining  fluctuations  to  a  considerable  degree. 
Neither  the  SAMS  nor  the  AMPS  was  conspicu¬ 
ously  sensitive  to  variation  in  water  temperature 
or  in  velocity  of  sound  in  water. 

The  PAMS,  on  the  other  hand,  was  much  less 
susceptible  than  the  other  systems  to  difficulties 
caused  by  frequency  and  amplitude  fluctuation,  since 
the  steady-state  signal  was  used  and  the  transmitter 
was  pointed  directly  toward  the  receiver.  This  sys¬ 
tem,  however,  required  a  single  phase  path  in  the 
water  between  the  two  transducers,  and  therefore 
particular  care  had  to  be  taken  to  obtain  a  sharp 
vertical  pattern  and  thus  to  prevent  reflections  from 
the  ship’s  hull.  This  again  would  seem  to  indicate 
the  desirability  of  a  higher  operational  frequency 
to  obtain  a  better  pattern.  With  PAMS,  it  is  not 


possible  to  direct  the  sound  beam  slightly  downward 
to  avoid  reflection  from  the  ship’s  hull,  and  any 
improvement  in  the  pattern  must  take  this  fact  into 
consideration. 

The  measurements  made  with  PAMS  are  ex¬ 
tremely  sensitive  to  changes  in  oscillator  frequency 
and  in  velocity  of  sound  in  water  and  therefore  to 
changes  in  water  temperature.  The  proposed  PAMS 
described  in  Section  5.6  would  minimize  the  difficulty 
arising  from  frequency  and  temperature  changes  but 
would  introduce  additional  measuring  equipment. 

*2  REQUIREMENTS 

The  principal  requirements  set  down  for  the  de¬ 
velopment  ol  the  various  AMS  models  were  as  fol¬ 
lows: 

1.  The  complete  device  should  be  relatively  sim¬ 
ple  and  should  occupy  a  minimum  amount  of 
space. 

2.  Speed  t  allies  should  be  indicated  on  a  meter. 

3.  No  operator  should  be  required. 

4.  Only  routine  maintenance  should  be  necessary. 

5.  The  unit  should  be  accurate  to  within  0.1  per 
cent  over  a  speed  range  of  from  1  to  about  40 
knots. 

6.  Any  necessary  underwater  gear  should  be  de¬ 
signed  to  fit  a  standard  8-in.  gate  valve  of  the 
sort  employed  in  many  marine  speedometers 
now  in  existence. 

These  requirements  were  based  on  the  desire  to 
obtain  a  simple,  foolproof  instrument  that  could 
be  installed  on  any  kind  of  ship  and  could  operate 
satisfactorily  over  a  fairly  wide  range  of  speeds.  The 
development  program  was  based  to  a  great  extent 
on  these  requirements,  although  certain  experimen¬ 
tal  work  was  carried  out  from  time  to  time  to  test 
the  various  principles  involved,  without  any  attempt 
to  meet  the  complete  set  of  requirements. 

Requirement  (6)  for  underwater  gear  that  would 
pass  through  a  standard  3-in.  gate  valve  led  to  the 
investigation  of  suitable  transducers  of  small  size. 
Since  no  satisfactory  transducer  was  available  at  the 
beginning  of  the  experiments,  it  was  necessary  to 
design  and  develop  one.  Because  the  development 
of  this  part  of  the  equipment  and  the  development 
of  the  speedometer  systems  were  carried  out  simul¬ 
taneously,  some  of  the  experimental  transducers  were 
never  used  in  the  working  models. 
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ss  TRANSDUCERS 

Because  of  the  importance  of  the  transducer  in 
the  development  of  the  acoustic  marine  speedometer, 
a  detailed  description  of  this  aspect  of  the  AMS 
program  precedes  discussion  of  the  device  itself. 

Riqt  IRI  MINIS 

Six  specific  requirements  were  laid  down  to  insure 
satisfactory  operation  of  the  AMS  transducers  and 
to  meet  the  more  general  requirements  set  forth  in 
Section  5.2.  The  first  four  of  the  six  requirements 
were  intended  to  apply  to  all  three  types  of  speed¬ 
ometer  and  the  last  two  to  apply  only  to  PAMS.  The 
six  specifications  were  as  follows. 

1.  The  transducer  should  he  small  enough  to  pass 
through  a  5-in.  gate  valve. 

2.  The  horizontal  and  vertical  patterns  of  the 
transducer  should  he  sharply  directional  in  order 

10  make  the  receiver  as  nearly  as  possible  sensitive 
to  sound  from  only  one  direction.  It  was  thought 
that  this  requirement  could  he  satisfactorily  met  by 
a  pattern  not  over  10  degrees  wide,  (i  d!>  down  front 
the  peak,  and  with  alt  side  and  back  tadiadon  at 
least  20  db  below  the  maximum.  (A  single  exception 
to  this  ri'quitTUwitt  is  the  horitsuU'sl  jjaueni  of  l he 
PAMS  transducer,  which  may  be  nondirectional 
without  detrimental  results  save  for  a  slight  decrease 
in  the  signal-lo  noise  ratio.) 

5.  The  transducer  should  receive  equally  well  all 
frequencies  in  the  band  due  to  doppler,  correspond¬ 
ing  to  the  range  from  zero  to  maximum  speed. 

1.  The  transducers  should  be  properly  stream¬ 
lined  to  avoid  excessive  turbulence  or  cavitation  at 
the  maximum  speed  expected. 

5.  The  electrical  phase  characteristics  of  the  trans- 
duiiT  should  uul  ifnUftL1  with  fmywru'y  This  re¬ 
quirement  eliminates  the  necessity  for  calibrating 
the  transducer  phase  characteristics  and  allows 
greater  latitude  in  the  frequency  stability  of  the 

1 1  a  tistn  1 1 1  er  ( >sci  11  a  tor.1, 

(i.  The  two  transducers  should  have  a  free  water 
path  I m*i wen i  < I u -in  arid  lir  bxivl  with  rrqnsri  In  iv-rli 
other.1’ 

Models  Constructed 

Five  different  transducer  designs  were  investigated, 
four  of  them  of  the  magnetostrictive  type  and  one 
of  the  crystal  type.  Of  the  numerous  transducers 

•'Requirements  (5)  and  (6)  pertain  only  to  the  PAMS. 


tested,  the  three  so-called  miniature  models  (cone, 
QC,  and  crystal)  proved  best  in  actual  experiments. 
The  Th liras  unit  was  discarded  early  in  the  work 
and  the  laminated  stacks  available  at  the  time  proved 
too  insensitive  to  be  useful.  The  miniature  crystal 
units  were  found  to  he  best  adapted  to  general  ex¬ 
perimental  work.1- 

In  the  descriptions  that  follow  it  should  be  noted 
that  the  statements  concerning  the  good  and  bad 
features  of  each  model  are  intended  to  apply  only  to 
the  specific  instruments  used  in  these  experiments. 
Since  all  these  transducers  were  unusually  small, 
their  features  and  behavior  cannot  be  considered  in 
any  way  typical  of  the  general  transducer  groups  to 
which  they  belong. 

Thums  Models.  The  Tluiras-type  hydrophone  was 
made  of  a  nickel  tube  with  a  nickel  sheet  passing 
through  the  center  longitudinally  on  the  diameter, 
l  he  coil  was  wound  lengthwise  around  this  central 
lamination.  These  transducers  had  serious  disadvan¬ 
tages  of  low  sensitivity  and  nondirectionality,  al¬ 
though  they  did  exhibit  a  flat  frequency  response. 
Four  variations  were  made,  including  one  y^  in.  in 
length  alid  l/4  in.  in  diameter  that  proved  useful  as 
a  probe  hydrophone.2  (See  Figure  5.) 

MinisHmr  CmieKi^fir  The  mtttiMmrtm’  uwm.1 
els  consisted  of  a  brass  cone  1  in.  long  with  a  face 
area  of  I  sq  in.  A  nickel  tube  with  a  diameter  of 
>4  in.  was  attached  lo  the  small  end.  A  small  magnet 
was  inserted  lengthwise  in  the  nickel  tube  lo  provide 
polarization,  and  a  coil  was  wound  on  a  bobbin 
placed  around  the  tube.  (See  Figure  !1A.)  All  five 
variations  of  this  type  that  were  built  were  found 
to  have  the  major  shortcoming  of  sharp  resonance. 
1  hey  exhibited  high  sensitivity,  however,  which 
seemed  to  hold  considerable  promise.3  One  variation 
ivs*  nmoUttil  in  a  aniutluie  lurtu*  sutu  ftn*  amud 
tests. 

A  sixth  variation  was  made  using  polystyrene 
cones,  Iti  of  which  were  machined  on  the  back  of 
a  piece  ol  polystyrene  2  in.  square  and  t/2  in.  thick. 
(See  Figure  3B.)  The  cones  were  in.  long  and  on 
the  <o»;>n  LM>f|  nl  iTu  ti  rnir'  ww  mourn  IS  a  uahH  lube 
>/g  in.  in  diameter.  A  magnet  was  placed  on  the  in¬ 
side  of  each  tube  for  polarization  and  a  coil  built 
around  each  tube.  This  model  had  high  sensitivity, 
and  did  not  have  the  defect  of  sharp  resonance.  From 

<•  In  addition  to  (he  alcove  transducers,  two  Brush  C-13, 
4x4 -in.  hydrophones  were  used  for  experimental  work.  For 
purposes  of  streamlining  they  were  mounted  in  a  large  cylin¬ 
drical  strut  having  a  5/1  length -to- width  ratio. 
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a  mechanical  standpoint,  however,  the  unit  was  un¬ 
stable  and  was  never  actually  used. 

Miniature  ()C  Models.  These  models  were  con¬ 
structed  from  a  flat  brass  plate  on  the  back  of  which 
were  mounted  a  number  of  nickel  lubes.  A  polarizing 
magnet  was  placed  in  each  tube  and  a  coil  was  wound 
around  each  tube.  (See  Figure  3C.) 

The  miniature  QC  units  more  nearly  approached 
the  six  transducer  specifications  than  any  of  the 
other  types.  It  was  particularly  difficult  in  this  in¬ 
stance  to  meet  the  size  requirement  without  sacri¬ 
ficing  sensitivity.  In  general,  the  sensitivity  of  these 
models  was  somewhat  less  than  that  of  the  miniature 
cone  units. 

Laminated  Stark  Models.  Four  units  of  this  type 
were  constructed,  but  none  was  considered  satisfac¬ 
tory.  (See  Figure  3D.)  Both  low  sensitivity  and  sharp 
resonance  were  characteristic  of  the  models  tested. 
It  should  be  noted,  however,  that  since  this  work 
was  done,  progress  has  been  made  in  combining 
properties  of  high  sensitivity  and  broad  resonance 
with  small  size  in  transducers  of  the  laminated-stack 
type.  If  further  work  on  this  project  should  be  car¬ 
ried  on  in  the  future,  therefore,  this  type  should  not 
be  overlooked  as  a  possibility.5*-4 

Miniature  Ciystal  Models.  Three  of  these  units 
were  constructed  and  two  of  them  mounted  in  stream¬ 
lined  struts.  (See  Figures  3E  and  3F.)  Their  sensi¬ 
tivities  were  approximately  the  same  as  for  the  mini¬ 
ature  cone  models.  In  general,  the  six  specifications 
were  reasonably  well  met,  although  the  models  had 
the  mechanical  shortcomings  inherent  in  crystal 
transducers. 


where  /'  =  received  frequency, 

/  =  transmitted  frequency, 

c  =  velocity  of  sound  in  water  (ap¬ 
proximately  2,900  knots), 


l'„  =  velocity  of  the  receiver  relative  to 
the  water,  and 


V.  =  velocity  of  the  transmitter  relative 
to  the  water. 


If  the  ship  is  moving  at  a  velocity  V  with  the  hydro¬ 
phone  trained  dead  ahead,  then  in  equation  (1), 
F0  =  I’.  The  sound  from  the  projector  travels  for¬ 
ward  and  is  scattered  by  the  water  back  toward  the 
hydrophone.  Thus  the  hydrophone  picks  up  sound 
which  appears  to  come  from  a  projector  traveling 
with  velocity  V  toward  it,  that  is,  in  the  direction 
opposite  to  that  in  which  the  ship  is  moving.  Hence, 
I',  =  —  F,  and  equation  (1)  becomes 


/' 


/  • 


c  +  V 

c  —  r 


The  doppler  frequency  shift  is 


/'-/  =  /* 


(2) 


(3) 


However,  r  =  2.900  knots  (approximately),  which  is 
large  in  comparison  with  I'.  Therefore,  r  —  F  is 
nearly  equal  to  c,  and  equation  (3)  may  be  written 

r  —  f  *  /  •  2f'  -  <k 75  x  HH/r  C.  (1) 


STEADY-STATE  ACOUSTIC  MARINE 
SPEEDOMETER 

I  IIKORV 

The  steady-state  acoustic  marine  speedometer 
[SAMS]  employs  two  transducers,  one  to  transmit 
and  the  other  to  receive.  They  are  mounted  beneath 
the  ship,  pointing  forward,  and  arc  in  continuous 
operation.  Sound  transmitted  by  the  first  transducer 
(projector)  is  scattered  and  reflected  back  from  the 
water  and  is  received  by  the  second  transducer  (hy¬ 
drophone).  Measurement  of  ship’s  speed  is  based  on 
the  doppler  shift  in  the  frequency  of  the  received 
sound. 

I  he  received  frequency  will  have  the  value 

r  -  >  ■  cctr.-  <•> 


Thus  the  doppler  is  directly  proportional  to  the 
speed  of  the  ship  and  can  be  used  as  a  measure  of  it. 
If,  for  example,  a  frequency  of  20  kc  is  substituted 
in  the  above  equation,  the  magnitude  of  the  doppler 
comes  out  to  be  13.5  c  for  a  ship’s  speed  of  1  knot. 

This  discussion  involves  the  approximation  that 
c  —  V  very  nearly  equals  c.  At  40  knots  the  error 
would  be  1.10  per  cent;  at  10  knots,  0.35  per  cent. 
These  compare  with  the  maximum  error  of  0.1  per 
cent,  specified  in  Section  5.2.  There  are  two  other 
possibilities  of  error  which  are  more  fundamental  in 
nature.  One  of  these  is  dependent  on  the  medium, 
and  is  due  to  the  change  in  the  velocity  of  sound 
in  water  because  of  the  change  in  water  temperature. 
The  other  is  caused  by  variation  of  the  frequency 
of  the  oscillator  driving  the  transmitter. 
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I'IM’kf  I.  Cirruil  ol  SAMS  oscillator-amplifier. 


Circitt  Description 

l  hc  oscillator-amplifier  used  for  transmit  ling  is 
shown  in  Figure  1.  This  unit  had  an  undistorted 
power  output  of  115  w  for  a  1,000-olun  load  and  a 
frequency  range  of  from  17  to  1-10  kc.  The  receiver 
(Figure  5)  comprised  an  input  transformer,  two 
stages  of  tuned  amplification,  a  diode  detector,  and 
a  low-pass  fdter.  Frequency  measurements  were  made 
with  a  frequency  meter  (Figure  6)  that  operated  as 
a  counter.  It  included  three  stages  of  limiting,  a 
differentiator,  a  diode  rectifier,  and  a  d-c  meter  lo¬ 
cated  at  the  output  and  serving  as  an  indicator.  The 
limiters  produced  square  waves  from  the  input  sig¬ 
nal,  which  were  differentiated  to  give  two  pips  per 
cycle.  The  direct  current  from  the  diode  rectifier 


was  then  proportional  to  the  rate  at  which  pips 
arrived  and  therefore  proportional  to  frequency. 

Operatin';  Principles 

The  oscillator-amplifier  output  was  connected  to 
a  transducer  (projector)  that  radiated  sound  toward 
the  ship’s  bow.  A  second  transducer  (hydrophone) 
mounted  adjacent  to  the  projector  received  the  re¬ 
flected  and  scattered  sound  from  the  water  toward 
the  ship’s  bow  plus  some  of  the  directly  transmitted 
sound  resulting  from  direct  acoustic  coupling  be¬ 
tween  the  transducers  (sec  Figure  1).  File  receiver 
input  therefore  contained  the  original  transmitted 
frequency  plus  the  dopplcrizcd  frequency  returned 
from  the  water.  The  output  of  the  detector  in  the 
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receiver  then  contained  only  the  licquciuy  corre¬ 
sponding  to  the  floppier.  the  low  pass  filler  having 
removed  the  (artier  frequencies.  The  frequency 
measured  hv  the  frequency  meter  was  then  the  dop¬ 
pler,  which  has  been  shown  to  be  proportional  to 
ship’s  speed. 

EXPERIMENTAL  lists 

The  first  test  of  SAMS  produced  only  qualitative 
results.5  The  main  difficulty  was  due  to  the  minia¬ 
ture  cone-type  transducers,  whose  beam  patterns 
failed  by  a  wide  margin  to  meet  the  pattern  speci¬ 
fications.  Two  miniature  QC-type  transducers  were 
used  in  the  second  set  of  experiments.*  The  quan¬ 
titative  data  are  plotted  as  curve  1  in  Figure  7.  In 
further  tests,7  the  same  transducers  were  pointed  in 
different  directions  for  the  various  runs  to  determine 
to  what  extent  the  results  might  depend  on  the  direc¬ 
tion  of  the  transducer  faces  relative  to  the  direction 


of  the  ship's  motion.  Data  from  these  tests  are  plotted 
in  curves  2,  8,  and  1  of  Figure  7. 

Another  transducer  set  used  consisted  of  a  sim¬ 
ilar  strut  containing  two  miniature  Rochelle  salt 
crystal  hydrophones  with  rubber  faces  (see  Figure 
8F).  File  results  obtained  were  by  far  the  best  in 
any  of  the  SAMS  experiments  using  small  trans¬ 
ducers. 

A  third  pair  of  transducers  consisted  of  two  Brush 
C-18  -Ix-l-in.  crystal  hydrophones,  mounted  in  a  cyl¬ 
indrical  can.  This  method  of  mounting  the  trans¬ 
ducers  proved  to  be  unsatisfactory  because,  at  speeds 
above  6  knots,  the  equipment  exhibited  extreme 
vibration.  To  overcome  this  difficulty,  a  streamline 
dome  was  added  and  better  results  were  obtained. 
These  data  are  plotted  in  Figure  8. 

Evaluation  ok  Experiments 

The  data  plotted  in  Figures  7  and  8  arc  typical 
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of  all  the  results  obtained  with  SAMS.  It  is  obvious 
that  the  error  in  speed,  instead  of  the  specified  0.1 
per  cent,  is  5  to  10  per  cent. 

The  deviation  from  the  computed  curve  is  caused 
by  the  fact  that  the  frequency  meter  must  average 
a  number  of  frequencies.  The  projector  sends  sound 
out  through  an  angle  determined  by  its  beam  width, 
and  the  hydrophone  likewise  receives  sound  from 
different  directions  because  of  its  beam  width.  The 
frequency  shift  of  the  received  sound  is  proportional 
to  the  cosine  of  the  angle  measured  between  the 
direction  from  which  the  sound  approaches  and  the 
direction  of  the  ship’s  motion.  Thus  the  composite 
signal  picked  up  contains  a  spectrum  of  dopplcri/ed 
frequencies  in  which  the  amplitudes  of  the  different 
components  may  vary  from  instant  to  instant  because 
of  the  variation  in  scattering  from  time  to  time  from 
any  particular  direction.  The  average  frequency 
value  of  this  composite  signal  is  always  less  than  the 
value  computed  for  the  doppler  for  sound  arriving 
only  from  the  direction  of  ship’s  motion. 

The  frequency  meter  reading  is  the  average  of  this 
composite  signal.  There  are  a  number  of  reasons 
why  this  average  may  fluctuate  as  a  function  of  time 
and  as  a  function  of  ship’s  speed.  The  amplitudes 
of  the  signal  components,  corresponding  to  various 
directions  for  the  received  sound,  may  vary  from 
time  to  time  and  cause  the  frequency  meter  to  ex¬ 
hibit  fluctuations.  Also,  the  amplitude  variation  of 
a  single  component  corresponding  to  a  single  direc¬ 
tion  may  appear  as  an  output  from  the  detector 
in  the  receiver,  since  it  rectifies  any  such  variation, 
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as  well  as  forms  the  difference  between  the  trans¬ 
mitted  and  received  frequencies. 

Unfortunately,  these  two  difficulties  are  related  in 
such  a  way  that  the  process  of  correcting  for  one 
tends  to  aggravate  the  other.  The  amplitude  varia¬ 
tion  problem  can  be  eliminated  to  a  considerable 
extent  by  examining  a  large  volume  of  water.  How¬ 
ever,  to  do  this,  the  transducer  beam  patterns  must 
be  wide,  with  the  result  that  frequency  fluctuations 
are  increased.  On  the  other  hand,  by  using  a  pro¬ 
jector  with  a  narrow  beam  pattern,  a  small  volume 
of  water  is  examined,  reducing  the  frequency  varia¬ 
tion  problem  but  making  the  amplitude  fluctuations 
more  troublesome. 

If  these  effects  were  constant  and  independent  of 
ship’s  speed  and  the  particular  waters  in  which  the 
measurements  arc  being  made,  then  some  averaging 
circuit  could  be  worked  out  that  would  reduce  the 
meter  fluctuations.  Such  fluctuations  are  obviously 
dependent  on  the  nature  of  the  water,  as  this  de¬ 
termines  the  nature  and  variation  in  the  scattered 
sound.  Both  the  volume  of  the  water  and  the  dis¬ 
turbed  surface  layer  are  influential  in  producing  the 
scattered  sound.  Also,  the  fluctuations  arc  dependent 
on  ship’s  speed,  in  that  the  water  near  the  ship  is 
disturbed  by  the  ship’s  motion,  and  differently  at 
different  speeds;  some  of  the  sound  is  scattered  by 
this  disturbed  water. 

Proposals  for  Future  Development 

An  improvement  on  the  system  described  above 
would  be  a  receiver  arranged  to  have  amplification 
and  limiting  prior  to  detection,  since  limiting  docs 
away  with  most,  if  not  all,  of  the  amplitude  varia¬ 
tions  in  the  signal,  A  frequency-sensitive  circuit  sim¬ 
ilar  to  a  discriminator  would  be  required  in  place 


TRANSOUCCR-TWIN  BRUSH  4  X 4 

OcvuNomcAL  mount -»•  bokc  6-t-43 
x  STREAMLINED  •  f  ■  65  KC  <-l<-43 

V  •  f  ■  96  KC  7-15-43 

3 

5 

a 

£ 

m 

ii 

■ 

■ 

■ 

p 

m 

a 

g 

■ 

■ 

M 

m 

■ 

■ 

j 

■ 

Kb 

m 

m 

011345  6785 

SPEED  IN  KNOTS 


k.i  ki  8.  Doppler  versus  speed  in  knots— SAMS. 


of  the  present  diode  rectifier,  and  a  tuned  circuit 
should  be  used  just  ahead  of  the  discriminator  to 
take  out  the  harmonics  introduced  in  the  limiting 
process.8 

Another  scheme  for  further  development  of  the 
SAMS  eliminates  the  necessity  of  using  both  a  trans¬ 
mitting  and  a  receiving  transducer.8  Instead,  a  sin¬ 
gle  magnetostriction  transducer  is  proposed  consist¬ 
ing  of  a  tube  of  a  wavelength  long,  mounted  on 
a  diaphragm  which  transmits  the  sound  to  the  water. 
The  primary  advantages  of  this  scheme  arc  the  use 
of  a  single  transducer  and  of  a  single  electronic  cir¬ 
cuit  for  transmission  and  reception. 

Another  proposed  scheme  makes  use  of  a  receiving 
transducer  whose  output  is  amplified  and  shifted  in 
frequency  by  a  known  amount  and  then  transmitted 
on  a  second  transducer.8  Such  a  system  operates  in 
a  steady-state  manner  if  the  frequency  offset  in  the 
electronic  part  of  the  circuit  is  equal  to  the  frequency 
shift  in  the  water  resulting  from  doppler.1" 

»•*  ACOUSTIC  MARINE  PINGING 
SPEEDOMETER 

Theory 

Idle  acoustic  marine  fringing  speedometer  [AMPS] 
also  utilizes  the  doppler  shift  in  frequency  resulting 
from  the  relative  motion  of  the  ship  with  respect  to 
the  water.  The  theory  developed  for  the  SAMS  ap¬ 
plies  equally  well  to  the  AMPS. 

Equipment 

d’hc  following  were  built  for  use  in  the  AMPS 
system:  a  one-way  combined  receiver-transmitter,  in¬ 
corporating  a  keying  oscillator  to  trigger  the  trans¬ 
mitter;  the  transmitter  itself;  a  tuned  receiver  in¬ 
cluding  a  detector  and  low-pass  filter;  and  suitable 
power  supplies  (see  Figure  51).  Primarily  on  account 
of  leakage  from  the  transmitter  to  the  receiver,  how¬ 
ever,  another  receiver  and  transmitter  were  built  in 
separate  units.  A  keying  relay  was  used  rather  than 
triggering  the  transmitter  with  a  pulse  and  blanking 
the  receiver  at  the  same  time.  The  wiring  diagrams 
of  these  units  arc  given  in  Figures  10  and  11.  The 
measurement  of  frequency  was  carried  out  using 
the  SAMS  frequency  meter.  Only  one  transducer  is 
used. 

During  the  transmitting  period  the  transducer  is 
energized  from  the  transmitter  and  emits  sound  to¬ 
ward  the  ship’s  bow.  During  this  period  the  receiver 
is  blanked  so  that  no  signal  reaches  the  frequency 
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Fiki'rk  9.  Circuit  of  AMI'S  oscillator-rccciver  and  power  supplies. 


meter.  On  reception  the  transmitter  is  turned  off, 
the  transducer  is  connected  to  the  receiver,  and  the 
receiver  then  operates.  A  small  voltage  of  transmitted 
frequency  is  injected  into  the  receiver  to  beat  with 
the  reverberation  signal  being  received.  The  fre¬ 
quency  of  the  receiver  output  is  then  the  floppier 
shift,  the  two  carrier  frequencies  having  been  re¬ 
moved  by  the  low-pass  filter. 

Experimental  Tests 

In  the  first  test  of  AMI'S,11  the  ship's  QC  pro¬ 
jector  was  trained  ahead  and  the  reverberation  fre¬ 
quency  determined  by  varying  the  output  of  a  sepa¬ 
rate  oscillator  to  match  it  in  pitch.  Since  the  trans¬ 
mitted  frequency  was  known,  the  floppier  could  be 
calculated  and,  from  it,  the  ship’s  speed. 

The  values  thus  obtained  agreed  within  fl.I  knot 
with  those  obtained  by  clocking  the  ship  between 
buoys  which  were  a  known  distance  apart. 

The  next  test  was  an  unsuccessful  one  using  a 
miniature  cone-type  transducer  and  the  combination 
t  ransm  i  t  ter-recei  ver. 

A  series  of  tests  was  run  next,  using  a  ship’s  QC 


equipment.12  Some  of  these  experiments  were  con¬ 
ducted  not  simply  to  measure  speed,  but  to  investi¬ 
gate  the  effect  on  the  reverberation  frequency  read¬ 
ing  of  the  length  of  time  during  which  sound  was 
being  received.  In  making  these  tests,  a  ping  of 
transmitted  signal  was  sent  out  and,  at  some  speci¬ 
fied  later  instant,  the  output  of  the  receiver  was 
applied  to  the  frequency  meter  for  a  given  time 
interval  and  then  removed.  This  time  interval  was 
called  a  gate  length  and,  because  of  the  range  scale 
calibration  of  the  QC  equipment,  could  be  expressed 
conveniently  in  terms  of  yards  of  travel  of  the  sound. 
The  results  of  a  series  of  such  measurements  taken 
with  the  ship  at  anchor  arc  plotted  in  Figure  12. 
The  second  set,  shown  in  Figure  13,  was  made  with 
the  ship  moving  at  12  knots.  Figure  14  gives  a  typical 
curve  of  speed  versus  reverberation  frecptency.  The 
30-yd  gate  length  was  chosen  on  the  basis  of  the 
data  shown  in  Figures  12  and  13.  The  values  of 
speed  used  in  the  experimental  curve  were  estimated. 
The  vertical  lines  through  these  points  indicate  an 
estimate  of  accuracy  in  judging  speed.  The  horizontal 
lines  show  the  frequency  meter  range  of  fluctuation. 
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All  these  measurements  were  found  to  be  quite  er¬ 
ratic,  particularly  for  the  shorter  gate  lengths. 

Further  tests  were  made  using  the  separate  trans¬ 
mitter  and  receiver  chassis  and  a  Brush  C-13  hydro¬ 
phone  mounted  in  a  streamline  housing.  The  data 
obtained  were  largely  qualitative,  with  the  frequency 
meter  readings  fairly  steady  but  not  necessarily  pro¬ 
portional  to  speed.  Some  of  these  data  are  plotted 
in  Figure  15. 

Observations  made  using  a  cathode-ray  oscillo¬ 
scope  revealed  three  facts:  (1)  only  at  the  very  be¬ 
ginning  of  the  receiving  period  was  the  reverbera¬ 
tion  strong  enough  to  actuate  the  frequency  meter; 

(2)  amplifier  noise  contributed  to  the  meter  reading; 

(3)  switching  transients  affected  the  meter  reading. 

Evaluation  of  Experiments 
The  very  obvious  lack  of  accuracy  exhibited  by 


the  curves  of  Figures  12  to  15  indicated  the  need 
for  careful  consideration  of  the  reasons  behind  these 
poor  results.  An  analysis  of  this  problem13  largely 
resolved  itself  into  a  matter  of  answering  the  fol¬ 
lowing  questions: 

1.  Exactly  what  does  the  frequency  meter  read? 

2.  What  factors  might  cause  the  meter  readings  to 
vary  while  the  ship’s  speed  remains  constant? 

3.  What  factors  might  cause  the  reverberation  as 
received  from  the  water  to  contain  frequency  fluctu¬ 
ations? 

4.  How  large  an  error  is  introduced  into  the  read¬ 
ing  if  the  meter  receives  one  pip  more  or  less  than 
the  normal  number  per  time  interval? 

Since  the  reasoning  involved  in  this  analysis  is 
pertinent  to  the  entire  AMPS  problem,  it  is  pre¬ 
sented  here  in  some  detail,  under  headings  corre¬ 
sponding  to  the  above  questions. 
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I  Vital  th<‘  Frequency  Meter  Rends.  I'he  frequency 
meter  was  used  here  as  a  cycle  counter.  As  explained 
in  Section  f>.T  septate  waves  were  produced  from  the 
input  signal  by  means  of  limiters  in  the  Iretpiency 
meter.  These  waves  were  limited  to  a  fixed  value 
and  then  differentiated  to  give  two  pips  per  cycle. 
Each  pip  produces  a  pip  of  rectified  current  through 
the  meter.  The  meter  reading  depends  on  the  num¬ 
ber  of  pips  received.  For  example  let  the  minimum 
integration  period  of  the  metei  be  d.  Then  if  .V 
equally  spaced  pips  are  received  during  d,  a  definite 
indication  is  pnxluced  by  the  frequency  meter.  This 
indication  is  the  same  for  each  application  of  the 
\T  pips  during  the  peritxl  d.  Now  if  these  applica¬ 


tions  occur  peri  xlically  at  intervals  of  time  e  (less 
than  </),  then  the  frequency  meter  gives  a  different 
but  still  a  definite  indication.  In  other  words,  there 
is  no  uncertainty  or  ambiguity  concerning  the  fre¬ 
quency  meter  readings  in  such  cases. 

Factors  That  Could  Produce  Variations  in  Meter 
Headings.  Any  of  the  following  factors  could  pro¬ 
duce  fluctuations  in  the  meter  reading  since,  as 
shown  in  the  preceding  paragraph,  the  reading  is 
proportional  to  the  number  of  pips  received  per 
time  interval. 

1.  Any  increase  or  decrease  in  the  number  of  pips 
.V,  received  in  time  d  over  the  various  periodic  in¬ 
tervals  c. 
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2.  Any  variation  in  the  length  of  <1  over  successive 
intervals. 

3.  Any  variation  from  time  to  time  in  the  length 
of  c. 

4.  Any  variation  in  the  spacing  of  the  .V  pips  such 
as  might  occur  if  the  signal  applied  to  the  frequency 
meter  is  not  completely  limited  to  the  fixed  value. 

5.  Various  electronic  difficulties,  including  im¬ 
proper  limiting,  lag  in  the  meter,  and  variation  of 
circuit  components  with  voltage  changes  or  with 
time. 

b.  Certain  mechanical  troubles,  such  as  variations 
in  the  distance  of  gating. 

Factors  Causing  Fluctuation  in  Reverberation 
Frequency.  The  reverberation,  as  it  is  received  from 
the  water,  may  fluctuate  in  frequency  for  the  fol¬ 
lowing  reasons: 
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1.  The  angular  beam  pattern  by  its  very  nature 
introduces  a  continuous  spectrum  of  frequencies  due 
to  doppler  effect.  If,  for  example,  the  pattern  is  X 
degrees  wide  (i  db  down  from  maximum  response, 
then  the  frequencies  within  that  angle,  when  the 
hydrophone  is  trained  dead  ahead,  cover  the  range 
front  the  ping  frequency  /„  to  /„  cos  X.  (If  amplitude 
fluctuations  discussed  in  the  next  paragraph  are  pres¬ 
ent,  the  frequency  variation  may  be  still  further  in¬ 
creased.) 

2.  Variations  in  amplitude  of  the  received  signal 
can  affect  the  reading  of  the  frequency  meter.  If  the 
amplitude  of  a  constant  frequency  signal  falls  below 
a  certain  value,  the  meter  reads  incorrectly,  where¬ 
as  for  levels  above  this  limiting  value,  it  always  reads 
correctly.  Rapitl  fluctuations  in  amplitude,  above 
and  below  this  value,  distort  the  waveform  applied 
to  the  meter  and  introduce  spurious  pips,  nullify 
legitimate  ones,  or  produce  irregular  spacing  in  the 


Fu.i  rk  13.  Reverberation  in  relative  knots  versus  distance  Fii.vrk  15.  Ship's  speed  versus  frequency  meter  reading- 

in  yards  with  ship  in  motion  at  12  knots— AMI'S.  AMI’S. 
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pips  received.  Relatively  slow  variations  which  do 
not  distort  the  waveform  are  in  most  cases  limited 
out. 

3.  Because  of  the  nature  of  the  medium  and  its 
motions,  the  actual  doppler  shift  may  differ  front 
that  which  was  calculated  on  the  assumption  that  the 
water  would  provide  a  uniform  scattering  medium. 
Most  important  in  this  respect  is  refraction  of  the 
sound  beam  clue  to  temperature  gradients.  The  wind 
moves  some  of  the  surface  water  along,  introducing 
spurious  velocity  components.  Reverberation  from 
the  bottom  would  produce  incorrect  frequencies  be¬ 
cause  of  tide  and  ocean  current  effects.  1'hese  fre¬ 
quency  distortions  usually  cause  phase  distortion, 
which  is  present  when  the  relation  between  fre¬ 
quency  and  phase  angle  is  not  linear.  Since  it  is  the 
ship’s  velocity  with  respect  to  the  water  that  is  de¬ 
sired.  the  gate  must  be  restricted  to  include  only 
the  region  very  close  to  the  ship,  Otherwise  rever¬ 
berations  may  enter  from  surface  layers  and  from 
the  bottom. 

Error  Introduced  by  Reception  of  One  Pip  Too 
Many  or  One  Too  Tew.  The  principle  of  uncertainty 
in  acoustics  may  be  intcrpieted,  in  the  present  case, 
as  indicating  an  unavoidable  uncertainty  of  one  in 
the  number  of  pips  (or  cycles)  that  are  observed  in 
any  finite  time  interval.  The  physical  basis  of  this 
uncertainly  may  be  illustrated  by  pointing  out  that 
the  gated  interval  may  not  contain  an  exactly  in¬ 
tegral  number  of  cycles  of  the  received  frequency, 
and  that  there  is  no  control  over  the  phase  of  the 
received  frequency  at  the  initial  or  final  instants  of 
the  gated  interval.  The  variable  transients  associated 
with  the  start  and  finish  of  the  time  interval  may, 
therefore,  be  such  as  to  lead  to  the  reception  of  one 
pip  more  or  less,  even  though  the  time  interval  it¬ 
self  remains  perfectly  constant. 

It  can  be  shown8  that  in  order  to  obtain  the  nec¬ 
essary  instrumental  accuracy  with  a  l()-yd  gate  length, 
the  transmitted  frequency  must  be  raised  to  about 
1  megacycle,  in  which  case  the  instrumental  error 
is  certainly  somewhat  less  than  other  errors. 

Proposals  for  Ft  i  t  rk  Development 


increased  to  the  order  of  1  megacycle.  The  use  of 
a  higher  frequency  limits  the  maximum  range  be¬ 
cause  of  attenuation  and  therefore  also  increases 
ship  security.  A  range  gate  should  be  provided  to 
limit  reception  to  a  specific  value  of  range  some 
distance  ahead  of  the  ship.  The  transducer  should 
be  pointed  somewhat  downward  from  the  horizontal 
so  that  none  of  the  sound  rays  can  impinge  on  the 
water  surface  or  the  ship’s  bottom.  This  avoids  er¬ 
roneous  readings  caused  by  distorted  layers  of  water 
near  the  surface  or  by  the  lack  of  doppler  from  the 
bottom  of  the  ship.  Refinement  of  design  of  the  elec¬ 
tronic  equipment  is  indicated  to  avoid  disturbance 
from  switching  transients  and  to  provide  a  steadier 
reading  of  the  frequency  meter  for  an  intermittent 
input. 

•«  PHASE  ACOUSTIC  MARINE 
SPEEDOMETER 

Theory 

The  phase  aioustic  marine  speedometer  [PAMS] 
employs  two  transducers,  arranged  to  face  each  other 
along  a  line  parallel  to  the  ship’s  keel.  One  of  these 
transmits,  the  other  receives.  Unlike  the  two  speed¬ 
ometers  previously  discussed,  measurement  of  speed 
is  based  on  the  phase  shift  introduced  by  the  water 
path  between  the  transducers.  This  phase  shift  can 
be  shown  to  be  a  function  of  ship's  speed  as  follows:14 

Assume  the  ship  to  be  at  rest  with  the  two  trans¬ 
ducers  arranged  facing  each  other  and  one  directly 
forward  of  the  other.  The  phase  lag  due  to  the 
water  path  is 


where  </>  =  phase  lag  in  radians, 

<•>  =  angular  frequency  in  radians  per  sec¬ 
ond, 

/.  =  distance  between  the  transducers  in  cen¬ 
timeters,  and 

r  =  speed  of  sound  in  water  in  centimeters 
per  second. 


In  line  with  the  preceding  discussion  of  the  evalu¬ 
ation  of  the  experiments,  an  improved  system  can 
be  proposed  for  the  pinging  speedometer,  utilizing 
the  same  general  scheme  described  for  the  AMPS. 
In  order  to  obtain  the  necessary  instrumental  accu¬ 
racy  in  speed  measurement,  the  frequency  should  be 


If  the  ship  is  moving  forward  with  speed  l'  centi¬ 
meters  per  second,  the  frequency  received  is  the  same 
but  the  phase  lag  caused  by  the  water  becomes 

+’-T=rr  (6) 
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SHIPBOARD  INSTRUMENTS:  II 


The  difference  in  phase  carded  by  the  ship’s  mo- 


r(r  -  I') 


But  since,  lor  the  range  of  s|)eeds  considered,  c  —  V 
nearly  ecpials  r.  the  phase  dilleieme  may  he  written 

4>'-4>  =  («) 


where  /  =  frequency  in  cycles  per  second. 

When  values  of  constant  quantities  and  conver¬ 
sions  are  inserted,  this  difference  becomes 

</>'  —  </>  =  0.135  x  10  6  fW  radians,  (!•) 


where  /  is  in  cycles  per  second,  /.  is  in  feet,  and  i  is 
in  knots. 

Possibilities  of  error  are: 

1.  The  assumption  that  t  —  I'  nearly  ecpials  i . 

2.  Change  in  water  temperature. 

3.  Variation  of  Iretpiency  in  the  oscillator  which 
drives  the  transmitter. 


l-yi  IP M KM 

The  elec  tronic  unit  for  the  PAMS  did  not  go  be¬ 
yond  the  blueprint  stage  and  experiments  carried 
out  used  speedometer  hydrophones  with  standard 
laboratory  ccpiipmetit,  as  well  as  a  QC  echo-ranging 
gear. 

Experiment  vi  Work 

Two  series  of  experiments  were  carried  out  on  the 
PAMS.  In  the  first  of  these,  a  crystal  Ixl-in,  trans¬ 
ducer  was  used  as  a  projec  tor  and  a  miniature  cone 
transducer  was  used  as  a  hydrophone.  The  projec  tor 
was  driven  from  a  small  power  amplifier  while  the 
hydrophone  output  was  amplified  and  led  to  one 
pair  of  plates  of  a  cathode-ray  oscilloscope.  The 
oscillator  output  was  applied  to  the  other  pair  ol 
plates,  and  the  resulting  pattern  gave  a  measure  of 
the  phase  between  the  transmitted  and  received  sig¬ 
nals.  The  oscillator  frequency  was  not  sufficiently 
stable  to  allow  ac  curate  measurements,  and  there  was 
loo  much  relative  motion  between  the  two  trans¬ 
ducers  because  they  were  not  solidly  mounted  to  the 
ship’s  hull.  As  a  result,  only  qualitative  observations 
could  be  made  of  the  phase  shift,  but  there  did  ap¬ 
pear  to  be  a  definite  change  as  the  ship’s  speed  was 
varied. 

In  the  second  set  of  measurements,  a  QC  projec  tor 


SPEED  IN  KNOTS 


Fici  kk  Hi.  Ship's  speed  versus  phase  shift  — I'AMS. 

was  used  as  transmitting  transducer,  and  an  installed 
sound  gear  monitor  |1SGM]1S  was  used  to  receive. 
The  monitor  output  was  amplified  and  applied  to 
one  [rail  of  plates  of  the  cathode-ray  oscilloscope.  The 
driver  output  of  the  QC  projector  was  applied  to  a 
variable  lag  line  and  the  output  from  the  line  ap¬ 
plied  to  the  second  pair  of  plates  of  the  oscilloscope. 
By  adjusting  the  amount  of  phase  lag  in  the  lag  line, 
a  straight-line  pattern  could  be  obtained  on  the 
cathode-ray  tube  and  the  value  of  phase  shift  from 
one  ship's  speed  to  another  could  be  obtained. 

Evaluation  ok  Experiments 

Figure  Hi  shows  the  results  of  the  measurements 
described  above.  The  experimental  values  obtained 
are  by  no  means  accurate,  probably  because  the 
waveform  was  poor  at  both  the  QC  projector  anc| 
the  ISGM  output,  so  that  it  was  impossible  to  ob¬ 
tain  a  straight  line  on  the  cathode-ray  tube  for  ref¬ 
erence.  This  waveform  was  complicated  by  the  pres¬ 
ence  of  spurious  pickup  clue  to  ground  loops.  The 
finest  division  on  the  variable  lag  line  was  5  degrees, 
limiting  the  potential  accuracy.  Moreover,  the  out¬ 
put  frequency  of  the  QC  projector  did  not  remain 
constant  during  the  measurement. 

Proposals  for  Future  Development 

An  improved  acoustic  phase  speedometer16  would 
use  two  transducers,  one  placed  ahead  of  the  other. 
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each  having  Hat  phase  shift  versus  frequency  char¬ 
acteristics.  Readings  of  phase  shift  clue  to  the  water 
path  would  be  taken,  first  using  one  transducer  to 
transmit  and  the  other  to  receive,  and  then  with  the 
functions  of  the  two  interchanged.  The  difference 
between  such  a  pair  of  readings  would  be  independ¬ 
ent  of  change  in  the  speed  of  sound  in  water  (and 
hence  of  temperature)  and  of  change  in  the  driving 
frequency.  1'his  difference  could  be  obtained  auto¬ 
matically  and  quickly  by  suitable  servomechanisms, 
which  would  operate  the  necessary  switch  for  inter¬ 
changing  the  transducers  and  would  balance  a  phase- 
indicating  device. 

The  principle  of  the  change  in  phase  due  to  the 
water  path  may  be  used  to  cause  two  other  meas¬ 
urable  effects.  The  first17  proposes  measurement  of 
a  voltage,  obtained  from  the  combination  of  the 
transmitted  and  received  signals.  Two  transducers 
are  placed  in  the  water,  one  in  front  of  the  other, 
acting  respectively  as  transmitting  and  receiving 
units.  The  received  signal  is  amplified  to  a  definite 
voltage  and  is  made  to  beat  with  an  equal  voltage 


from  the  driver  oscillator.  The  resultant  voltage  is 
made  zero  with  the  ship  at  rest  by  a  proper  choice 
of  frequency  and  of  distance  between  transducers. 
When  the  ship  moves,  the  phase  difference  between 
the  signals  changes  because  of  the  change  in  phase 
through  the  water,  and  the  voltage  of  the  combined 
signal  is  approximately  proportional  to  the  sine  of 
the  phase  difference  produced  by  the  motion. 

The  second  method10  also  employs  separate  trans¬ 
mitting  and  receiving  transducers.  'These  are  con¬ 
nected  in  the  circuit  of  a  phase-controlled  oscillator, 
whose  frequency  of  oscillation  would  then  be  varied 
with  variations  in  phase  due  to  the  water  path  be¬ 
tween  the  two  transducers.  Thus  a  measure  of  ship's 
speed  would  be  given  by  measurement  of  the  oscil¬ 
lator  frequency. 

As  compared  with  the  two  speedometers  based  on 
doppler  shift,  the  phase  speedometer  would  appear 
to  involve  the  greatest  complexity  in  apparatus  and 
to  offer  greater  difficulty  in  development.  It  is  likely 
that  these  handicaps  would  be  outweighed  by  the 
advantages  of  the  direct  transmission  path. 
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Echo  Repeater 

The  echo  repeater  as  developed  byXRI.,  UCDW'R, 
and  flTSL  is  an  artificial  target  designed  to  simulate 
the  reflection  properties  of  an  actual  vessel.  Thus, 
cclio-ranging  etiuipment  may  he  tested  economically 
and  with  some  measure  of  control  over  the  target. 
The  device  consists  of  a  hydrophone  and  a  projector, 
coupled  by  an  amplifier.  In  use,  the  repeater  is  sus¬ 
pended  or  towed  behne  the  surface  of  the  water  at 
some  distance  from  the  ship  whose  gear  is  being 
checked.  .7  ping  emitted  by  the  echo-ranging  pro¬ 
jector  is  picked  up  by  the  hydrophone,  amplified  and 
retransmitted  to  act  as  an  echo  for  the  pinging  vessel. 


e*  9  INTRODUCTION 

Tin  u  tima  ri:  mi  am  ki  of  performance  for  both 
sonar  personnel  and  sonar  equipment  is  effi¬ 
ciency  in  i lie  detection  of  neighboring  ships.  How¬ 
ever,  during  the  period  of  personnel  training  or 
equipment  development  when  very  frequent  use  of 
echo-ranging  gear  is  necessary,  it  is  extremely  ex¬ 
pensive  to  employ  surface  trait  or  submarines  as 
targets.  Moreover  it  is  difficult  to  maintain  adequate 
control  over  the  movements  and  the  echo-reflecting 
strength  of  a  target  vessel  throughout  the  duration 
of  a  training  or  testing  session.  For  these  reasons, 
various  laboratories  of  the  National  Defense  Re¬ 
search  Committee  became  actively  engaged  in  the 
development  of  artificial  echo-ranging  targets  at  a 
very  early  date.  Practice  targets  for  use  in  the  train¬ 
ing  ol  sonar  peisonnel  became  a  primary  concern 
ol  tin  pmgiam  initialed  by  the  University  of  Cali- 
bum,  i  at  Ms  Sail  Diego  l  aboratory.  On  the  other 
band,  the  main  objective  ol  the  somewhat  later  in¬ 
vestigation  undertaken  bv  I  Ian  aid  was  the  devel¬ 
opment  ol  targets  which  would  be  suitable  instru¬ 
ments  lor  the  testing  and  calibration  ol  sonar  equip¬ 
ment. 

Artificial  taigeis  comprise  two  types:  (1)  the  so- 
called  passive  targets  and  (2)  the  so-called  echo  re¬ 
peaters.  Passive  targets  consist  of  materials  having 


Fica  ri  1.  An  Hl'SI.  Kclio  repeater  (Sinccho  1). 


a  different  acoustic  impedance  from  that  of  water 
and  a  structural  form  designed  to  provide  surfaces 
with  effective  reflection  properties.  Various  plane, 
spherical,  and  cylindrical  structures  of  bubble  fiber, 
metal,  and  other  materials  have  been  tried.  Of  these 
a  hollow  steel  sphere  and  a  steel  triplane  arrange¬ 
ment  covered  with  bubble  rubber  are  the  only  ones 
with  which  any  satisfactory  results  were  obtained. 

Because  of  their  relatively  small  size,  the  diffi¬ 
culty  of  towing  them,  and,  in  the  case  of  the  tri- 
planes,  the  stringent  accuracy  of  construction  re¬ 
quired,  passive  targets  are  generally  used  only  in  sta¬ 
tionary  tests  and  have  been  largely  replaced  by  echo 
repeaters  when  extensive  target  service  is  required. 

The  echo-repeater  type  of  target  consists  essen¬ 
tially  of  two  transducers  coupled  by  an  amplifier 
(see  Figure  2).  One  of  the  transducers  receives  sig¬ 
nals  which  the  other  transmits  or  “repeats”  after 
they  have  been  amplified.  In  the  testing  procedure, 
the  echo  repealer  is  suspended  or  lowed  below  the 
surface  of  the  water  at  some  distance  from  the  ship 
whose  gear  is  being  checked.  A  ping  emitted  by  the 
echo-ranging  projector  is  picked  up  by  the  receiv  ing 
transducer  of  the  repeater,  amplified,  and  retrans¬ 
mitted  to  act  as  an  echo  for  the  sonar  gear. 

Echo  repeaters  may  be  broadly  classified  as  tow- 
able  or  nontowable.  With  the  towable  type,  an  ob¬ 
servable  doppler  shift  may  be  obtained  at  the  proper 
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Fii.i  rf  2.  Work  (liiignnn  of  t\pirul  echo  lepeater  circuits. 


POWER  SUPPLY  CIRCUITS 


speed.  For  i he  nonlowablc  type,  dopplei -shifting  cir¬ 
cuits  have  been  designed  so  that  the  stationary  re¬ 
peater  tail  provide  an  up  or  down  floppier  in  its 
echo  as  desired.  Within  these  two  types,  the  various 
models  differ  from  one  another  in  still  other  respects, 
such  as;  the  type  of  transducers  used,  piezoelectric 
or  magnetostrictive;  the  operating  frequency,  rang¬ 
ing  from  about  13  to  (if)  kc;  and  the  location  of  the 
amplifier  unit,  whether  completely  on  the  deck  of 
the  vessel,  completely  in  a  self-contained,  battery- 
operated  repeater  assembly,  or  partly  on  deck  and 
partly  in  the  transducer  assembly.  The  design  con¬ 
siderations  involved  in  these  differences  and  the  de¬ 
tailed  description  of  various  models  of  echo  repeater 
are  presented  in  succeeding  sections  of  this  chapter. 

The  first  attempts  to  devise  an  electroacoustic 
artificial  sonar  target  were  made  by  the  Naval  Re¬ 
search  Laboratory.  The  method  employed  involved 
a  transducer  which,  upon  receipt  of  the  outgoing 
sonar  pulse,  initiated  the  action  of  a  local  oscillator 
which  transmitted  an  "echo”  pulse.  This  target  was 
unsatisfactory  since  the  echo  did  not  provide  a  real¬ 
istic  simulation  of  the  frequency,  duration,  and  am¬ 
plitude  of  the  signal  received  by  the  target.  Engineers 
of  the  San  Diego  Laboratory  of  the  University  of 
California  Division  of  War  Research  then  improved 
upon  this  design  by  providing  sufficient  isolation 


between  the  receiving  and  transmitting  transducers 
to  permit  them  to  be  coupled  directly  by  a  suitable 
amplifier.  The  development  of  a  group  of  practice 
targets  which  proved  satisfactory  for  personnel  train¬ 
ing  in  the  Pacific  area  was  the  final  outcome  of  the 
work  at  San  Diego.  Late  in  1912  the  investigation 
of  echo  repeaters  was  established  as  an  individual 
project  in  the  program  at  the  Harvard  Underwater 
Sound  Laboratory  |HUSL],  and  San  Diego  then 
made  its  various  models  available  to  HUSL  for  test¬ 
ing  in  Atlantic  waters  and  for  the  assistance  of  the 
Harvard  group  in  its  development  of  repeaters  for 
equipment  testing  and  calibration. 

The  first  HUSL  echo  repeater,  known  as  Fecho, 
was  similar  in  design  to  the  San  Diego  Model  SR-2. 
It  consisted  of  a  torpedo-like  body  to  which  two 
piezoelectric  transducers  were  attached,  and  a  sepa¬ 
rate  amplifier  mounted  on  the  vessel  towing  the 
transducer  assembly.  Depressor  vanes  on  this  assem¬ 
bly  caused  it  to  be  submerged  when  towed.  While 
some  success  was  achieved  in  the  operation  of  the 
Fecho  repeater,  the  difficulties  of  maneuvering  its 
large  size  and  weight  stimulated  the  design  of  a 
less  unwieldy  model. 

Accordingly,  the  construction  of  a  series  of  smaller, 
towable  echo  repeaters,  called  Smechoes,  was  under¬ 
taken.  The  transducer-supporting  body  of  these 
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models  was  similar  to  the  torpedo-shaped  Fecho, 
except  for  si/e  and  weight.  A  number  of  tests  and 
modifications  were  made  with  these  repeaters  hut 
since  fully  satisfactory  results  were  never  obtained, 
a  fresh  start  was  finally  inaugurated  with  an  investi¬ 
gation  of  repealer  assemblies  ol  simplified  design. 
Ring-stack  magnetostriction  transducers  possessing 
much  greater  efficiencies  than  the  usual  magneto¬ 
sit  ictive  type  1  tetanic  available  at  this  lime  and  were 
incorporated  in  these  new  repeaters.  Successful  re- 
(UhvwctT  iilitaiuerJ  in  Hie  (tub  which  liiUjimtl  and 
apparently  the  transducer  improvement  was  largely 
responsible.  I  bis  is  borne  out  by  the  fact  that  a 
Smecho  model,  after  being  altered  to  use  the  ring- 
stack  transducer,  also  gave  satisfactory  performance. 

Toward  the  end  of  the  Harvard  development  pro¬ 
gram,  the  electronic  equipment  and  transducer  as¬ 
sembly  for  a  deep-water  echo  repeater  were  designed 
and  constructed  at  the  request  of  the  Navy.  The 
self-contained,  battery-operated  type  of  unit  found 
necessary  for  this  project  was  installed  in  a  torpedo¬ 
shaped  hull  furnished  by  ASDevLant.  lhe  com¬ 
pleted  repeater,  known  as  the  Whale,  was  capable 
of  being  towed  at  depths  down  to  2,000  ft  and  gave 
satisfactory  results  when  echo-ranging  was  carried  on 
with  a  tillable  projector. 

It  is  recommended  that  f  uture  work  be  directed 
toward  the  establishment  of  manufacturing  designs 
and  specifications  based  on  the  existing  types  of  re¬ 
peater,  and  toward  the  development  of  a  delayed- 
action  type  of  repeater  which  apparently  would  be 
very  valuable  in  several  additional  investigations  that 
have  been  proposed. 

GENERAL  DESIGN  CONSIDERATIONS 

Before  a  detailed  description  of  various  echo  re¬ 
peaters  is  given,  some  general  problems  involved 
in  their  design  are  discussed. 

621  Stationary  Repeaters 

'I'he  stationary  repeaters,  which  have  been  used 
in  general  only  for  shallow’  depths  up  to  ')()  ft,  rep¬ 
resent  the  simplest  design.  Two  transducers  sepa¬ 
rated  a  short  distance  vertically  ate  suspended  over¬ 
side  a  vessel.  The  transducer  leads,  relatively  short, 
are  connected  to  a  deck  amplifier.  Gain  adjustments 
Ural  umiwrluHit  hi  ilh-  tfrip’i  gtneraliJf  ptiAwr  sup¬ 
ply  are  readily  made  by  the  operator,  with  no  com¬ 


plications  of  voltage  regulation  or  magnetic  cou- 
pling. 

6-2,2  Towable  Repeaters 

When  a  transducer  assembly  is  towed  through  the 
water,  the  hydrodynamic  forces  are  such  that  the 
depth  to  which  the  transducers  are  submerged  is 
usually  only  a  fraction  of  the  length  of  the  towing 
cable.  The  depth  td  submersion  depends  mainly  on 
the  following  factors:  the  buoyancy  (positive  or  nega¬ 
tive)  of  line  uaiudurrr  awnthly  its  diving  vs m-  de¬ 
sign,  the  length  of  the  towing  cable,  and  the  speed 
of  towing. 

I'he  advantage  of  using  a  body  having  a  positive 
buoyancy  is  that  it  is  more  easily  handled.  Other 
things  being  equal,  less  force  is  required  to  tow  it, 
and,  when  the  towing  stops,  it  comes  to  the  surface 
of  its  own  accord.  In  a  shallow’  harbor  this  is  dis¬ 
tinctly  useful,  since  a  negatively  buoyant  body  is 
apt  to  settle  to  the  bottom  at  a  quick  stop  and  be¬ 
come  entangled  with  the  debris.  On  the  other  hand, 
it  is  difficult  to  attain  depths  of  over  50  ft  with  a 
positively  buoyant  body,  even  if  the  area  of  the  div¬ 
ing  vanes  is  made  relatively  large. 

I  he  length  of  the  conductor  cables  of  a  towed 
repeater  involves  difficulties  of  voltage  regulation 
and  coupling  between  the  leads  if  deck-mounted 
electronic  units  are  used.  Careful  design  has  made 
it  possible  to  develop  a  deck  electronic  system  using 
cable  lengths  of  several  hundred  feet.  In  some  cases 
it  was  found  advantageous  to  place  a  preamplifier 
within  the  transducer  assembly  to  reduce  the  dif¬ 
ference  in  the  power  levels  of  the  cable  conductors. 
In  one  of  the  later  HUSL  designs  of  echo  repeaters, 
all  amplifier  components  but  one  attenuation  con¬ 
trol  and  the  power  supply  are  included  within  the 
transducer  body,  the  deck  attenuation  allowing  a 
variation  of  2!)  db. 

For  depths  of  the  order  of  1,000  ft,  it  becomes  nec¬ 
essary  to  make  the  repeater  completely  self-contained. 
It  must  he  suffic  iently  heavy  and  equipped  with  the 
proper  depressing  vanes  so  that  enough  downward 
force  is  developed  to  neutralize  the  lift  of  the  cable 
(about  1  mile  in  length).  The  electronic  circuit  must 
be  operated  by  batteries  and,  because  of  the  heavy 
drain  of  polarizing  current,  the  use  of  permanent 
magnets  for  polarization  or  of  Pcrmcndur  transduc¬ 
ers,  tcquiiing  only  an  initial  niagtieli/atioti,  is  of 
great  advantage.  An  automatic  switch,  operated  by 
liulnnUfir  [tuxituf  tit  a  |wmt  Value  is  also  sksit- 
able.  For  such  depths  it  is  necessary  to  use  sufficient 
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wall  thickness  and  proper  seals  for  the  chamber  con¬ 
taining  the  electronic  equipment  so  that  it  can  with¬ 
stand  the  extreme  pressures  encountered. 

Another  factor  to  be  considered  in  the  design  of 
a  towable  repeater  body  is  its  hydrodynamic  stability. 
Because  of  the  limitations  of  the  vertical  sensitivity 
patterns  of  most  transducers,  it  is  desirable  to  re¬ 
strict  the  roll  and  pitch  of  the  transducer  assembly 
to  a  few  degrees.  For  investigation  of  shallow  opera¬ 
tion  stability  an  extra  conductor  may  be  connected 
between  an  indicating  meter  in  the  deck  electronic 
equipment  and  a  pendulum  potentiometer  in  the 
towed  body.  Care  must  be  exercised  in  choosing  a 
meter  of  the  proper  periodicity. 

Transducers 

The  features  ol  transducer  design  to  lie  considered 
are  (1)  type,  whether  piezoelectric  or  magnctostric- 
tive,  (2)  frequency  response,  (3)  horizontal  and  verti¬ 
cal  directional  patterns,  and  (-1)  efficiency.  Piezoelec¬ 
tric  transducers  were  found  satisfactory  in  the  San 
Diego  repeaters  which  were  employed  in  the  waters  of 
the  Pacific.  At  HUSL„  however,  transducers  for  echo 
repeaters  have  been  selected  almost  entirely  from 
the  magnetostrictivc  type  on  account  of  the  tem¬ 
perature  sensitivity  of  piezoelectric  transducers  and 
the  relatively  wide  variations  in  water  temperatures 
in  the  Boston  area. 

Types  of  Pikzoei.i  ctric  Transm  ci  rs 

The  San  Diego  piezoelectric  transducers  consisted 
essentially  of  la-degree,  x-cut  Rochelle  salt  crystal 
stacks.  I  he  BD-I  model  comprised  a  double  bank 
ol  2-1  crystals,  each  /  in.  by  I  ft  by  I  t/,  in.,  insu¬ 
lated  by  Corprene  pails  and  spacers  and  immersed 
in  vapor-lree  castor  oil.  To  reduce  acoustic  coupling, 
the  stacks  of  a  receiving  transducer  were  connected 
in  series,  whereas  those  of  a  projecting  transducer 
were  connected  in  parallel,  180  degrees  out  of  phase. 
The  CD-I,  CG-1,  and  CJ-1  models  were  all  similar 
electrically,  each  consisting  of  a  single  stack  of  20 
crystals.  They  exhibited  a  somewhat  more  uniform 
directivity  pattern  than  could  be  obtained  with  the 
BD-1. 

Types  of  Magnetostriction  Transihcers 

A  variety  of  magnetostriction  transducers  have 
been  used  at  HUSL  for  echo  repeaters,  including 
hard  nickel,  annealed  nickel,  and  Permendur  types. 
The  method  of  providing  the  polarizing  magnetic 


field  for  these  transducers  varies.  Hard  nickel  re¬ 
tains  sufficient  magnetism,  when  once  polarized,  for 
use  in  a  receiving  transducer  but  not  in  a  trans¬ 
mitting  transducer  in  which  the  values  of  current 
arc  high,  Transducers  constructed  of  annealed  nickel 
require  a  constant  How  of  direct  current  or  the 
presence  of  a  permanent  magnet  in  the  transducer 
magnetic  circuit  to  maintain  the  proper  degree  of 
polarization.  The  polarizing  current  needed  varies 
from  1  to  <)  amp  depending  on  the  size  of  the  trans¬ 
ducer.  With  long  conductor  cables  the  transmission 
of  the  polarizing  current  presents  a  considerable 
problem.  The  permanent  magnets  used  are  either 
Alnieo  or  sintered  iron  oxide  magnets. 

The  construction  of  the  more  efficient  laminated 
ring  stacks  does  not  readily  allow  the  use  of  perma¬ 
nent  magnets.  «o  that  a  polarizing  current  is  gen¬ 
erally  used  for  the  nickel  ring-stack  transmitters. 
Permendur  ('><*'  „  iron,  18(’j,  cobalt,  and  2°'()  vana¬ 
dium)  laminations,  however,  have  the  advantage 
that  they  retain  sufficient  magnetization  even  for 
transmitter  transducers.  As  this  alloy  is  becoming 
more  available,  its  use  in  laminated  ring  stacks  is 
becoming  more  common,  thereby  solving  the  prob¬ 
lem  of  the  polarizing  current  in  echo-repeater  trans¬ 
ducers. 

Frecji  incy  Response 

The  ideal  echo-repeater  transducer  has  a  very 
broad  frequency  response.  In  this  respect  crystal 
transducers  are  better  than  the  magnelostrirtive  type. 
Most  of  the  latter  have  a  rather  narrow  frequency 
range,  and  with  two  such  transducers  in  a  repeater 
the  overall  response  drops  twice  as  rapidly  as  that 
of  either  alone.  Because  of  the  nature  of  this  fre¬ 
quency  response,  any  given  echo  repeater  is  lim¬ 
ited  in  use  to  a  relatively  small  range  of  frequency 
and  its  calibration  of  target  strength  versus  frequency 
must  be  accurately  determined. 

Sensitivity  Patterns 

The  horizontal  pattern  of  mosi  transducers  used 
for  echo  repealers  usually  lids  a  satisfactory  circular 
symmetry.  The  vertical  pattern  must  be  wide  enough 
to  intercept  the  signals  of  echo-ranging  gear  at  rea¬ 
sonable  ranges.  For  a  stationar  repealer  operating 
at  the  depth  of  the  gear  on  the  ranging  vessel,  a 
vertical  beam  angle  3  db  down  at  10  degrees  is  ade¬ 
quate.  If  a  towed  target  is  used,  the  beam  should 
be  wider,  3  db  down  at  30  degrees,  because  of  the 
roll  and  pitch  of  the  target  and  because  the  target 
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may  not  maintain  the  desired  orientation.  The  width 
of  the  vertical  pattern  is  mainly  a  function  of  the 
height  of  the  transducer,  a  height  of  about  1  wave¬ 
length  being  commonly  used.  There  are  two  objec¬ 
tions  to  making  the  vertical  beam  width  too  great: 
(1)  increasing  the  width  increases  the  maximum 
power  output  required  in  the  amplifier;  (2)  the  feed¬ 
back  from  the  transmitter  to  the  receiver  transducer 
increases  as  the  beam  is  widened. 

With  the  deep  target,  the  Whale  echo  repeater, 
the  transducer  sections  are  so  arranged  and  oriented 
that  the  direction  of  maximum  radiation  is  vertical; 
however,  considerable  energy  is  radiated  also  in  a 
horizontal  direction. 

Efficiency 

Used  in  its  normal  sense  as  the  ratio  of  output  to 
input,  the  efficiency  of  the  crystal  transducers  in  the 
early  echo  repeaters  varies  from  about  20  to  60  per 
cent  depending  on  the  frequency  of  operation.  The 
first  magnetostriction  transducers  used,  of  the  B-I9A, 
B-19B,  and  B-19F  types,  have  a  much  lower  effi¬ 
ciency,  in  general  less  than  1  per  cent.  King-stack 
transducer,  however,  range  from  10  to  70  per  cent 
in  efficiency.  These  higher  values  result  mainly  from 
an  improved  magnetic  circuit  and  a  higher  mechani¬ 
cal  (). 

A  low  efficiency  in  a  receiving  transducer  is  not 
a  serious  handicap  since  it  is  relatively  easy  to  pro- 
side  sufficient  amplification  of  the  incoming  signal. 
To  compensate  for  the  low  efficiency  of  a  transmit¬ 
ting  transducer,  however,  the  output  of  the  power 
amplifier  must  lie  correspondingly  increased,  which 
is  not  so  easily  achieved.  Because  the  efficiency  of  a 
transducer  is  a  function  of  the  operating  frequency, 
it  is  necessary  to  calibrate  an  echo  repeater  over  a 
range  of  frequencies,  if  accurate  knowledge  of  its 
general  performance  is  desired. 

63  ELECTRONIC  DESIGN 

CONSIDERATIONS 

63-'  Calibration 

\n  echo  repeater  may  be  calibrated  in  terms  of 
its  “equivalent  sphere.”  By  definition,  the  equiva¬ 
lent  sphere  of  any  target  is  a  sphere  which  would 
reflec  t  as  much  energy  as  the  target  itself.  The  size 
of  the  simulated  sphere  produced  by  an  echo  re¬ 
peater  for  a  given  input  signal  is  directly  propor¬ 
tional  to  its  output  voltage.  The  gain  or  attenua¬ 


tion  setting  of  the  repeater  amplifier  may  there¬ 
fore  be  used  to  calculate  comparative  values  of  equiv¬ 
alent  sphere  radii.  Since  such  settings  are  commonly 
scaled  in  decibels,  a  logarithmic  unit  of  sphere  size, 
the  target  strength  unit  [TSU]  has  been  agreed  upon. 
A  sphere  with  a  6-ft  ratlins  has  been  arbitrarily  as¬ 
signed  a  rating  of  zero  TSU;  a  sphere  having  a  22-ft 
radius  correspondingly  has  a  target  strength  of  11.3 
TSU.  The  original  specifications  of  echo  repeaters 
required  that  they  be  capable  of  providing  a  target 
strength  of  1 1.3  TSU  within  ±1  db. 

6-3-2  Power  Relations 

T  he  power  incident  on  a  sphere  at  a  relatively 
large  distance  from  a  projector  may  be  expressed 
by  the  relation: 

pjy- 

p  = 

nii- 

power  incident  on  the  sphere, 
power  input  into  the  projector, 
efficiency  of  the  projector, 
radius  of  the  sphere, 

directivity  index  of  the  projector  pat¬ 
tern,  which  is  defined  as  the  ratio  of  the 
average  intensity  of  the  pattern  to  its 
maximum  intensity, 

distance  between  the  projec  tor  and  the 
sphere. 

dale  illations  for  a  typical  QG  projector  with  an 
electric  input  of  250  w,  an  efficiency  of  10  per  cent 
and  a  directivity  index  of  0.008  show  that  the  power 
incident  on  a  22-ft  sphere  at  a  distance  of  500  yd 
amounts  to  0.072  w. 

To  simulate  a  perfec  tly  reflecting  sphere,  the  echo 
repeater  receiving  this  power  must  reflect  an  equal 
quantity  to  the  projector.  The  electric  input  into 
the  repeater  transducer  necessary  to  emit  a  given 
amount  of  power  is  directly  proportional  to  its  direc¬ 
tivity  index  and  inversely  proportional  to  its  effi 
ciency.  For  a  typical  ring-stack  transducer,  1  wave¬ 
length  long,  with  a  directivity  index  of  0.5  and  an 
efficiency  of  30  per  cent,  the  electric  input  for  an 
acotist  output  of  0.672  w  is  1.12  w.  These  figures 
are  given  primarily  to  indicate  the  magnitude  of  the 
power  requirements.  Actual  values  vary  considerably 
from  one  projector  to  another  and  from  one  repeater 
transducer  to  another. 


where  /’,  - 

n  = 
/:  = 

i)  = 


n  = 
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The  minimum  power  that  a  repeater  can  effec¬ 
tively  amplify  is  dependent  on  its  inherent  noise 
level.  A  received  signal  must  be  from  5  to  10  db 
above  the  noise  level  in  order  to  be  distinguishable 
after  it  is  amplified  and  returned  to  the  echo-rang¬ 
ing  equipment. 

The  maximum  power  that  a  repeater  can  emit  is 
limited  by  the  overloading  of  the  amplifier.  If  the 
amplifier  is  overloaded,  the  repeater  does  not  main¬ 
tain  the  calibrated  sphere  size.  For  this  reason  the 
power  requirement  of  a  repeater  amplifier  varies 
inversely  with  the  square  of  the  closest  operating 
range  desired.  To  decrease  the  closest  range  from 
500  to  100  yd  requires  that  the  maximum  power  of 
a  repeater  amplifier  be  increased  by  a  factor  of  25. 

6.3.3  Amplifier  Gain  Requirement 

The  gain  requirement  of  an  echo-repeater  ampli¬ 
fier  depends  mainly  on  the  sensitivity  of  the  receiving 
transducer  and  the  efficiency  of  the  transmitting 
transducer.  The  following  example  illustrates  the 
order  of  magnitude  of  the  values  involved. 

The  sensitivity  of  a  00-kc  transducer  in  a  stick 
assembly  enclosed  in  an  oil  chamber  was  found  to  he 
—  1 17.5  db  (vs  1  v)  per  dyne  per  sq  cm.  When  10  v 
(20-db  level)  were  applied  to  the  transmitting  trans¬ 
ducer,  similarly  mounted,  a  field  of  58  db  above  1 
dyne  per  sq  cm  was  obtained  at  1 1  ft"  from  the  trans¬ 
ducer.  To  produce  a  field  of  1  dyne  per  sq  cm,  the 
voltage  level  required  would  be  20  db  —  58  db,  or 
—.‘18  db.  The  difference  between  —38  db  and  —1 17.5 
db  is  70.5  db.  which  is  the  amplifier  gain  needed  by 
the  repeater  to  simulate  a  22-ft  sphere.  This  value, 
corresponding  to  a  voltage  ratio  of  about  10,000,  was 
checked  by  the  calibration  procedure  and  found  to 
be  correct  within  ±2  db. 

6  3A  Coupling  Limitations 

The  gain  which  may  be  developed  by  an  echo- 
repeater  amplifier  without  producing  oscillation 
through  feedback  is  limited  among  other  factors  by 
the  couplings  between  the  input  and  the  output  sys¬ 
tems.  These  couplings  may  be  of  three  different 
kinds:  acoustic,  acoustic-mechanical,  and  electric. 

Pure  acoustic  coupling  is  encountered  when  the 

“The  distance  of  II  ft  is  used  because,  according  to  the 
calibration  theory,  the  comparison  calibration  value  deter¬ 
mined  at  that  distance  is  the  gain  setting  required  to  produce 
an  equivalent  sphere  having  a  radius  of  22  ft. 


sound  field  generated  by  the  transmitting  transducer 
is  impressed  on  the  receiving  transducer  either  di¬ 
rectly  or  by  reflection.  The  pattern  of  the  sound  field 
depends  among  other  things  upon  the  length  of 
the  transducers.  A  ring  stack  with  its  axis  vertical 
has  a  circular  pattern  in  the  horizontal  plane.  If  the 
transducer  is  1  wavelength  in  height,  its  pattern  in 
the  vertical  plane  is  approximately  that  of  a  cosine 
function,  the  three-dimensional  configuration  resem¬ 
bling  a  toroid.  If  both  the  receiving  and  the  trans¬ 
mitting  transducers  arc  of  this  type,  it  is  evident  that 
they  must  be  separated  the  proper  vertical  distance. 
In  ptactice,  a  spacing  of  12  in.  is  adequate  for  re¬ 
ducing  the  acoustic  feedback  to  a  negligible  value. 
Shorter  spacing  may  be  used  with  longer  transducers 
at  the  expense,  however,  of  loss  of  breadth  of  the 
horizontal  beam. 

With  a  properly  mounted  array  of  transducers,  for 
which  the  direc  t  acoustic  coupling  is  negligible,  there 
may  still  be  coupling  because  of  reflection  from  ait- 
bubbles  or  other  foreign  matter  in  the  water,  front 
the  surface,  the  bottom,  vessels,  animal  life,  or  any¬ 
thing  else  in  the  water,  including  temperature  gradi¬ 
ents.  Whenever  a  target-towing  boat  approaches  a 
latge  vessel,  the  repeater  tends  to  oscillate.  The 
same  result  follows  when  the  target  is  towed  through 
a  wake,  because  of  (he  air  bubbles.  When  a  repeater 
is  used  for  purely  tactical  purposes,  the  amplifier 
gain  is  usually  set  just  below  the  howl  point,  but 
with  a  calibrated  equipment-testing  repeater,  there 
must  be  sufficient  margin  between  the  howl  point 
and  the  operating  point  to  insure  negligible  feed¬ 
back. 

Acoustic-mechanical  coupling  occurs  when  the  vi-, 
brat  ion  of  the  transmitting  transducer  is  imparted 
to  the  receiving  transducer  through  the  structural 
member  forming  the  transducer  assembly.  The  cou¬ 
pling  may  be  established  by  a  too  solid  mechanical 
connection,  or  it  may  he  transmitted  from  one  trans¬ 
ducer  to  the  other  through  a  path  including  the 
surrounding  medium  as  well  as  structural  supports. 
Since  such  coupling  may  cause  oscillation  at  low 
volume  settings,  sections  of  acoustically  insulating 
material  should  be  placed  between  parts  of  the  struc¬ 
tural  assembly  of  the  transducers. 

Electric  coupling  may  be  classified  as  electrostatic 
or  magnetic.  No  definite  evidence  concerning  the 
presence  of  electrostatic  coupling  was  obtained  dur¬ 
ing  development  of  the  HUSL  echo  repeaters.  Mag¬ 
netic  coupling,  however,  proved  to  be  a  limiting 
factor  in  the  case  of  some  repeaters  using  deck  elec- 
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ironic:  systems.  Magnetic  coupling  occurs  whenever 
the  current-carrying  conductors  of  the  input  and 
the  output  circuits  are  in  close  proximity.  With 
ring-stack  transducers  of  average  efficiency  and  sen¬ 
sitivity  there  is  a  difference  in  level  of  approximately 
80  db  between  the  receiving  and  the  transmitting 
pairs  of  conductors.  To  reduce  the  mechanical  strain 
on  the  electric  cables  it  is  necessary  to  fasten  them 
at  intervals  to  the  towing  cable,  thus  bringing  them 
close  together.  For  conductors  consisting  of  simple 
twisted  pairs,  the  magnetic  coupling  is  almost  cer¬ 
tain  to  be  excessive.  By  using  four  or  six  wire  cables 
with  alternate  conductors  connected  together,  the 
coupling  between  the  conductors  is  greatly  reduced. 
Even  in  this  case,  however,  some  interaction  is  en¬ 
countered  unless  the  conductors  are  arranged  cir¬ 
cumferentially  around  a  central  nonconducting  core. 
With  four  wire  conductors  connected  and  arranged 
as  described,  successful  performance  may  be  achieved 
for  cable  lengths  up  to  250  ft.  If  greater  cable  lengths 
arc  desired,  it  is  advisable  to  install  the  amplifier  in 
the  transducer  housing  and  use  one  multiconductor 
cable  to  provide  power  and  gain  control. 

6.3.5  Frequency  Response  and  Stability 

Experiments  show  that  when  a  transducer  with 
a  flat  frequency  response  is  towed  through  water, 
the  noise  level  in  the  system  is  relatively  high  at 
the  normal  gain  setting  of  the  repealer  amplifier. 
To  reduce  this  noise  a  filter  is  usually  installed  in 
the  amplifier  circuit.  Because  efficient  transmitting 
transducers  generally  have  a  rather  narrow  frequency 
response,  the  overall  response  of  the  repeater  is  fur¬ 
ther  limited  by  the  transducer  characteristics.  If  the 
receiving  transducer  also  has  a  sharp  frequency  re¬ 
sponse,  the  noise-limiting  filter  may  be  dispensed 
with.  The  frequency  response  of  the  amplifier  should 
be  as  flat  as  possible  over  the  operating  range  of 
the  repeater.  In  general,  the  amplifier  response  is 
limited  near  the  upper  and  lower  frequency  limits 
by  the  characteristics  of  the  transformers  used,  espe¬ 
cially  those  of  the  output  transformer.  With  a  sharply 
tuned  system,  the  frequency  response  must  be  accu¬ 
rately  known  and  the  oscillator  circuit  properly  cali¬ 
brated.  The  incoming  signal,  furthermore,  should 
be  monitored  during  operation  to  make  certain  that 
operation  is  proceeding  within  the  effective  fre¬ 
quency  range  of  the  repeater. 

The  amplifier  system  should  also  be  designed  so 
that  its  gain  is  as  independent  as  possible  of  changes 


in  temperature,  line  voltage,  etc.  In  most  repeater 
circuits  considerable  negative  feedback  is  used,  and 
with  voltage-regulated  power  supplies  for  all  stages 
except  the  power  stage,  the  effects  of  reasonable  line- 
voltage  variations  are  reduced  to  a  negligible  value. 
On  a  small  target  vessel,  however,  there  is  often  diffi¬ 
culty  in  keeping  the  line  voltage  variation  below 
20  per  cent,  and  even  w-ith  battery-operated  systems 
it  is  necessary  to  consider  the  drop  in  voltage  as 
the  batteries  begin  to  run  down. 

6-3-6  Monitor  Service 

In  the  operation  of  an  echo  repeater,  it  is  usually 
desirable  to  have  some  means  of  monitoring  the 
signals.  If  the  system  has  enough  amplification  to 
produce  sell-oscillation  at  high  gain,  the  howl-point 
setting  serves  as  a  simple  check  of  performance.  If 
the  anticipated  howl  does  not  occur,  lack  of  the 
proper  functioning  of  the  transducers  or  the  ampli¬ 
fier  is  indicated.  If  the  system  oscillates  at  an  abnor¬ 
mally  low  gain  setting,  undesirable  feedback  is  be¬ 
ing  introduced  at  some  point  in  the  system. 

A  monitor  is  useful  not  only  in  indicating  whether 
or  not  the  system  is  functioning  properly  but  also 
in  serving  to  measure  the  relative  strength  and  the 
frequency  of  the  incoming  signals.  The  monitor 
circuit  includes  a  monitoring  amplifier,  a  frequency 
converter,  and  a  loudspeaker.  It  is  connected  to  the 
repeater  circuit  by  putting  a  high-impedance  volt¬ 
age  divider  across  the  low-impedance  output  circuit 
of  the  power  amplifier.  With  a  fixed  gain  setting 
of  the  monitor  amplifier,  the  repeater  operator  can 
judge  the  intensity  of  the  incoming  signals  by  the 
sound  issuing  from  the  loudspeaker.  By  feeding  in 
a  signal  from  a  local  calibrated  oscillator,  the  fre¬ 
quency  of  the  signal  may  be  determined. 

Another  methtxl  of  monitoring  the  repeater  sys¬ 
tem  consists  of  using  an  oscilloscope.  From  the  size 
of  the  vertical  deflections  on  the  oscilloscope  screen 
it  is  possible  to  estimate  the  amplitude  of  the  sig¬ 
nals.  The  waveform  and  the  frequency  of  the  signals 
may  also  be  studied  when  an  oscilloscope  is  used. 

If  the  power  output  stage  of  the  repeater  ampli¬ 
fier  is  of  class  B,  AB,  or  C,  the  plate  current  in  the 
output  may  be  used  as  an  indication  of  signal  level. 
The  readings  of  a  meter  registering  this  current  also 
indicate  whether  self-oscillation  is  occurring.  The 
relationship  between  current  and  signal  strength  is 
not  linear,  however,  and  the  indications  for  weak 
signals  are  not  reliable. 
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I'll. i  ki  ,‘t.  MuilisiTlion  Uiphiuv  target. 

3  7  Location  of  Electronic  Units 

When  a  stationary  repeater  is  being  used  in  rela¬ 
tively  shallow  water,  deck  electronic  units  are  the 
simplest  solution.  In  the  case  of  a  repeater  towed 
at  a  depth  of  1,000  ft,  body  electronic  units  are  a 
necessity.  For  repeaters  towed  at  depths  of  front  50 
to  100  ft,  a  choice  may  he  made  between  deck  and 
body  units.  In  the  following  paragraphs  the  rela¬ 
tive  merits  of  some  of  the  features  of  both  systems 
are  discussed. 

The  disadvantage  of  deck  electronic  units  is  that 
long  electric  cables  are  required:  about  200  It  of 
cable  are  necessary  for  a  towing  depth  of  100  ft. 
I  o  maker  connections  to  the  deck  unit  two  separate 
cables  are  generally  used  since  it  is  not  desirable  to 
place  the  output  and  the  input  conductors  within 
the  same  cable  when  there  is  a  large  difference  in 
level  between  them.  There  is  sufficient  capacity  be¬ 
tween  the  cable  conductors  so  that  they  cannot  be 
used  satisfactorily  with  a  high-impedance  amplifier; 
lor  best  operation  the  amplifier  impedance  should 
be  matched  to  the  characteristic  impedance  of  the 
lines.  I  he  line  losses  in  long  elec  tric  cables  must  be 
considered,  although  to  elate  they  have  not  presented 
any  serious  limitation.  Trouble  may  also  be  encoun¬ 
tered  by  the  breaking  of  the  cables.  This,  however, 
can  be  avoided  if  the  cables  are  secured  to  the  tow¬ 
ing  cable  every  lew  feet. 

By  locating  the  amplifier  and  batteries  within  the 
transducer  assembly,  the  cable  difficulties  are  com¬ 


pletely  eliminated.  The  batteries,  however,  must  be 
recharged  or  replaced  after  every  run;  and,  of  course, 
no  control  of  the  repeater-amplifier  circuit  is  avail¬ 
able  during  a  run. 

An  intermediate  solution  is  to  place  the  ampli¬ 
fier  unit  within  the  transducer  housing  and  to  use 
a  single  multiconductor  cable  to  feed  power  to  the 
various  amplifier  components.  By  adding  one  addi¬ 
tional  conductor  to  the  cable,  some  gain  control 
may  be  made  available  on  the  lowing  vessel  by 
means  of  a  potentiometer  circuit. 

The  chief  advantages  of  deck  electronic  units  are 
the  possibilities  of  remote  gain  control  and  monitor¬ 
ing.  Remote  gain  control  is  not  extremely  important 
in  the  case  of  a  calibrated  repeater  operating  at  a 
known  frequency.  T  he  monitoring  function  is  the 
more  important  advantage.  By  means  of  the  monitor 
it  is  possible  to  be  certain  of  the  proper  operation 
of  the  repeater.  With  sharply  resonant  transducers 
and  filters,  it  becomes  particularly  important  for 
checking  operating  frequency  and  amplifier  gain. 

In  die  case  of  a  repeater  using  body  electronics 
and  only  a  power  table,  it  is  still  possible  to  effect 
some  monitoring  of  the  repeater.  This  can  be 
achieved  by  inserting  chokes  in  the  d-c  power  line 
and  imposing  some  of  the  output  voltage  of  the 
amplifier  on  these  lines.  The  a-c  voltage  reaching 
the  upper  end  of  the  cable  may  then  be  amplified 
to  operate  a  loudspeaker  or  an  oscilloscope.  Because 
ol  the  current  drawn  by  the  tubes  during  the  peaks 
ol  the  cycles,  the  response  of  die  monitor  may  not 
be  linear  with  respect  to  the  output  of  the  repealer. 

I  his  difficulty  can  be  circumvented,  however,  by 
calibrating  the  monitor  system.  Frequency  monitor¬ 
ing  is  also  feasible  with  this  method. 

64  PASSIVE  TARGETS  AND  ECHO 
REPEATERS 

M  1  Passive  Targets 

Ml  l.llSK .11  ON  I  R II>1 . A N I . 

Ihe  successful  triplane  model  of  passive  target  is 
illustrated  by  the  photograph  of  Figure  ,H.  This  tar¬ 
get  consists  of  steel  plates  t/g  in.  thick  assembled 
as  shown,  the  overall  length  of  any  edge  being  12  in. 

1  he  plates  are  covered  on  both  sides  by  a  i/g-in. 
thickness  ol  bubble  rubber.  Towing  rings  are  pro¬ 
vided  so  that  the  target  may  be  towed  with  either 
of  two  orientations  ol  the  planes.  The  reflection  sen¬ 
sitivity  pattern  of  the  nudiisection  triplanc  varies 
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Fh.i'rh  -I.  Hollow  sphere  target. 


somewhat  with  direction  both  horizontally  and  ver¬ 
tically.  The  average  value  of  the  equivalent  sphere 
diameter  is  approximately  3  ft. 

Figure  4  is  a  photograph  of  the  hollow  steel  sphere, 
3  ft  in  diameter,  which  is  also  found  to  function 
satisfactorily  as  a  small  passive  target.  It  is  made  of 
two  hemispherical  shells  attached  to  each  other  by 
welded  joints  at  the  ends  of  two  perpendicular  diam¬ 
eters.  Each  shell  encloses  an  airtight  space,  the  pur¬ 
pose  of  which  is  to  provide  desirable  reflection  prop¬ 
erties.  A  space  between  the  two  shells  allows  the 
inner  volume  to  fill  with  water  on  submergence. 
I  he  reflection  pattern  of  the  sphere  is,  of  course, 
more  uniform  than  that  of  the  iriptane,  for  whuh 
reason  the  former  is  preferred  when  accurate  data 
in  nurudi'd  u.v*  Mr  myuiml  V  twrpjU  q Jinv  of 
3-ft  diameter  is  of  particular  interest  since  it  ap¬ 
proximates  a  sea  mine  in  size  and  reflection  prop- 


Fk.ckk  !i.  t  owed  submerged  antisubmarine  practice  target. 
Model  SR-2. 


erties.  Neither  the  triplane  nor  the  sphere  is  easily 
towahlc  so  that  their  use  is  generally  restricted  to 
stationary  observations. 

Performance  of  Passive  Targets 

Both  the  triplane  and  the  sphere  have  served  suc¬ 
cessfully  as  stationary  targets  at  various  testing  sta¬ 
tions  for  numerous  echo-ranging  equipments.  Be¬ 
sides  their  simplicity  and  ease  of  maintenance,  passive 
targets  also  have  the  advantage  of  unlimited  range 
of  power  output.  In  other  words,  they  do  not  become 
overloaded  (and  therefore  less  effective  in  terms  of 
target  size  at  short  ranges  or  high  transmitting 
powers). 

6A2  San  Diego  Echo  Repeaters 

Various  echo  repeaters  designed  primarily  as  prac¬ 
tice  targets  for  use  in  the  training  of  sonar  opera¬ 
tions  and  attack  teams  were  successfully  developed 
by  the  San  Diego  Laboratory  at  an  early  date.  Among 
these  are  the  RR-1,  for  suspension  from  a  lowed 
raft;  the  KR-1,  for  keel  mounting;  the  BR-1,  for 
use  in  a  stationary  buoy;  and  the  lowed  models, 
SR-2  and  SR-5.  Each  of  these  uses  x-cut  Rochelle 
salt  crystal  transducers  and  one  of  the  several  lfi-  to 
26-kc  amplifiers  designed  at  San  Diego.  Gains  rang¬ 
ing  from  !)()  to  11  1  db  and  power  outputs  as  high 
as  9  w  are  obtainable  with  these  repeaters. 

Figure  5  shows  the  exterior  appearance  of  the 
SR-2,  and  Figure  (’>  is  the  circuit  diagram  of  its 
amplifier.  This  model  is  designed  for  operation  at 
depths  between  f>0  and  !)<)  ft  when  towed  at  the  end 
of  a  1,200-lt  cable.  It  is  of  particular  'merest  here 
because  it  was  the  prototype  for  the  first  of  the 
Harvard  repeaters,  the  Fcctio. 

Satisfactory  results  have  been  obtained  from  these 
n-prMm  trUcu  utrd  in  Vat  iiu  »«ui«  TUry  w  (Uni¬ 
fied  as  |rersonnel-training  devices,  however.1'  Fite  re¬ 
mainder  of  this  chapter  is  devoted  almost  exclusively 
to  the  equipment-testing  type  of  echo  repeater  which 
received  most  of  its  development  at  Harvard. 

m.s  Early  Harvard  Repeaters 

Feci  to 

First  Circuit.  Figure  7  is  a  photograph  of  the 
transducer  assembly  of  Feclio,  the  first  echo  repeater 

•>  For  a  lull  description  of  echo  repealers  designed  lor  train¬ 
ing  application,  the  reader  is  referred  to  Division  6.  Volume  I, 
Chapter  6. 
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Fici  rk  6.  Schematic  diagram  of  UAII  amplifier  for  SR-2. 
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fit, 1*1  7.  ffiliti  U'])t  ilt'r  ii.iimlmtr  .iittctnlily. 

assembled  at  Harvard.  The  overall  ’.-igth  ol  the 
Uirpcstis-dijQied  bitch  rt  a|iptiucuti  Unt  ii  Ll  Jlu*  cli- 
ameter  about  18  in.  Snlhc  ient  ah  p..ccs  are  provided 
so  that  the  body  is  slightly  buoyant  and  preset  lins 
cause  it  to  submerge  when  towed. 


Two  x-cut  Rochelle  salt  crystal  transducers,  each 
with  an  area  of  1x8  in.,  are  mounted  on  the  top  and 
the  bottom  respectively,  the  upper  one  being  used 
as  a  receiver,  the  lower  as  a  transmitter.  The  former 
has  its  crystals  connected  in  series-parallel,  the  latter 
all  in  parallel.  The  pattern  of  transducers  of  this 
type  is  broad  in  a  horizontal  plane,  having  circular 
symmetry  within  (i  db.  Because  of  the  8-in.  length 
of  the  crystals  the  vertical  pattern  is  relatively  much 
sharper. 

T  he  connections  between  the  two  transducers  and 
the  amplifier  chassis  on  htttttl  the  lowing  vessel  are 
made  by  a  pair  of  two-conductor  shielded  c  ables.  Fig¬ 
ure  8  is  the  schematic  diagram  of  the  modified  San 
Diego  i  ijir  Vi  auijUilier  tiftuii  with  It  wac  used  Tlw 
purpose  of  the  modifications  was  to  increase  the  gain 
of  the  amplifier  and  improve  its  tuning  for  opera¬ 
tion  at  I  I  kc. 


Fii.im.  H.  Sdii  ncilii  <lia};iam  of  San  l)ic-|;ii  amplifier ■  fen  t  vdio  K|if;itci  . 
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I  k. i  ki  9.  Schematic cliagiam  of  Fwlm  «U»|»|»U-i  c -irctiit. 


I'crlit)  Doppler  Circuit.  The  performance  of  (lie 
Feclio  repeater  with  the  first  HlJSl.  amplifier  circuit 
was  not  satisfactory.  In  general,  only  weak  echoes, 
harely  distinguishable  amidst  the  reverberation,  were 
obtained.  In  order  to  pros  ide  unmistakable  signals, 
separable  from  reverberation  and  undesired  reflec¬ 
tions,  a  circuit  was  devised  to  doppleri/e  the  echo 
signals.  Advantage  was  taken  ol  the  broad  resonance 
of  the  projector  of  the  equipment  under  test  and 
the  narrow  response  of  the  receiving  transducer.  The 
projector  is  adjusted  to  ping  at  a  frequency  500  c 
below  the  peak  of  the  sonar  amplifier  response.  The 
echo  repeater  is  modified  by  equipping  it  with  an 
output  oscillator  tuned  to  the  amplifier  peak  fre¬ 
quency.  This  oscillator  is  amplitude-modulated  in 
accordance  with  the  strength  of  the  lower  frequency 
signal  picked  up  by  the  receiving  transducer  of  die 
echo  repeater.  A  sharply  tuned  notching  filter  is 
located  in  the  input  circuit  of  the  repeater  to  atten¬ 
uate  signals  of  the  low  incoming  frequency  and 
render  both  acoustic  and  electric  feedback  ineffec¬ 
tive,  making  possible  a  high  level  output  without 
howl.  Figure  9  is  the  schematic  diagram  of  the  am¬ 
plifier  circuit  by  means  of  which  the  artificial  dop- 
pler  is  produced. 

Pccho  Performance,  l’he  chief  liability  of  the 
Fecho  repeater  is  its  large  si/e  and  weight  which 


make  it  extremely  unwieldy  and  dillicult  to  handle 
when  being  put  into  the  water  or  taken  out.  For 
this  reason  a  smaller,  lighter  body,  known  as  Sniceho 
(Figure  I)  was  designed  soon  alter  a  few  tests  had 
indicated  the  c  lumsiness  of  the  Fee  ho  model. 

Smkciio  Modki.s 

Four  different  Smecho  models  were  construc  ted 
and  subjected  to  testing,  l  heir  hydrodynamic  per¬ 
formance  was  relatively  poor  and  their  repeater  char¬ 
acteristics  were  unsatisfactory.  At  the  lime  of  the 
tests  on  Smecho  I,  a  reorganization  of  the  research 
in  echo  repealer  development  was  effected  and  a 
new  series  of  experiments  undertaken.  During  the 
period  of  Smecho  investigations,  however,  a  separate 
project  of  a  buoy-supported  echo  repeater,  known 
as  Oscar,  had  been  completed.  This  model  is  there¬ 
fore  described  first,  before  the  later  repeater  devel¬ 
opments  are  discussed. 

644  Buoy-Supported  Echo  Repeater, 

Oscar 

Description  of  Oscar 

The  buoy-supported  echo  repeater,  Oscar,  was  de¬ 
signed  specifically  for  testing  echo-ranging  systems 
installed  on  the  Aide  dr  Camp,  a  llO-lt  diesel  yacht 
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shown  by  the  photograph  of  Figure  10.  The  Hag 
at  the  top  facilitated  locating  the  buoy,  since  the 
buoy  structure  was  visible  only  a  short  distance. 

The  transducers  used  by  the  repeater  are  hung 
independently  from  opposite  sides  of  the  buoy,  sepa¬ 
rated  by  a  vertical  distance  of  about  la  ft  with  the 
upper  transducer  approximately  30  ft  below  the  sur¬ 
face  of  the  water.  The  type  B-19F  tubular  magneto¬ 
striction  hydrophones  (see  Division  (i,  Volume  13) 
are  15  in.  long.  The  transducer  cables  are  fastened 
permanently  to  the  buoy  structure  and  connected  to 
the  amplifier  unit  by  plugs. 

The  amplifier  unit  is  located  in  the  upper  section 
of  the  buoy  above  the  water  level.  The  circuit  for 
the  amplifier  unit,  given  by  Figure  1 1,  is  designed  to 
operate  over  a  frequency  range  of  from  21.5  to  21.5 
kc.  A  filter  with  a  frequency  response  about  3  kc  wide 
lies  between  the  f»SC»7  stage  and  the  first  half  of 
the  6SL7  tube.  The  second  half  of  the  (1SL7  tube 
forms  a  cathode  follower  feeding  into  the  (iVtiOT 
power  tube.  The  power  supply  consists  of  a  Vibra- 
pack  connected  to  a  motorcycle-type  storage  battery. 

Performance  of  Oscar 

The  Oscar  echo  repeater  performed  satisfactorily 
the  function  for  which  it  was  designed.  A  sufficient 
number  of  echoes  were  usually  returned  to  make 
operated  by  Harvard.  The  general  arrangement  of  possible  the  desired  checks  on  the  operation  of  sonar 
the  repeater  assembly  in  its  relation  to  the  buoy  is  equipment.  The  intensity  of  the  echoes  was  great 


aoooor 


Eli. i  nr  It).  liiio\.sti|>|M>i'U'(!  echo  repeaici,  Oscar. 
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enough  so  that  lack  ol’  control  of  the  gain  of  the 
amplifier  during  operation  did  not  prove  a  serious 
handicap. 

6-4  S  Stationary  Repeaters  with  Ring-Stack 
Transducers 

Description 

Because  of  the  unsatisfactory  results  obtained  with 
the  Smccho  models,  a  fresh  attack  was  made  on  the 
repeater  project  by  starting  with  simpler,  nontowablc 
or  stationary  transducer  assemblies.  In  some  cases 
two  transducers  were  simply  suspended  in  the  water 
overside,  separated  a  few  feet  vertically.  More  com¬ 
monly,  however,  they  were  attached  to  a  short  length 
of  pipe,  one  at  each  end,  so  that  their  relative  orien¬ 
tation  would  remain  fixed.  This  manner  of  mount¬ 
ing  the  transducers  became  known  as  a  “pipe”  or 
“stick"  assembly,  the  arrangement  of  which  is  in¬ 
dicated  by  the  sketch  of  Figure  12. 

At  this  time  ring-stack  transducers  became  avail¬ 
able.  These  consist  of  stacks  of  nickel  laminations 
of  a  circular  form.  Mainly  because  of  the  improved 
magnetic  circuit  inherent  in  their  design,  the  effi¬ 
ciency  of  these  transducers  is  approximately  100 
times  that  of  the  B-19A  and  B-19B  transducers.  By 
using  a  ring  stack  for  the  transmitting  transducer, 
the  output  of  an  echo  repeater  may  therefore  be 
considerably  increased.  The  constructional  details 
of  a  5-in.  20-kc  ring  stack  are  shown  in  the  sketch  of 
Figure  13. 

Figure  1*1  is  the  schematic  diagram  of  the  ampli¬ 
fier  unit  designed  for  a  repeater  using  a  B-19B  hydro¬ 
phone  as  receiving  transducer  and  a  5-in.  ring-stack 
hydrophone  as  transmitting  transducer.  A  filter, 
slightly  overcoupled  to  provide  a  band  pass  in  the 
region  of  20  kc,  feeds  the  6SN7  push-pull  driver 
stage.  Fite  maximum  gain  of  the  amplifier  is  about 
120  db  and  the  maximum  output  into  125  ohms 
about  18  w.  Flic  noise  output  is  15  db  above  1  mv 
with  the  input  terminals  shorted  and  the  gain  set 
at  its  maximum.  This  considerable  random  noise  is 
traceable  largely  to  the  Vibrapack.  File  peak  values 
of  noise  arc  sufficient  to  prevent  the  use  of  a  peak 
voltmeter  at  the  output  terminals. 

Performance 

In  order  to  determine  the  feedback  or  coupling 
limitations  of  this  repeater,  tests  were  made  by  vary¬ 
ing  the  distance  between  the  receiving  and  the  trans¬ 


mitting  transducers.  No  change  in  performance  was 
observed  as  the  separation  distance  was  increased 
beyond  1  ft.  Below  1  ft,  however,  the  gain  had  to 
be  decrcasetl  to  prevent  howling.  Neither  the  inser¬ 
tion  of  a  flexible  coupling  in  the  pipe  connecting 
the  transducers  nor  the  installation  of  acoustically 
insulating  baffles  affected  the  maximum  possible 
gain.  These  observations  confirm  conclusions 
reached  at  the  San  Diego  Laboratory  concerning  sim¬ 
ilar  hydrophones. 

After  this  checkup  the  repeater  was  operated  in 
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lusts  of  QC  sonar  c‘<|ui]>nieiu .  During  these  trials  the 
repeater  functioned  much  more  satisfactorily  than 
the  Smecho  repeaters  had.  No  difficulty  was  experi¬ 
enced  in  detecting  a  large  number  of  intense  echoes. 
Only  occasionally  did  the  repeater  go  into  oscillation, 
and  good  echoes  were  returned  at  the  close  range  of 
.‘{()<)  yd.  By  applying  frequency  modulation  to  the 
ping  of  the  QC  gear,  distinguishable  echoes  were 
obtained  even  at  75  yd. 

6.4.6  Towable  Echo  Repeaters  with 
Rack  Amplifiers 

Description 

After  the  successful  performance  of  the  combina¬ 
tion  of  the  B-19B  and  the  ring-stack  transducers  as 


a  stationary  repeater,  they  were  tried  on  a  Smecho 
body.  To  eliminate  the  noise  generated  by  the  pas¬ 
sage  of  the  transducers  through  the  water,  they  were 
enclosed  in  streamlined  housings  of  thin  sheet  steel 
mounted  on  a  suitable  structure.  Because  of  reflec¬ 
tions  produced  by  the  housing,  however,  the  sensi¬ 
tivity  pattern  of  the  hydrophones  was  seriously  dis¬ 
torted.  The  streamlining  was  therefore  abandoned 
and  Smecho  1  was  equipped  with  a  B-19B  hydro¬ 
phone  and  a  5-in.  ring-stack  transducer  without  any 
housing. 

At  this  time  there  was  also  developed  a  new  ampli¬ 
fier  unit,  consisting  of  six  different  sections  which 
are  assembled  in  a  rack.  The  top  section  contains 
the  monitor  loudspeaker  and  a  voltage  regulator. 
On  the  second  panel  are  mounted  the  polarizing 
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current  control  and  ammeter.  The  third  section  con¬ 
tains  the  listening  monitor  circuit;  the  fourth,  the 
power  amplifier;  and  the  fifth,  the  voltage  amplifier. 
In  the  sixth  seel  ion  of  the  rack,  a  battery -charging 
unit  is  mounted,  the  batteries  themselves  being  lo¬ 
cated  in  the  space  below  the  rack.  Figure  la  is  a  view 
of  the  rack  as  installed  on  the  /uldi-Wallti. 

The  schematic  diagrams  of  the  power  amplifier 
used  in  the  rack  are  given  in  Figure  Id.  The  filter 
shown  connected  to  the  input  is  designed  to  have  a 
resistance  independent  of  frequency.  Negative  feed¬ 
back  is  utilized  to  stabilize  gain  and  to  reduce  dis¬ 
tortion,  and  voltage  regulator  tubes  are  included 
in  the  power  supply  for  the  (il.ti  screen  voltages.  The 
operating  frequency  was  usually  near  20  or  (>()  kc. 

Performance 

Fite  performance  of  Since  ho1  (see  Figure  1), 
equipped  with  a  B-19B  receiving  hydrophone  and  a 
5-in.  ring-stack  transmitter,  was  satisfactory  in  con¬ 
nection  with  the  rack  amplifier  system  just  described. 
For  a  period  of  over  a  year  it  was  successfully  used  for 
tests  of  QC  equipment.  By  means  of  the  echo  re¬ 
peater  calibrator  a  number  of  calibration  tests  were 


made.  On  the  average  it  was  found  that  the  echo 
repeater  could  be  made  to  simulate  a  sphere  11  ft 
in  diameter  with  the  gain  set  10  db  below  the  howl 
point. 

6A1  High-Frequency  Stick  Assemblies 

Description 

The  success  of  the  nontowablc  echo  repeaters  uti¬ 
lizing  the  stick  assembly  of  transducers  led  to  the 
development  of  a  towable  (iO-kc:  assembly  of  similar 
type.  The  sketch  of  Figure  17  shows  the  essential 
parts  of  the  internal  structure.  Two  laminated  ring 
stacks  are  used  for  the  transducers,  a  1-in.  hard 
nickel  stack  as  the  receiving  and  a  2-in.  soft  nickel 
stack  as  the  transmitting  hydrophone.  Each  has  a 
mean  diameter  of  1  in.  The  transducers  are  con¬ 
tained  within  two  separate  chambers  filled  with  cas¬ 
tor  oil.  These  chambers  arc  acoustically  and  elec¬ 
trically  insulated  from  each  other  to  minimize  any 
coupling  action  between  the  transducers  inside  the 
assembly.  A  central  tube  passing  through  the  entire 
assembly  serves  as  a  conduit  for  the  electric  cables. 
The  mechanical  arrangement  is  designed  to  make 
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it  possible  to  disassemble  the  repeater  lor  repairs  or 
replacements  without  dilliculty.  In  use  a  steel  tow- 
inf;  cable  is  at  (ached  to  one  end  of  the  transducer 
assembly,  the  other  end  of  which  is  fastened  to  a 
depressor,  designed  and  constructed  by  the  San  Diego 
Laboratory  (see  Figure  18). 

Performance 

Several  models  of  the  OO-kc  echo  repealer  were 
constructed  before  the  successful  design  illustrated 
by  Figure  17  was  achieved.  In  the  development  of 
the  transducer  assembly  a  series  of  difficulties  ex¬ 
tending  over  a  period  of  several  months  was  encoun¬ 
tered.  The  early  calibration  measurements,  which 
were  made  near  a  pier,  sometimes  showed  variations 
in  equivalent  sphere  si/e  over  a  range  of  20  to  1.  At 
times  this  behavior  was  seemingly  correlated  with 
tide  effects  on  the  turbulence  and  the  trapped  ait 
in  the  water  near  clocks.  It  is  highly  probable  also 
that  interference  from  reflecting  surfaces  was  a  con¬ 


tributing  factor,  since  better  results  were  obtained 
in  deep  water. 

Further  difficulties  in  obtaining  consistent  cali¬ 
brations  were  traced  to  improper  design  in  the  trans¬ 
ducer  assembly  of  the  echo  repeater.  In  the  first  mod¬ 
els  both  transducers  were  located  within  a  single 
oil  chamber.  The  operation  in  these  cases  was  found 
to  be  seriously  limited  by  magnetic  and  acoustic  coup¬ 
ling  within  the  transducer  assembly.  Some  feedback 
was  also  traced  to  magnetic  coupling  between  the 
cables  leading  to  the  transducers.  Investigation  of 
these  difficulties  was  complicated  by  the  multitude 
of  variables  involved,  such  as  the  length  of  the  ca¬ 
bles,  the  polarity  of  the  connections,  and  the  pres¬ 
ence  of  balanc  ing  and  filtering  sections  in  the  c  ircuits. 
Eventually,  however,  the  (it)-kc  repeater  was  so  im¬ 
proved  that  its  variability  and  erratic  behavior  were 
eliminated  and  consistent  calibrations  were  obtained 
whenever  they  were  made  in  undisturbed  water.  The 
performance  of  the  repeater  at  the  Florida  Field 
Station  has  been  satisfactory  in  regard  both  to  con¬ 
sistency  in  calibration  results  and  to  its  use  as  a 
target  for  echo-ranging  gear.  With  110  ft  of  cable 
the  transducer-depressor  combination  tows  at  a  depth 
of  about  7.r>  ft. 

6.4.8  Artificial  Doppler  Circuits 

As  soon  as  the  first  echo  repealer  had  been  assem¬ 
bled  at  HUSL,  it  was  realized  that  it  would  be  ad¬ 
vantageous  to  be  able  to  impart  a  dopplcr  shift  to 
the  repeater  signal.  In  many  cases  a  dopplerizcd  echo 
is  more  easily  recognized  than  one  without  dopplcr. 
Moreover,  in  the  development  of  doppler  utilization 
devices  for  sonar  equipment,  a  dopplcr  signal  is 
necessary  for  testing  purposes.  For  these  reasons  a 
number  of  artificial  doppler  circuits  were  designed 
and  incorporated  into  the  HUSL  echo  repeaters  of 
both  the  towable  and  nontowable  types. 

The  artificial  doppler  circuit  of  the  Fecho  repeater 
has  already  been  described  (see  Figure  !)).  During 
the  later  development  of  repeaters  three  other  dop- 
plerizing  circuits  were  constructed. :t 

He  IKROOYNF.  DoIM’I.KR-.ShIFIING  CIRCUIT 

A  block  diagram  of  the  first  of  these,  designed  for 
a  (iO-kc  repeater  and  known  as  a  heterodyne  shifting 
circuit,  is  given  by  Figure  19.  This  circuit  contains 
two  local  oscillators,  one  of  which  operates  at  a  fixed 
frequency  of  80  kc.  Fart  of  its  output  is  mixed  with 
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the  incoming  (iO-kc  signal  to  produce  an  intermediate 
frequency  of  HO  kc.  The  other  local  oscillator  oper¬ 
ates  at  a  frequency  of  SO  kc  plus  or  ininits  the  de¬ 
sired  dopplcr  shilt  to  he  applied  to  the  outgoing 
signal.  A  second  mixer  tithe  fed  by  the  two  local 
oscillators  is  connected  to  a  tuned  discriminator  cir¬ 
cuit  which  controls  the  frequency  of  the  tloppler- 
shifting  osc  illator  by  means  of  a  reactance  tube.  The 
output  of  this  oscillator  is  also  fed  to  a  third  mixing 


tube  in  which  the  intermediate  frequency  is  com¬ 
bined  with  the  dopplcr-shifted  frequency.  A  polarity 
reversing  switc  h  and  dillcrent  discriminator  connec¬ 
tions  make  it  possible  to  provide  signals  with  either 
up  or  down  tlopplcrs  ranging  from  2  to  a  knots. 

f  igure  20  is  the  schematic  diagram  of  a  similar 
circuit  developed  for  the  (i()-kc:  echo  repeater  used 
at  the  Florida  Field  Station.  This  dopplcri/ing  cir¬ 
cuit  is  connected  to  the  echo  repeater  between  the 
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output  of  the  voltage  amplifier  and  the  input  of  the 
(iO-kc  filter.  A  switch  is  provided  to  permit  the  flop¬ 
pier  c  ircuit  to  he  connected  in  or  out  of  the  repeater 
c  irc  uit.  An  intermediate  frequency  of  l(»0  kc  is  used 
instead  of  80  kc  as  in  the  block  diagram  of  Figure  10. 
The  local  osc  illators  operate  at  frequencies  of  100  kc 
and  100  kc  ±Af  rcs|jectively.  The  possible  cloppler 
shifts,  up  or  clown,  range  from  \/>  to  10  knots  as  indi¬ 
cated.  A  discriminator  output  meter  is  connected 
across  the  grid  of  the  reactance  tube  and  so  provides 
a  measure  of  the  floppier  shift  developed  in  the  cir¬ 
cuit.  I  he  /ero  beat  indicator  consists  of  a  (>E!>  tube 
by  means  of  which  the  two  local  oscillators  may  be 
checked  against  each  other.  In  use  the  large  fre¬ 
quency-shift  dial  is  set  to  correspond  to  the  position 
of  the  discriminator  control  knob.  When  the  circuit 
is  proper!)  adjusted,  the  desired  floppier  shift  intro¬ 
duced  is  maintained  within  narrow  limits  without 
attenuation.  Satisfactory  operation  has  been  obtained 
both  with  the  foregoing  circuit  and  with  the  modifi¬ 
cations  of  it  designed  for  use  with  20-  and  2(>-kc  echo 
repealers. 

Balanced  Modulator  Doim’I.er  Shifter 

A  second  scheme  devised  to  obtain  a  doppleri/cd 
signal  from  a  stationary  echo  repeater  is  illustrated 
by  the  block  diagram  of  Figure  21.  As  indicated  in 
the  figure,  the  signal  and  the  output  of  a  local  oscil¬ 
lator  are  applied  to  phasing  circuits  which  produce 
four  voltages  of  equal  amplitudes  but  in  quadrature 
relationship  for  each  of  the  two  input  voltages.  The 
output  voltages  of  the  inverters  (see  Figure  22)  arc 


applied  in  double  push-pull  to  the  grids  of  four  re¬ 
mote  cutoff  pentodes,  the  cosine  components  to  one 
pair,  the  sine  components  to  the  other.  The  plates 
of  these  tubes  arc  connected  in  parallel  to  a  low- 
resistance  common  plate  load.  The  gain  of  alternate 
push-pull  pairs  is  equalized  by  adjustable  screen  re¬ 
sistors  and  the  common  bias  point  is  chosen  so  that 
the  mutual  conductance  of  the  push-pull  pairs  is  a 
linear  function  of  the  grid  voltage  with  the  bias 
voltage  as  origin,  that  is,  square  law  operation  re¬ 
sults.  By  reversing  the  leads  from  the  oscillator  phase 
shifter,  the  output  of  the  circuit  is  changed  from  up 
cloppler  to  clown  doppler  or  vice  versa.  Circuit  con¬ 
stants  ate  c  hosen  so  that  doppler  shifts  ranging  from 
10  to  1,000  c  may  be  obtained. 

In  its  final  form,  a  chassis  incorporating  the  above 
circuit  was  found  to  operate  fairly  satisfactorily 
after  having  been  allowed  to  warm  up  for  10  min 
before  adjustments  were  made.  Because  it  was  found 
to  require  frequent  checking,  however,  anti  because 
the  simpler  heterodyne  shifter  was  made  available, 
tite  balanced  modulator  circuit  has  not  been  used 
for  repeater  service. 


Kim  irk  19.  Work  diagram  of  heterodyne  shifter  doppler 
circuit. 


CONFIDENTIAL 


60  KC 


PASSIVE  TARGETS  AND  ECHO  REPEATERS 


97 


Fk-i  rf  20.  Schematic  diagram  of  artificial  dopplcr  circuit  for  (iO-hc  echo  repeater. 
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6-4-9  Dopplerized  Stationary  Repeater 
with  Crystal  Transducers 

A  doppleri/ed  echo  repeater,  which  was  often  used 
for  tests  in  Boston  Harbor,  consists  of  a  20-kc  sta¬ 
tionary  crystal  transducer  assembly  and  a  deck  elec¬ 
tronic  unit.  The  latter  contains  a  voltage  amplifier, 
a  heterodyne  dopplcr-shifting  circuit,  a  power  am¬ 
plifier,  and  a  listening  amplifier,  all  mounted  in  one 
chassis. 

The  transducer  assembly  consists  of  two  CD-I  crys¬ 
tal  hydrophones  suspended  over  the  side  of  the  vessel 
so  that  the  hydrophones  are  separated  vertically  a 
distance  of  approximately  10  ft.  The  block  diagram 
of  the  electronic  unit  is  given  in  Figure  23.  The 
heterodyne  floppier  circuit  differs  somewhat  from 
that  described  in  connection  with  Figures  19  and 
20  in  that  no  discriminator  circuit  is  included.  The 
frequency  meter  is  therefore  operated  by  a  rec  tifier 
circuit  containing  a  square-wave  oscillator.  Figure 
23  is  the  schematic  diagram  of  the  entire  electronic 
unit. 

"While  this  repealer  assembly  has  not  been  cali¬ 
brated,  it  has  been  in  frequent  service  and  has  per¬ 
formed  satisfactorily  throughout  its  period  of  use. 

6,-mo  Whale  Echo  Repeater 

General  Considerations 

The  Whale  is  a  self-contained  echo-repeater  tar¬ 
get  designed  to  lie  towed  at  15  knots  at  a  depth  of 
1,000  ft.  The  seamanship  requirements  are  thus  ex¬ 
traordinarily  severe.  In  order  to  reach  the  desired 
depth,  a  tow  cable  some  3,000  ft  long  is  required. 
Accordingly,  the  towing  vessel,  in  addition  to  the 
requirements  for  its  own  propulsion  at  the  assigned 
speed,  must  be  capable  of  towing  4,000  ft  of  heavy 
cable  at  this  speed.  The  cable  drag  is  too  large  to 


permit  the  body  to  be  hauled  in  under  way,  and 
the  cable  winch  must  be  extremely  sturdy  to  retrieve 
this  length  of  cable  when  it  hangs  vertically  down¬ 
ward  over  the  fantail.  The  necessity  of  reeling  in  the 
cable  while  lying  to  requires  that  the  body  of  the 
Whale  must  be  capable  of  surviving  repeated  sub¬ 
mergence  to  1,000  ft,  even  though  it  customarily 
operates  at  the  more  mcxlest  depth  of  1,000  ft.  These 
problems  of  seamanship  had  already  been  solved  by 
the  stall  of  ASDcvLant  prior  to  the  initiation  of  work 
by  HUSL  on  the  echo  repeater  portion  of  the  Whale. 

Description  of  Mechanical  Assembly 

The  body  of  the  Whale  is  torpedo-shaped  (see  Fig¬ 
ure  25).  One  section,  which  contains  the  echo-re¬ 
peater  electronic  units,  is  watertight;  the  others  are 
free  flooding.  Fhc  overall  length  of  the  Whale  is 
lfi  ft  and  its  hull  diameter  15  in.  Its  weight  in  air 
without  the  repeater  assembly  is  2,250  lb  and  in 
water  it  has  a  negative  buoyancy  of  1,935  lb.  A  depth 
recorder  constructed  by  the  Woods  Hole  Oceano¬ 
graphic  Institution  is  installed.  A  hydrostatic  pres¬ 
sure  switch  actuated  at  a  predetermined  pressure 
(generally  00  ft  of  water)  is  used  to  open  and  close  the 
electronic  circuits. 

The  pressure  chamber  of  the  Whale  containing 
the  electronic  units  is  about  5  ft  long.  It  consists  of 
four  forged  steel  c  ylinders  welded  together  and  stress- 
relieved.  The  wall  thickness  of  1 in.  is  capable  of 
withstanding  an  external  p  essure  of  4,000  psi.  The 
ends  of  the  pressure  section  are  removable.  When 
attached  they  arc  sealed  with  Bridgman  seals  which 
are  so  designed  that  an  increase  in  external  pressure 
increases  the  sealing  pressure. 

Whale  Transducers 

Figure  2(i  is  a  view  of  a  Whale  transducer,  one 
of  which  was  attached  to  each  cover  of  the  pressure 
section.  Windows  in  the  Whale  body  permit  free 
transmission  of  sound  to  or  from  the  transducers. 
Each  unit  consists  of  three  stacks  of  laminations  2  in. 
high  polari/cd  by  a  permanent  magnet.  In  order  to 
obtain  the  desired  frequency  of  21.5  kc,  modified 
Hebbphone-II’'  laminations  were  used.  The  modifi¬ 
cations  consisted  of  punching  a  magnet  slot  in  the 
bottom  end  of  the  lamination  and  shortening  the 
stacks  after  consolidation. 

The  stacks  are  mounted  in  a  heavy  aluminum 
casting  with  the  active  faces  Cycle-Welded  to  rubber 


c  See  Division  6,  Volume  13. 
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Fu.I'RI  22.  Schematic  (li.iKi.ini  of  balanced  modulator  dopplcr-shirdii"  tin  nil. 


diaphragms  which  arc  a  Iso  Cycle-Welded  to  the  alum¬ 
inum  ease  to  make  a  watertight  joint.  The  space 
between  the  sides  of  the  laminated  stacks  and  the 
aluminum  case  is  filled  with  pressure  release  mate¬ 
rial.  Corprene  in  some  places  and  Cell-  I  ite  neoprene 
in  others.  The  air  spates  within  the  transducers  were 
vacuum-filled  with  degassed  castor  oil.  In  order  to 


balance  the  pressure  between  the  inside  and  the  out¬ 
side  of  the  transducer  case,  each  transducer  is 
equipped  with  a  sylphon  bellows.  As  the  transducers 
are  subjec  ted  to  greater  and  greater  pressure  from 
the  outside,  the  sylphon  bellows  contract  and  thereby 
force  more  oil  into  the  transducer  case  to  compen¬ 
sate  for  the  contraction  of  the  pressure  release  matc- 
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rial.  The  three  stacks  of  each  transducer  arc  con¬ 
nected  in  series-aiding  and  two  leads  are  brought 
out  through  pressure  seals  to  the  neck  of  the  lining 
on  the  pressure  chamber.  The  resonant  frequency 
of  the  transducers  is  close  to  24.75  kc,  the  efficiency 
about  19  per  cent. 

Electronic:  Equipment  of  the  Whale 

The  amplifier  unit  of  the  Whale  is  located  within 
the  pressure  chamber.  The  power  supply  for  this 
unit  consists  of  a  battery  cartridge  which  contains 
all  batteries  required  for  the  various  tube  voltages. 
I  bis  cartridge  is  inserted  into  the  pressure  chamber 
at  the  end  opposite  that  used  for  the  amplifier  unit, 
battery  power  was  decided  upon  because  of  the  diffi¬ 
culties  attending  the  feeding  of  power  through  a 
cable  1,000  ft  long.  Storage  batteries  are  not  used 
because  of  the  danger  of  explosion. 

The  schematic  diagram  of  the  amplifier  unit  is 
given  in  Figure  27.  The  input  from  the  receiving 
transducer  is  transformer-coupled  to  the  grid  of  the 
first  amplifier  tube  through  an  attenuator  calibrated 
in  2-clb  steps.  The  next  two  amplifier  stages  arc 
resistance-coupled.  To  stabilize  the  gain  for  var)ing 
battery  voltages,  a  negative  feedback  loop  is  inserted 
between  the  output  of  the  third  stage  and  the  input 
of  the  second.  The  third  stage  is  transformer-coupled 
to  a  band-pass  filter  of  the  constant  resistance  type. 
The  output  of  the  filter  is  transformer-coupled  to 


the  grids  of  the  driver  stage  which  in  turn  is  also 
transformer-coupled  to  the  output  stage.  This  stage 
finally  is  also  transformer-coupled  to  the  transmit¬ 
ting  transducer.  To  improve  the  linearity  of  the 
class  11  amplifier  characteristic,  part  of  its  output  is 
fed  back  to  the  class  A  driver  stage  with  the  proper 
phase  relation  to  cause  degeneration. 

In  order  to  limit  the  average  plate  current  in  the 
output  stage,  an  RC  section  is  inserted  between  the 
dry  cell  plate  supply  and  the  center  tap  of  the  pri¬ 
mary  of  the  output  transformer.  In  this  manner  the 
time  during  which  the  output  tubes  can  draw  plate 
currents  of  more  than  75  mu  is  limited  to  an  interval 
of  50  to  100  msec.  The  need  for  this  limitation  arises 
from  the  possibility  that  continuous  oscillation  of 
the  amplifier  unit  might  be  caused  by  surface  or 
other  reflections  or  by  the  reception  of  a  steady  sig¬ 
nal.  Without  this  plate  current  limiter  the  plate  sup¬ 
ply  cells  might  quickly  become  polarized. 

The  function  of  the  constant  resistance  filter  is 
to  reduce  noise  at  frequencies  outside  the  band  over 
which  the  Whale  is  designed  to  operate.  The  advan¬ 
tages  of  this  type  of  filler  are  that  it  appears  as  a 
resistance  at  all  frequencies  and  that  it  permits  the 
use  of  negative  feedback. 

Performance  Tests  of  the  Whale 

Mechanical  Tests.  A  number  of  tests  of  the  me¬ 
chanical  performance  of  the  Whale  were  made  by 
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Figure  21.  Schematic'  diagram  of  20-kc  echo  rc|>cater  with  dopplei  shifter. 
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Navy  personnel  both  before  and  after  the  repeater 
unit  had  been  installed  (see  Table  1).  Of  particular 
interest  was  the  behavior  of  the  pressure  seals  of 
the  repeater  section  at  great  depths.  These  fortu¬ 
nately  prosed  to  be  watertight  during  all  the  tests 
including  those  made  at  depths  of  2,200  ft.  The  re¬ 
sults  of  a  number  of  lowing  runs  are  represented  by 
the  graphs  of  Figure  28.  It  is  apparent  from  these 
graphs  that  there  is  no  difficulty  in  obtaining  desired 
depths  if  the  proper  speed  and  cable  length  are  used. 

Acoustic  Test.  The  sketch  of  Figure  29  illustrates 
the  method  used  to  check  the  operation  of  the  Whale 
etho  repeater.  As  shown  in  the  figure,  an  external 
feedback  loop  is  formed  by  means  of  two  auxiliary 
Hcbbphonc  transducer  sections  coupled  by  an  a-c 
ammeter.  To  obtain  proper  mechanical  coupling 
between  the  auxiliary  and  the  repeater  transducers. 


Fit.i'Ki:  2(>.  Transducer  of  Whale  echo  repeater. 

it  is  advisable  to  coat  all  the  transducer  faces  with 
castor  oil  and  carefully  squeeze  out  all  air  bubbles. 


SPECIAL 


Fk. i  rk  27.  Circuit  diagram  of  Whale  amplifier  unit. 
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4  •  •  10  It  14  It 

SPEED  IN  KNOTS 

Fic.I'rk  28.  Depth  versus  speed  in  Whale  towing  tests. 

If  the  repeater  switch  is  then  dosed  with  this  arrange¬ 
ment  and  if  the  electronic  circuits  are  functioning 
properly,  a  state  of  continuous  oscillation  of  the  four 
transducers  is  established.  With  a  fixed  gain  setting 
the  a-c  ammeter  reading  then  affords  a  measure  both 
of  amplifier  efficiency  and  of  battery  regulation. 


Table  1.  Dimensions  and  characteristics  of  the  Whale. 


Dimensions* 

Length 

16  ft 

Hull  diameter 

15  in. 

Hydrofoil  spread 

7.5  ft 

Hydrofoil  width 

29  in. 

Weight  ill  air 

2,250  Ih 

Weight  without  ballast 

'.Hill  lh 

Negative  buoyancy 

1,935  Ih 

Lift 

51.31"’  lh  ([’  =  speed  in  knots) 

Drag 

t/j  the  lift 

Center  of  gravity 

in.  abaft  t lie  nose 

Bridle 

sk  in,  steel  cable 

Fore  part 

15  ft  6  in. 

After  part 

13  It  1  in. 

Tow-line 

•1,000  ft  of  sK-in.  steel  cable 

Towing  Characteristics 

S|H-cd  in 

Depth  in  ft  Drag  in  Ih 

Shaft  horse- 

knots 

C'.alc.  Ohs.  Calc.  Ohs. 

power  required 

8 

1,070  1,200  6,300  6,500 

280 

15 

865  .  17.100  . 

1.150 

*  These  figures  were  obtained  before  the  echo  repeater  was  placed 
within  the  Whale. 


BE  SURE  TO  KEEP  WATER  BETWEEN  DIAPHRAGMS 
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I  k.i  ri  .‘Id.  Whale  uilihratioii  arraiigcmcnt. 


CALIBRATION 

The  calibration  of  the  Whale  was  carried  out  by 
means  of  the  echo  repeater  calibrator  (sec  Sections 
!».(»—(>.  11).  Because  of  its  weight  and  the  5-1 1  separa¬ 
tion  of  its  transducers,  it  was  necessary  to  provide  a 
special  structure  to  maintain  the  alignment  of  all 
the  transducers  (see  Figure  30).  The  results  of  one 
calibration,  which  was  checked  by  several  later  tests, 
are  given  by  the  graph  of  Figure  15. 

'  Target  Service  Tests 

Sea  tests  using  the  Whale  for  target  service  tests 
were  made  in  August  1944.  In  these  trials  both  QBE 
equipment  and  a  QCS  projector  were  used  for  the 
echo  ranging.  The  depth  of  the  Whale  during  these 
tests  ranged  from  about  400  to  2,000  ft.  A  number 
of  echoes  were  detected  by  the  QBE  gear  at  ranges 
from  450  to  1,000  yd.  To  obtain  these  echoes  it  was 
necessary,  however,  to  tilt  the  projector  downwards 
at  least  25  degrees  and  on  some  occasions  45  degrees 
before  the  Whale  was  located.  The  conclusions  to  be 
drawn  from  these  results  are  that  the  beam  of  the 
Whale  is  too  narrow  and  that  it  does  not  emit  suffi¬ 
cient  energy  in  a  horizontal  direction.  This  is  borne 


out  by  the  fact  that  no  echoes  were  detected  with  the 
QCS  projector,  the  mounting  of  which  did  not  permit 
lilting.  With  a  tillable  projec  tor  on  the  echo  ranging 
vessel,  however,  the  performance  of  the  Whale  is  sat¬ 
isfactory.  On  the  completion  of  the  tests  described 
above,  the  Whale  was  turned  over  to  ASDevLant.  It 
was  continuing  to  give  satisfactory  target  service  in 
the  spring  of  1945  in  connection  with  tests  of  sonar 
equipment  for  depth  determination. 

6,4,11  Gas-Pipe  Echo  Repeater 

Description 

The  final  type  of  HUSL  echo  repeater  consists  of 
a  stick  assembly  of  two  transducers  with  an  amplifier 
between  them.  Cables  from  the  transducer-amplifier 
assembly  lead  to  a  deck  electronic  unit  which  includes 
power  controls  and  a  potentiometer  providing  some 
control  of  the  amplifier  gain.  Because  of  its  shape  the 
transducer-amplifier  unit  became  known  as  the  gas- 
pipe  repeater. 

The  device  consists  of  a  cylindrical  amplifier  as¬ 
sembly  enclosed  in  a  steel  pipe,  /  in.  thick,  4  in.  in 
outside  diameter,  and  23  in.  long.  Transmitting  and 
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Kk.i  ri  31.  1  ow  frc(|iieiH\  echo  repcalor  assembly. 


receiving  transducer  assemblies  are  bolted  to  the  ends 
of  the  amplifier  unit  extending  the  overall  length  to 
■ii/2  ft.  The  weight  of  the  combination  is  87  lb.  Fig¬ 
ure  31  shows  two  views  of  the  model.  The  various 
parts  shown  disassembled  in  the  lower  photograph 
are:  A,  amplifier  chassis;  B,  housing  for  chassis;  C, 
transmitting  transducer;  1),  receiving  transducer; 
E,  F,  I,  J,  water  seals;  G,  H,  streamlining  bands. 

Amplifier  Unit 

Figure  °2  is  the  schematic  diagram  of  the  amplifier 
unit.  The  bias  of  the  first  two  stages  of  amplification 
(9003  tubes)  is  controlled  by  a  remote  attenuator 
circuit  in  the  deck  electronic  unit.  The  9003  tubes 
are  followed  by  a  phase-inversion,  push-pull  stage 
(9002  and  6SN7  tubes).  The  output  of  the  6SN7 


tubes  is  transformer-coupled  to  the  driver  stage  (815 
tubes),  an  auxiliary  secondary  winding  on  the  trans¬ 
former  supplying  negative  feedback.  The  purpose  of 
the  potentiometer  circuit  shown  in  F'igure  32  below 
the  815  tubes  is  to  provide  as  stable  a  screen  voltage 
supply  as  is  possible  in  the  limited  space  available. 
A  four-conductor  shielded  cable  supplies  the  two 
bias  voltages,  the  plate  voltage,  and  current  for  the 
tube  heaters  from  the  deck  electronic  unit. 

Output 

This  repeater  operates  most  efficiently  over  a  fre¬ 
quency  range  of  from  25  to  27  kc.  It  is  possible, 
however,  for  the  repeater  to  simulate  a  22-ft  sphere 
for  any  frequency  of  from  20  to  32  kc  by  properly 
adjusting  the  gain  of  the  amplifier.  At  26  kc  the 
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TOTAL  FtL 


2.8  AWPS 


Fiu'ri  .12.  Amplifier  circuit  for  low  (mjiicun  "giitf-pipc"  repealer 


equivalent  sphere  radius  is  about  110  ft  with  zero 
attenuation  and  about  1  ft  with  maximum  attenua¬ 
tion. 

RECOMMENDATIONS  FOR 
FUTURE  WORK 

The  eeho  repeater  derives  its  primary  usefulness 
from  the  fact  that  it  provides  an  artificial  target  of 
controllable  strength.  However,  it  provides  also  a 
"point”  target,  and  in  this  respect  differs  from  actual 
targets.  Since  some  of  the  phenomena  involved  in 
the  reflection  of  sonar  pulses  from  actual  targets 
depend  upon  their  extent  and  geometry,  it  appears 
desirable  to  conduct  further  investigations  of  the 
reflection  of  sound  pulses  from  extended  targets 
before  placing  too  great  reliance  upon  equipment 
tests  conducted  with  echo  repeaters.  A  study  of  the 
fluctuation  of  echoes  from  extended  targets  as  com¬ 
pared  with  that  of  echoes  front  repeaters  should  also 
be  included. 

Although  most  of  the  desirable  features  of  echo 
repeaters,  such  as  audible  monitoring,  control  of 
calibration,  introduction  of  doppler,  and  towability. 


have  been  included  in  the  design  of  one  or  another 
repeater,  no  single  artificial  target  has  included  all 
of  these  features  in  a  sufficiently  satisfactory  form  to 
allow  the  unit  to  be  used  as  a  manufacturing  pro¬ 
totype.  Many  of  the  requirements,  such  as  towability 
at  considerable  depth  and  ability  to  operate  over 
extended  periods,  are  conflicting;  but  it  appears  pos¬ 
sible  to  formulate  a  limited  number  of  specifications 
covering  typical  service  requirements,  and  to  carry 
through  the  engineering  design  work  required  to 
produce  manufacturable  targets  capable  of  giving 
trouble-free  service.  It  is  recommended  that  such 
specifications  be  established,  and  that  the  engineer¬ 
ing  design  work  be  carried  out. 

Several  investigations  have  been  proposed  in  which 
a  delayed-action  echo  repeater  is  required.  For  ex¬ 
ample,  such  a  device  would  make  possible  a  direct 
comparison  between  echoes  received  from  the  vessel 
carrying  the  repeater  and  echoes  from  the  repeater 
itself.  At  least  one  such  instrument  was  utilized1  in 
connection  with  an  investigation  by  the  West  Coast 
Sound  School  of  the  location  of  the  echo  point  as 
determined  by  bearing  deviation  indicators.  It  op¬ 
erated,  however,  on  the  basis  of  a  locally  generated 
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signal  which  did  not  duplicate  the  amplitude  or 
frequency  characteristics  of  the  incident  signal.  A 
method  has  been  proposed2  for  obtaining  the  re¬ 
quired  echo  delay  by  recording  the  received  signal 
magnetically  on  a  short  loop  of  win;.  The  recorded 
signal  would  then  excite  the  trilnsmittcr  by  means 
of  a  magnetic  pickup  unit  located  a  suitable  dis¬ 
tance  along  the  wire  from  the  recording  element. 
In  view  of  the  probable  utility  of  some  such  device 
it  appears  that  further  study  should  be  devoted  to 
the  matter.  Accordingly  the  delayed-action  echo  re¬ 
peater  is  recommended  as  a  project  for  inclusion  in 
any  future  development  program. 


The  Echo-Repeater  Calibrator 


COMPARATOR 

^TRANSDUCER 


1'H.i  ki  Ei ho  repeater  calibration. 

The  echo-repeater  calibrator  developed  by  HVSL 
is  used  to  determine  the  equivalent  target  sphere  size 
of  an  echo  repeater.  It  includes  a  "stimulator"  trans¬ 
ducer  and  a  "com  pa  rat  or”  transducer,  an  oscilloscope, 
and  electronic  units  designed  for  pulse  generation 
and  amplification.  In  the  usual  calibration  proce¬ 


dure,  the  transducer  combination  of  an  echo  repeater 
and  the  comparator  and  stimulator  transducers  of 
the  echo  repeater  calibrator  are  placed  at  the  vertices 
of  an  equilateral  triangle  having  sides  II  ft  in  length. 
When  operation  commences,  a  ping  is  sent  out  by  the 
calibrator  through  the  stimulator  transducer  and 
picked  up  by  the  comparator  transducer.  The  re¬ 
turned  ping  from  the  echo  repeater  being  calibrated 
is  likewise  picked  up  by  the  comparator  transducer 
and  the  two  signals  are  compared  upon  the  screen  of 
the  calibrator's  oscilloscope.  This  permits  calibration 
of  the  echo  repeater  at  one  particular  setting  of  its 
gain  control,  and  the  equivalent  sphere  size  at  all 
other  settings  can  then  be  determined  by  computa¬ 
tion.  Xonportable  and  portable  calibrators  have  been 
assembled;  the  portable  unit  is  the  later  model. 

66  INTRODUCTION 

For  purposes  of  echo  ranging,  the  si/e  of  a  target 
is  specified  in  terms  of  an  equivalent  sphere  having 
a  perfectly  reflecting  surface.  l  ive  target's  equivalent 
sphere  would,  it  is  assumed,  reflect  as  much  energy 
to  the  echo-ranging  equipment  as  the  target  itself. 
A  class  S  submarine,  for  example,  is  conventionally 
considered  to  be  replaceable  by  a  sphere  with  a  22-lt 
radius.  The  si/e  of  the  simulated  sphere  produced 
by  an  echo  repeater  is  directly  proportional  to  the 
ratio  of  acoustic  output  to  input.  Provided  the  sys¬ 
tem  as  a  whole  operates  linearly,  the  gain  or  attenu¬ 
ation  settings  of  the  repeater  amplifier  may  be  used 
to  calculate  comparative  values  of  equivalent  sphere 
radii.  To  obtain  the  specific  value  of  the  sphere  ra¬ 
dius  corresponding  to  a  particular  amplification, 
however,  the  echo  repeater  must  be  calibrated.  It  is 
this  function  that  the  echo-repeater  calibrator  [ERG] 
has  been  designed  to  perform;  namely,  to  specify 
as  accurately  as  possible  the  actual  value  of  the  equiv¬ 
alent  sphere  radius  for  a  given  attenuation  setting 
of  the  echo-repeater  amplifier.  With  this  information 
the  radius  for  any  other  setting  may  easily  be  com¬ 
puted. 

The  echo-repeat e"  calibrator  consists  of  a  stimu¬ 
lator  transducer,  a  comparator  transducer,  an  oscillo¬ 
scope,  and  electronic  equipment  comprising  an  os¬ 
cillator,  a  pulsing  circuit,  amplifiers,  and  a  power 
supply.  The  calibrator  is  provided  with  controls  so 
that  frequency,  pulse  length,  keying  rate,  power  out¬ 
put,  amplifier  gain,  and  sweep  rate  may  all  be  varied 
appropriately. 
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In  calibrating  an  echo  repeater,  the  repeater,  com¬ 
parator,  and  stimulator  are  located  so  that  each  is 
the  same  distance  from  the  others,  i.c.,  at  the  ver¬ 
tices  of  an  equilateral  triangle.  (See  Figure  33.)  When 
the  stimulator  transducer  transmits  supersonic 
pulses,  the  “repeated”  pulse  from  the  echo-repeater 
transmitting  transducer  arrives  at  the  comparator 
transducer  a  few  milliseconds  later  than  the  direct 
stimulator  pulse,  so  that  both  pulses,  by  virtue  of 
screen  persistence,  may  be  seen  simultaneously  on 
the  oscilloscope  of  the  calibrator.  The  echo-repeater 
attenuation  is  then  adjusted  until  the  two  images  are 
of  ecptal  amplitude.  When  this  condition  has  been 
fulfilled,  the  radius  of  the  equivalent  sphere  repre¬ 
senting  the  echo  repeater  is  equal  to  twice  the  dis¬ 
tance  between  the  echo  repeater  and  the  comparator 
hydrophones. 

'I'lie  first  ERC  model  was  constructed  for  checking 
the  Whale,  a  deep-towed  echo  repeater.  Successful 
calibration  measurements  were  made  with  it  during 
July  and  August  1914.  The  second  model  of  the  cali¬ 
brator  was  assembled  at  the  HUSL  Florida  Station 
to  check  the  GO-kc  echo  repeater  at  that  station. 

In  July  19-1-1,  the  design  of  a  portable  target  cali¬ 
brator  with  a  compact  assembly  was  undertaken. 
This  type  of  calibrator  has  electronic  equipment  not 
essentially  different  in  operation  from  that  used  in 
the  nonportable  type.  It  is,  however,  contained  in 
a  much  smaller  volume.  Model  1  of  the  portable 
target  calibrator  was  completed  in  November  1911 
and  operated  satisfactorily  in  calibrating  echo  re¬ 
peaters  on  the  HUSL  target  boat,  ( hicstor ,  in  Boston 
Harbor. 

In  October  1911,  construction  was  begun  on 
Model  If,  an  ultracompact  assembly  of  a  portable 
target  calibrator.  The  electronic  circuits,  similar  to 
those  of  Model  I,  were  built  around  miniature  lubes, 
l  he  laboratory  development  was  completed  but  it 
is  doubtful  whether  the  increased  compactness  of 
Model  II  outweighs  the  disadvantages  of  greater  dif¬ 
ficulty  in  construction  and  servicing. 

The  results  obtained  with  the  various  models 
indicate  that  the  ERC  is  sound  in  principle  and 
very  useful  wherever  an  echo  repeater  is  required 
to  represent  a  target  sphere  of  definite  strength.  It 
is  practically  indispensable  in  the  case  of  deep-towed 
repeaters  or  other  repeater  applications  where  pro¬ 
tracted  operation  without  monitoring  is  a  necessity. 
Further  development  to  provide  a  production  model 
of  the  ERC  is  recommended.  It  is  suggested,  more¬ 
over,  that  special  consideration  be  given  to  the  pos¬ 


sibility  of  developing  built-in  calibrator  equipment 
for  incorporation  in  future  echo-repeater  designs. 

m  THEORY 

r>'7'1  Equivalent  Sphere  Concept 

Of  the  various  procedures  for  calibrating  an  echo 
repeater,  the  simplest  consists  in  placing  the  echo 
repeater,  the  comparator,  and  the  stimulator  hydro¬ 
phones  at  the  vertices  of  an  equilateral  triangle  with 
sides  equal  to  11  (see  Eigure  34).  By  adjusting  the 
echo  repeater  so  that  the  image  heights  of  the  stimu¬ 
lator  and  repeater  pulses  on  the  ERC  oscilloscope 
screen  are  equal,  the  echo  repeater  is  made  to  simu¬ 
late  a  reflecting  sphere  whose  radius  r  is  equal  to  2 R. 
I  his  means  that  echo-ranging  gear  sending  energy 
to  the  repealer  receives  energy  from  the  repeater,  at 
its  calibrated  gain  setting,  as  though  the  energy  were 
reflected  from  a  sphere  of  radius  211. 

In  the  calibration  technique  as  outlined  above, 
the  echo  repeater  is  represented  as  being  at  the 
center  of  an  imaginary  sphere,  within  which  are 
also  located  the  stimulator  and  the  comparator.  Now, 
an  elementary  analysis  of  the  reflection  properties  of 
a  sphere  discloses  that  the  focal  point  of  radiant  en¬ 
ergy  reflected  from  a  sphere  is  not  at  its  center  but 
elsewhere  within  the  sphere.  E'urthermore,  as  the 
size  of  the  sphere  is  varied,  the  position  of  the  focal 
point  also  varies.  Since  these  matters  are  apparently 
not  taken  into  account  in  the  calibration  process, 
some  justification  of  the  method  is  necessary.  It  can 
be  found  in  the  fact  that,  in  echo  ranging,  the  dis¬ 
tance  between  the  ranging  gear  and  the  target  is 
large  compared  to  the  size  of  the  equivalent  sphere 
of  the  target.  As  far  as  the  echo-ranging  gear  is  con- 
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cerned,  therefore,  the  error  involved  in  assuming  a 
fixed  focal  point  of  reflection  is  negligible.  In  other 
words,  at  large  distances  the  equivalent  sphere  re¬ 
flects  energy  as  though  it  came  from  a  point  source. 

In  further  justification  of  the  calibration  pro¬ 
cedure,  it  should  be  noted  that  an  echo  repeater, 
not  being  a  real  sphere,  behaves  as  a  point  source 
even  when  distances  involved  are  small  compared 
to  the  size  of  the  equivalent  sphere.  It  is  therefore 
entirely  permissible  to  determine  the  output  of  the 
repeater  by  examining  it  at  the  close  range  used  in 
calibrating.  As  far  as  the  incoming  signal  is  con¬ 
cerned,  the  response  of  the  repeater  to  a  given  signal 
is  the  same  whether  that  signal  has  traversed  a  great 
distance  or  merely  a  short  interval.  The  smallness 
of  the  distances  employed  in  the  calibration  process, 
therefore,  in  no  way  impairs  the  validity  of  the  re¬ 
sults  obtained. 

6-7.2  Mathematical  Relations 

The  relations  between  the  incident  and  the  re¬ 
flected  intensities  for  a  sphere  may  be  derived  from 
a  simple  optical  analogy.  (See  Figure  35.) 


Fn.I'KK  :('i.  Kellccl ion  from  spheie. 


Let  /,  =  incident  intensity  at  surface  of  sphere 
from  distant  source, 

T  =  reflected  intensity  at  surface  of  sphere, 

/  .  =  reflected  intensity  at  distance  R  from  ap¬ 
parent  source, 

r  =  radius  of  reflecting  sphere, 

R  =  distance  at  which  /:,  is  measured, 

P>  =  power  of  apparent  source  of  reflected  cn- 
ergy. 

For  a  perfectly  reflecting  sphere,  /t  =  I.,,  and  for 
plane  waves  coming  from  a  distance,  the  source  of 
the  reflected  energy  is  located  midway  between  the 


center  of  the  sphere  and  the  surface  (focal  length 

-  r/2). 


Then 


Also 


Therefore 


4  R*‘ 


In  the  calibration  technique,  the  echo  repeater  out¬ 
put  is  adjusted  so  that  /3  =  /,.  It  follows  then  that 
r  —  2 R,  which  is  the  relation  used  in  the  calibration 
procedure. 


68  GENERAL  DESCRIPTION  OF 
CALIBRATORS 

The  echo-repeater  calibrators  discussed  below  are 
of  two  types,  nonportable  and  portable.  Of  the  non¬ 
portable  type,  the  first  model  was  completed  at 
HUSL,  the  second  at  the  HUSL  Florida  Station. 
Of  the  portable  type,  Model  I  was  completed;  Model 
II  progressed  to  the  breadboard  stage  but  additional 
engineering  development  would  be  required  to 
qualify  it  for  service  use.  These  four  calibrators 
represent  the  total  number  developed  by  HUSL. 

The  nonportable  calibrators  have  used  high-effi¬ 
ciency,  ring-stack  hydrophones  for  the  stimulator 
transducer  and  B-19H  hydrophones  for  the  com¬ 
parator  transducers,  but  the  equipment  functions 
equally  well  with  any  high-efficiency  hydrophones, 
such  as  the  soft  nickel  or  Permendur  type.  The  elec¬ 
tronic  equipment  of  the  first  model  of  nonportable 
type  is  mounted  permanently  in  a  3-ft  relay  rack. 
It  includes  a  Hewlett-Packard  oscillator,  a  pulsing 
circuit,  a  power  supply,  a  voltage  amplifier,  a  circuit 
to  supply  polarizing  current  required  for  certain 
hydrophones,  and  a  commercial  3-in.  oscilloscope. 
The  second  nonportable  model  uses  hydrophones  of 
the  same  type  as  the  first  model  and  the  same  elec¬ 
tronic  equipment,  with  the  exceptions  that  the  volt¬ 
age  amplifier  is  one  taken  from  a  60-kc  echo  repeater, 
and  that  a  (iO-kc  filter  has  been  added  to  the  com¬ 
parator  circuit. 

Models  I  and  II  of  the  portable  calibrator  both 
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Fim'ki  :i(i.  Sketch  of  pulses  on  osi  illosiopr  st  um. 


use  B-19H  '2  (half-length  B-19H)  hydrophones  for 
eomparator  and  stiinulator  transducers  in  (iO-kc  cali¬ 
brations.  For  low-frequency  calibrations,  thin-walled 
ring  stacks  are  preferable.  The  electronic  equipment 
of  Model  I.  mounted  on  a  10x1 7-in.  chassis  and 
contained  in  a  case  11x11x22  in.,  forms  a  compact 
assembly.  The  electronic  circuits  comprise  the  same 
units  as  those  of  the  nonportable  type,  except  that 
polarizing  current  is  not  available.  The  power  out¬ 
put  of  the  two  types  of  calibrator  is  approximately 
the  same.  The  Model  II  portable  differs  front  Model  I 
onlv  in  the  use  of  miniature  tubes,  which  reduce  the 


space  required  for  the  electronic  equipment  and  con¬ 
sequently  make  possible  an  ultracompact  assembly. 

The  voltage  amplifier  in  the  portable  calibrators 
is  a  high-gain  untuned  amplifier  which  functions 
satisfactorily  over  a  range  of  frequencies  of  from 
18  to  85  kc.  Its  output  is  applied  to  the  oscilloscope 
which,  in  these  models,  is  a  2-in.  tube  with  its  sweep 
circuit  synchronized  with  the  pulsing  circuit  of  the 
stimulator.  For  an  1 1  -ft  separation  of  hydrophones, 
a  sweep  duration  of  10  msec,  and  a  pulse  length  of 
1  msec,  the  direct  signal  and  the  repeated  signal 
have  the  general  appearance  suggested  by  the  sketch 
of  Figure  3<>. 

69  ELECTRONIC.  CIRCUITS 

Figure  37  is  a  block  diagram  of  the  electronic  cir¬ 
cuits  used  for  both  types  of  echo-repeater  calibrator. 
In  the  nonportable  type,  the  oscilloscope  sweep  cir¬ 
cuit  makes  use  of  an  internally  developed  voltage. 
In  the  portable  type,  the  oscilloscope  obtains  its 
sweep  voltage  from  the  stimulator  pulsing  circuit. 
This  is  indicated  in  the  figure  by  the  dashed  line. 

691  Nonportable  Calibrators 

Figure  38  is  the  complete  schematic  diagram  for 
the  present  nonportable  calibrator.  The  comparator 
section  consists  of  a  voltage  amplifier  of  standard 


Ficurk  37.  Block  diagram  of  calibrator  circuits. 
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Kk.i  rk  38.  Schematic  diagram  for  Whale  iioii|>»i  table  calibrator. 
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design  and  a  comniereiai  3-in.  cathode-ray  oscillo¬ 
scope. 

The  stimulator  section  comprises  a  Hewlett-Pack¬ 
ard  oscillator,  a  switching  voltage  generator,  a  switch¬ 
ing  circuit,  a  voltage  amplifier,  and  a  power  ampli¬ 
fier.  A  power  supply  unit  is  also  provided. 

Figure  39  is  a  detailed  diagram  of  the  switching 
voltage  generator  and  switching  circuit.  Tubes  V-l 
and  V-2  are  grid-controlled  gas  discharge  tubes,  V-3 
and  V-4  medium-yu.  amplifiers.  The  switching  cir¬ 
cuit  requires  the  cathode  of  V-2  to  be  at  ground 
potential  during  generation  of  the  pulse,  and  at 
some  positive  potential  during  the  remainder  of  the 
pulsing  cycle.  Tube  V-2  (Type  2030)  is  normally 
conducting  but  is  “put  out"  when  V-l  fires,  since 
the  plate  voltage  of  V-l  drops  suddenly,  bringing 
the  plate  voltage  of  V-2  momentarily  down  with  it, 
so  that  the  plate  voltage  of  V-2  is  suddenly  made 
less  than  the  extinction  voltage.  No  current  can  flow 
under  this  condition,  and  the  tube  goes  out.  Before 
the  tube  goes  out,  the  terminal  of  the  0.01-/J  con¬ 
denser  at  the  grid  becomes  sufficiently  negative,  as 
it  is  charged  through  the  70, 000-ohm  potentiometer, 
so  that  V-2  stays  extinguished  temporarily.  However, 
the  plate  voltage  of  V-2  starts  to  increase,  so  that 
the  0.01 -/if  grid  condenser  begins  to  charge  to  a  new 
value.  After  a  short  delay  the  grid  voltage  becomes 
sufficiently  positive  to  cause  plate  current  to  flow 
in  V-2  again.  Thus,  the  setting  of  the  70,000-ohm 
potentiometer  determines  how  long  V-2  remains  out 
and  consequently  determines  the  length  of  the  pulse. 
Tube  V-l,  which  determines  the  rate  at  which  the 
pulses  are  generated,  operates  in  a  simple  relaxa¬ 


tion  oscillator  circuit,  the  fundamental  frequency 
of  which  is  varied  by  changing  the  adjustment  of 
the  50,000-olnn  potentiometer  in  the  cathode  circuit, 
l  ube  V-l  is  not  put  out  when  V-2  fires  because 
the  0.1-/J  capacity  from  plate  to  cathode  prevents 
the  cathode  potential  from  becoming  more  positive 
than  the  plate  potential.  The  filter  in  the  grid  cir¬ 
cuit  helps  to  minimize  unwanted  interaction  between 
the  two  tubes.  Since  the  voltage  at  the  cathode  of 
V-2  falls  practically  to  zero  within  0.1  msec,  a  pulse 
whose  duration  is  0.5  msec  has  a  fairly. satisfactory 
envelope.  The  circuit  components  which  permit 
these  short  pulses  to  be  generated  under  stable  con¬ 
ditions  are  not  suitable  for  pulses  much  in  excess 
of  fi  msec.  Changing  the  components  to  obtain  longer 
pulses  results  in  the  unstable  generation  of  short 
pulses.  Since  the  pulse  length  wanted  in  calibration 
equipment  is  in  the  range  of  from  0.5  to  4  msec, 
this  circuit  is  satisfactory.  It  is  not  quite  ideal,  how¬ 
ever,  for  the  pulse  front  is  rounded  oil  more  than 
is  desirable  when  the  pulses  are  short. 

The  switching  circuit  consists  of  two  dividing 
networks,  abc  and  dbc,  in  which  tube  V-4  (see  Fig¬ 
ure  39)  comprises  the  lower  leg  be  of  each;  tube  V-3, 
the  upper  leg  nb  of  one;  and  the  60,000-ohm  resistor, 
the  upper  leg  db  of  the  other.  The  60,000-ohm  re¬ 
sistor  and  V-4  divide  the  signal  voltage  from  the 
oscillator,  holding  the  output  low  as  long  as  the 
plate  resistance  of  V-4  is  low,  or  as  long  as  the  grid 
of  V-4  is  at  ground  potential.  When  the  grid  voltage 
of  V-4  is  made  negative,  the  a-c  plate  resistance  in¬ 
creases,  and  the  divider  causes  the  output  (at  AA) 
to  increase.  Tube  V-3  allows  the  signal  to  flow 
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through  V-4  without  severe  distortion,  by  causing 
a  d-c  current  to  flow  in  V-l  which  exceeds  the  peak 
a-c  current.  By  adjusting  the  circuit  components, 
the  d-c  plate  resistance  of  V-3  can  be  made  to  change 
proportionately  to  the  change  in  the  d-c  plate  re¬ 
sistance  of  V-4.  When  this  situation  prevails,  the 
d-c  voltage  at  the  junction  between  the  tubes  remains 
constant,  and  there  is  no  transient.  Actually,  the 
transient  cannot  be  entirely  eliminated,  but  it  can 
be  made  negligible  in  comparison  to  the  a-c  signal 
output  voltage.  The  circuit  does  not  cut  off  the  out¬ 
put  voltage  entirely  but  reduces  it  about  40  db  in 
the  off  position.  However,  it  does  make  possible 
extremely  rapid  switching  since  it  is  not  limited  by 
the  inductive  response  of  transformers. 

6-9-2  Portable  Calibrators 

Model  I 

Figure  40  is  the  complete  schematic  diagram  of 
Model  I  of  the  portable  calibrator.  The  components 
of  its  chassis  may  be  classified  as  follows: 

1.  Power  amplifier. 

2.  Receiving  amplifier. 

3.  CRO  circuit. 

4.  Power  supplies. 

5.  Pulsing  circuit. 

(i.  Synchronized  sweep  circuit. 

7.  Switching  circuit. 

The  first  four  of  these  components  consist  of  con¬ 
ventional  circuits.  The  power  amplifier  works  on  a 
duty  cycle  principle  in  order  to  reduce  the  power 
supply  requirement  while  maintaining  high  power 
output.  With  300  v  at  the  screens,  400  v  at  the  plates, 
and  42  v  of  bias,  the  quiescent  plate  current  (no 
excitation)  is  only  about  17  ma.  I  he  amplifier  pro- 
titles  35  w  of  output  power  before  the  excitation 
gets  high  enough  to  cause  grid  current  to  flow.  Feed¬ 
back  is  used  both  to  minimize  distortion  in  the  am¬ 
plifier  itself,  and  to  match  the  amplifier  to  the  out¬ 
put  transducer  so  that  the  energy  transmitted  to  the 
water  varies  as  little  as  possible  with  frequency.  This 
is  accomplished  by  matching  the  load  to  the  genera¬ 
tor  for  most  efficient  energy  transfer  without  feed¬ 
back  at  some  intermediate  frequency,  and  by  de¬ 
termining  the  maximum  power  output  with  this 
matching  condition  at  the  frequency  extremes.  The 
feedback  is  then  adjusted  to  reduce  the  maximum 
power  output  at  the  intermediate  frequency  to  this 
value,  keeping  the  excitation  the  same.  By  properly 
choosing  the  frequency  and  loading  conditions  used 


to  obtain  a  match  before  feedback  is  applied,  the 
power  may  be  made  to  vary  with  frequency  so  as  to 
compensate  approximately  for  the  change  in  trans¬ 
ducer  efficiency. 

The  voltage  amplifier  has  a  measured  maximum 
voltage  amplification  of  157  db  referred  to  the  half- 
length  B-19H  transducer  open  circuit  voltage  and 
to  the  plate  of  V-4,  Thus,  if  the  transducer  is  in  a 
field  which  generates  l-/iv  at  the  transducer  ter¬ 
minals  on  open  circuit,  the  voltage  at  the  plate  of 
V-4  is  37  db  above  1  v,  or  50  v,  when  the  attenuator 
is  set  for  maximum  gain.  This  gain  is  sufficient  to 
amplify  the  noise  due  to  thermal  agitation  in  the 
input  circuit  to  about  i/3  deflection  on  the  CRO. 
It  is  greater  than  necessary  and  experience  seems 
to  indicate  that  130  db  is  sufficient.  Figure  40  may 
be  consulted  for  further  details  concerning  the  power 
amplifier  and  the  voltage  amplifier,  as  well  as  for 
information  regarding  the  conventional  CRO  and 
power  supply  circuits. 

The  remaining  components  of  the  portable  cali¬ 
brator  chassis,  namely,  the  pulse,  sweep,  and  switch¬ 
ing  circuits,  employ  nonconventional  circuits.  In 
view  of  the  fact  that  this  version  represents  a  pre¬ 
ferred  form  of  calibrator,  separate  diagrams  and 
descriptions  of  these  circuit  arrangements  are  pro¬ 
vided. 

Calibrator  Pulse  Rate  and  Pulse  Length  Control 
System.  Figure  41  is  an  illustration  of  that  part  of 
Figure  40  which  has  to  do  with  the  pulse  control. 
The  purpose  is  to  provide  a  system  which  will  de¬ 
velop  control  potentials  so  that  pulses  of  adjustable 
length  may  be  transmitted  at  various  rates  and  so 
that  a  CRO  may  be  synchronized  with  them. 

With  the  starting  button  open  and  the  power 
turned  on,  V-fi  ignites  and  remains  ignited.  The 
drop  across  its  1,000-ohm  cathode  resistor  provides 
a  positive  bias  to  the  switching  tube,  thereby  pre¬ 
venting  the  oscillator  from  functioning.  The  left  side 
of  the  0.05  /if  capacitor  is  at  the  potential  of  the 
plate  supply  voltage.  The  right  side  of  the  capacitor 
is  at  a  potential  equal  to  the  drop  across  V-6  and  its 
1,000-ohm  cathode  resistor. 

If  the  starting  button  is  closed,  the  0.05-jif  capaci¬ 
tor  discharges  to  ground  through  V-5  and  its  200- 
ohm  cathode  resistor.  The  right  side  of  the  capacitor 
swings  negative  with  respect  to  ground,  the  value  of 
the  negative  potential  being  the  difference  between 
the  original  drop  across  the  capacitor  and  the  drop 
across  V-5  with  its  200-ohm  resistor. 

Tube  V-6  is  quenched  because  its  anode  has  be- 
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Figure  40.  Schematic  diagram  of  portable  calibrator.  Model  I. 
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Fiu  rk  11.  I’ulse  rale  and  pulse  length  control  srslem. 


rmni'  negative,  and  the  0.1-  and  0.01-/J  capacitors 
acquire  a  negative  charge  through  the  rectifier  V-8. 
The  potential  on  the  lelt  side  of  the  0.05-pf  capaci¬ 
tor  falls  below  the  ioni/ation  potential  of  V-5  because 
of  the  flywheel  action  of  the  inductor,  and  conse¬ 
quently  V-5  is  quenched. 

Both  thyratrons  remain  quenched  as  long  as  their 
control  grids  are  held  more  negative  than  their  firing 
points  by  the  negative  potentials  on  the  0.1-  and 
0.01 -/if  capacitors  respectively.  They  re-ignitc  when 
the  condenser  potentials  fall  just  below  the  firing 
point. 

During  the  period  when  V-fi  is  quenched,  the  Dias 
is  removed  from  the  oscillator  switching  tube  and 
the  oscillator  functions.  After  an  interval  dependent 
on  the  time  constant  of  the  0.01 -/tf  capacitor  and 
the  0..r>-megohm  rheostat.  V-fi  re- ignites  stopping  the 
oscillator.  The  length  of  the  pulse  transmitted  by  the 
oscillator  is  determined  by  this  time  constant  and 
may  therefore  be  varied  by  adjustment  of  the  rheo¬ 
stat. 

When  the  negative  potential  on  the  0.1-pf  capaci¬ 
tor  falls  just  below  the  firing  point,  V-5  rc-ignitcs 
and  the  cycle  is  repeated  automatically  without  use 
of  the  starting  button.  The  repetition  rate  therefore 
depends  on  the  time  constant  of  the  0.1  -pi  capaci¬ 
tor  and  its  associated  0.5-megohm  rheostat. 


When  V-5  ignites,  a  positive  potential  is  devel¬ 
oped  across  its  200-ohm  cathode  resistor,  which  po¬ 
tential  is  utilized  to  trip  the  sweep  control  in  the 
manner  shown  in  the  complete  circuit  diagram 
(Figure  -10). 

Since  there  are  no  reactances  in  the  cathode  cir¬ 
cuit  of  V-fi,  the  d-c  pulses  are  substantially  square 
waves,  and  because  the  change  in  grid  current  causes 
a  transient  in  the  switching  tube,  the  oscillator  is 
started  and  stopped  with  rapidity  sufficient  to  main¬ 
tain  good  form  in  the  output  pulses. 

If  for  any  reason  the  repetition  is  interrupted,  both 
thyratrons  may  remain  ignited.  Opening  the  start¬ 
ing  button  momentarily  restores  operating  condi¬ 
tions. 

Synchronized  Horizontal  Sweej)  System  for  Cali¬ 
brator  CRO.  The  purpose  of  this  system  is  to  pro¬ 
vide  means  whereby  (1)  the  horizontal  sweep  of  the 
echo-repeater  calibrator  oscilloscope  will  be  syn¬ 
chronized  with  the  chosen  pulse  rate,  and  (2)  the 
speed  of  the  horizontal  sweep  may  be  adjusted  to 
present  the  most  desirable  image  (see  Figure  42). 

This  purpose  is  achieved  by  charging  a  capacitor 
at  a  very  high  rate  and  then  discharging  it  at  a 
substantially  constant  rate  which  may  be  varied.  The 
voltage  developed  by  the  charge  on  the  capacitor  is 
applied  to  the  horizontal  deflection  plates  of  the 
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CRO.  At  the  initiation  of  each  pulse  by  the  pulsing 
system,  an  instantaneous  voltage  appears  at  the  cath¬ 
ode  of  the  pulse  rate  tube.  This  is  applied  differ¬ 
entially  through  the  O.OOT/if  capacitor  to  the  grid 
of  V-7,  thereby  igniting  it.  As  a  result,  a  surge  of 
current  passes  into  the  0.05-^f  capacitor  through 
the  200-ohm  protecting  resistor  and  V-7,  the  time 
constant  of  this  charging  circuit  being  of  the  order 
of  10-5  sec.  This  causes  the  spot  on  the  CRO  to  move 
instantly  to  its  starting  position. 

The  0.05-gf  capacitor  immediately  starts  to  dis¬ 
charge  through  V-15,  which  is  a  pentode  having  its 
screen  and  grid  voltage  adjusted  to  give  a  substan¬ 
tially  constant  plate  current  independent  of  plate 
voltage.  As  the  capacitor  discharges,  the  spot  moves 
across  the  CRO  at  a  fairly  constant  speed,  depending 
on  the  rate  of  discharge,  which  may  be  varied  within 
reasonable  limits  by  adjusting  the  4,000-ohm  poten¬ 
tiometer,  which  alters  the  grid  bias.  Owing  to  the 
slight  slope  of  the  plate  current  versus  plate  voltage 
curve  of  a  pentode,  the  sweep  speed  is  not  precisely 
constant,  but  the  linearity  has  been  found  adequate 
for  the  present  purpose. 

A  fixed  minimum  cathode  bias  is  applied  to  V-15 
which  must  be  sufficient  to  provide  also  a  cathode 
bias  for  V-7  to  prevent  its  ignition  until  its  grid  is 
made  positive.  This  bias  is  obtained  from  the  B  volt¬ 
age  through  the  0.4-megohm  bleeder  resistor. 

Tube  V-14  (see  Figure  40)  serves  to  increase  the 
beam  intensity  when  a  vertical  deflection  voltage  is 
present  so  that  the  indication  is  not  weakened  as  a 
larger  area  is  covered  by  the  beam.  This  feature  was 
included  to  overcome  the  objection  of  insufficient 
intensity  of  indication  for  use  of  the  equipment  in 
broad  daylight,  when  the  intensity  control  has  been 


adjusted  to  safeguard  the  tube  during  zero  signal 
voltage. 

Calibrator  Oscillator  Switching  System.  The  pur¬ 
pose  of  this  system  is  to  provide  means  whereby  a 
supersonic  oscillator  may  be  switched  on  and  off  at 
a  repetition  rate  of  approximately  20  times  per  sec¬ 
ond,  the  on  interval  being  adjustable  between  0.0005 
and  0.010  sec  and  the  resulting  pulse  envelope  being 
square  in  form  and  free  from  transients  (sec  Figure 
43). 

The  control  for  the  pulse  length  and  repetition 
rate  is  obtained  from  the  pulse  control  system  illus¬ 
trated  in  Figure  41.  The  pulses  generated  in  this 
circuit  are  delivered  to  the  switching  system  in  the 
form  of  on-and-off  positive  potentials  which  are  ap¬ 
plied  to  the  grid  of  the  switching  tube  V-9A  through 
the  5,000-ohm  resistor  which  limits  the  grid  current. 

During  the  off  period  the  grid  is  positive,  caus¬ 
ing  V-9A  to  conduct,  thereby  effectively  imposing 
a  short  circuit  on  the  positive  half-cycles  developed 
in  the  tuned  circuit  of  the  oscillator  tube  V-9B  so 
that  it  cannot  oscillate. 

This  oscillator  is  of  the  conventional  Hartley  type 
and  is  tunable  in  two  ranges  over  the  band  of  from 
14  to  90  kc.  The  output  is  taken  from  the  grid  side 
of  the  tuning  coil,  at  which  point  the  waveform  is 
found  to  be  better  than  at  the  cathode. 

When  the  positive  bias  is  removed  from  the  grid 
of  V-9A,  the  resistance  of  that  tube  rises  to  approxi¬ 
mately  5,000  ohms.  The  slight  transient  in  the  tuned 
circuit  caused  by  the  abrupt  stoppage  of  grid  cur¬ 
rent  in  V-9A  “kicks  off”  the  oscillator,  which  comes 
to  full  amplitude  within  approximately  2  cycles  of 
tlte  tuned  frequency. 

The  change  in  the  plate  current  of  V-9B  between 
the  oscillating  and  nonoscillating  condition  is  slight 
by  virtue  of  the  values  chosen  for  the  grid  capacitor, 
the  grid  leak,  and  the  cathode  resistor  respectively. 
Any  change  that  does  occur  has  no  appreciable  effect 
on  the  output,  because  the  drop  occurs  across  the 
lower  third  of  the  tuning  coil,  which  has  a  resistance 
of  less  than  1  ohm.  There  are  therefore  no  percepti¬ 
ble  switching  transients  in  the  output  circuit. 

During  the  on  period  the  load  on  the  tuned  cir¬ 
cuit,  imposed  by  the  switching  tube,  causes  some 
deterioration  of  waveform.  For  the  present  purpose 
this  has  not  been  found  objectionable.  It  may  be 
corrected  by  passing  the  output  through  suitable  fil¬ 
ters  or  by  providing  a  negative  bias  for  the  control 
grid  of  the  switching  tube  to  raise  its  effective  re¬ 
sistance,  This  bias  may  be  supplied  by  a  suitable 
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by-passed  cathode  resistor  or  by  the  direct  applica¬ 
tion  of  a  negative  potential  to  the  grid  of  the  tithe 
through  a  high  resistance. 

The  merit  of  this  switching  system  is  t hat  pulses 
of  the  desired  lengths  with  a  sufficiently  square  en¬ 
velope  may  he  transmitted  without  encountering  any 
objectionable  transients.  The  result  is  that  the  CRO 
shows  a  symmetrical  pulse  image  with  a  flat  top  which 
is  useful  in  making  level  comparisons.  It  has  been 
noted  that  the  form  of  the  pulse  envelope  is  good 
enough  to  make  it  possible  to  estimate  the  overall 
Q  of  a  device  being  measured  by  comparing  the  form 
of  the  directly  transmitted  pulse  with  that  of  the 
pulse  received  from  the  device. 

This  switching  system,  with  minor  modifications, 
was  used  also  in  the  dual  frequency  driver. 

Mom- 1.  II 

Figure  11  is  the  complete  schematic  diagram  of 
the  portable  target  calibrator  Model  II.  It  is  a  coun¬ 
terpart  of  Model  I  using  miniature  tubes,  and  the 
analysis  of  the  operation  of  Model  I  can  be  applied 
equally  well  to  this  circuit.  Perhaps  the  most  inter¬ 
esting  feature  is  the  power  supply,  which  uses  two 
small  thyratrons  in  a  conventional  full-wave  circuit 
to  obtain  the  positive  voltage,  and  two  small  high- 
vacuum  triodes  in  a  voltage-doubling  circuit  to  ob¬ 
tain  the  high  negative  voltage  for  the  cathode-ray 
tube.  It  was  feared  that  the  f>Cl  tubes  used  in  the 
voltage-doubling  power  rec  tifier  might  not  stand  the 
voltage,  and  that  the  thyratrons  might  backfire  be¬ 
fore  getting  warmed  up,  causing  damage  to  their 
cathodes.  These  troubles  have  not  been  observed  in 
the  limited  laboratory  use  the  calibrator  has  received. 

Incidental  Observations 

The  ranges  of  adjustments  provided  in  the  cali¬ 


brator  circuits  allow  selection  of  sweep  duration  of 
between  fi  and  21  msec,  pulse  rates  of  between  7  and 
,H0  pulses  per  second,  and  pulse  durations  of  between 
0.5  and  4  msec.  These  adjustments  have  been  pro¬ 
vided  in  the  interest  of  versatility  and  are  not  strictly 
necessary.  The  pulse  rate  adjustment  is  probably  of 
least  importance,  20  pulses  per  second  appearing  to 
be  a  universally  acceptable  rate.  There  seems  to  be 
little  need  for  increasing  the  pulse  length  beyond 
2  msec,  although  it  was  initially  felt  that  the  over¬ 
all  effective  ()  of  the  calibration  system  might  prevent 
short  pulses  from  reaching  full  amplitude.  The  ad¬ 
justability  of  pulse  length  was  included  to  permit 
easy  checking  of  this  limitation.  Long  sweep  dura¬ 
tions  may  be  found  useful  in  calibrating  low-fre¬ 
quency,  high  ()  repeaters,  when  longer  pulse  lengths, 
and  consequently  greater  distances  between  trans¬ 
ducers,  are  required. 

«'»  PERFORMANCE 

*I<M  Calibration  Process 

The  calibration  process  which,  except  for  the  syn¬ 
chronization  adjustment,  is  common  to  the  four  cali¬ 
brators  is  carried  out  as  follows:  The  echo-repeater 
transducers  and  the  calibrator  transducers  are  placed 
at  the  vertices  of  an  equilateral  triangle  in  a  hori¬ 
zontal  plane.  Figure  33  illustrates  how  the  trans¬ 
ducers  may  be  suspended  over  the  sides  and  stern 
of  a  small  boat,  at  a  distance  of  1 1  ft  from  each  other. 
The  usual  depth  of  the  transducers  is  from  (>  to  10 
feet  below  the  surface  of  the  water.  Markers  on  the 
hydrophone  cables  make  it  easy  to  insure  that  the 
hydrophones  are  all  at  the  same  depth  below  the 
water  surface. 

When  the  transducers  are  in  place,  the  calibrator 
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circuit  is  turned  on.  After  a  sufficient  warming-up  The  pulse  length  and  pulse  rate  are  fixed  by  proper 
period,  pulses  from  the  stimulator  appear  on  the  os-  dial  settings.  The  sweep  circuit  is  synchronized  with 
cilloscope  screen.  The  frequency  and  power  output  the  pulse  rate  (manually  with  the  nonportable,  auto- 
of  the  pulses  are  adjusted  by  the  oscillator  controls,  matically  with  the  portable  type)  and  the  attcnua- 
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Figure  45.  Calibration  curve  for  Whale  echo  repeater. 


tion  adjusted  until  a  stationary  image  of  convenient 
height  is  maintained  on  the  oscilloscope  screen,  indi¬ 
cating  proper  reception  of  the  direct  stimulator  signal. 

The  echo-repeater  circuit  is  turned  on  next.  When 
it  is  functioning  properly,  the  repeated  signal  also 
appears  on  the  screen.  Since  the  path  difference  for 
the  direct  and  the  repeated  signals  is  1 1  ft,  the  sepa¬ 
ration  of  the  two  images  on  the  screen  corresponds 
approximately  to  2.2  msec.  The  pulse  length  should 
therefore  be  about  1  msec  if  the  images  are  not  to 
overlap.  The  attenuation  of  the  echo-repeater  am¬ 
plifier  is  then  adjusted  until  the  echo  signal  has  the 
same  height  as  the  direct  signal. 

Under  these  conditions  the  echo  repeater  simu¬ 
lates  a  sphere  whose  radius  is  twice  the  distance  be¬ 
tween  the  transducers,  and  a  simple  calculation  gives 
the  radius  for  any  other  setting  of  the  gain  control. 
If,  for  example,  the  attenuation  setting  required  to 


obtain  equal  image  heights  is  30  db  for  an  1 1  ft  sepa¬ 
ration  of  hydrophones,  the  radius  of  the  equiva¬ 
lent  sphere  of  the  repeater  is  22  ft.  An  attenuation 
setting  of  18  db  would  then  correspond  to  an  equiva¬ 
lent  sphere  radius  of  88  ft.  This  follows  from  the 
fact  that  decreasing  the  repeater  attenuation  by  12 
db  increases  the  output  voltage,  and  thereby  the 
equivalent  sphere  size,  by  a  factor  of  about  4. 

The  equivalent  sphere  concept  has  led  to  a  fur¬ 
ther  development  of  calibration  standards,  in  terms 
of  the  target  strength  unit.  Target  strength  units 
[TSU]  are  defined  by  the  relation 


TSU  =  20  log10 


Sphere  diameter  in  yards 

4 


An  equivalent  sphere  of  radius  of  2  yd  or  6  ft  has 
a  TSU  of  zero;  a  sphere  with  a  radius  of  22  ft  has  a 
TSU  of  11.3.  One  may  also  say  that  a  22-ft  sphere 
is  1 1.3  db  above  a  ti-ft  sphere  in  reflecting  power. 


610,2  Typical  Results 

The  first  model  of  the  nonportable  type  of  echo- 
repeater  calibrator  was  constructed  for  the  purpose 
of  checking  the  performance  of  the  Whale  echo  re¬ 
peater  (see  Section  6.4.10).  The  results  of  one  cali¬ 
bration  run  are  shown  by  the  graph  of  Figure  45. 
The  data  were  obtained  in  the  following  manner: 
The  distances  between  the  comparator  transducer 
and  the  stimulator  transducer,  between  the  Whale 
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receiving  transducer  and  the  stimulator  transducer, 
and  between  the  Whale  transmitting  transducer  and 
the  comparator  transducer  were  fixed  at  1 1  ft.  The 
attenuation  setting  of  the  Whale  was  kept  at  (i  db 
throughout  the  test.  'The  frequency  of  the  stimula¬ 
tor  pulse  was  varied  from  21  to  30  kc.  At  25  kc  the 
amplitudes  of  the  direct  pulse  and  the  repeater  pulse 
on  the  oscilloscope  screen  were  equal.  It  follows  that 
at  25  kc  the  radius  of  the  equivalent  sphere  of  the 
Whale  is  22  ft  when  its  attenuation  setting  is  (i  db. 
At  other  frequencies  the  gain  of  the  comparator  had 
to  be  adjusted  to  obtain  the  same  height  of  repeated 
pulse  image  as  at  25  kc.  From  the  observed  gains  at 
various  frequencies,  the  corresponding  target 
strength  units  were  then  calculated. 

The  graphs  of  Figure  4fi  summarize  the  calibration 
data  obtained  from  a  series  of  tests  made  on  the 
Queslov  echo  repeater  in  President  Roads,  Boston 
Harbor,  with  the  Model  I  portable  calibrator.  Curves 
1 A  and  IB  indicate  the  attenuations  of  the  echo  re¬ 
peater,  to  produce  a  standard  target  strength  of  11.3 
units  at  different  frequencies,  under  the  most  favor¬ 
able  and  the  most  unfavorable  conditions  respec¬ 
tively.  The  difference  of  about  4  db  between  the  two 
curves  represents  the  normal  uncertainty  in  making 
calibrations  in  water  conditions  such  as  those  of 
President  Roads.  The  results  for  graphs  1A  and  IB 
were  obtained  with  a  filter  in  the  amplifier  but  with 
no  balancing  capacitors  connected  to  the  transmit¬ 
ting  transducer  of  the  echo  repeater.  Curves  2  and  3 
indicate  average  results  when  balancing  capacitors  as 
well  as  a  filter  were  used. 


6  "  CONCLUSIONS  AND 

RECOMMENDATIONS 

Experience  with  the  echo-repeater  calibrator  has 
demonstrated  the  soundness  of  the  acoustic  princi¬ 
ple  employed  and  the  usefulness  of  the  device  in 
in  connection  with  any  work  involving  the  employ¬ 
ment  of  echo  repeaters  to  provide  a  known  target 
strength.  The  equipment  may  take  a  s  at  iety  of  forms 
to  meet  specific  needs.  In  many  applications  of  echo 
repeaters  which  do  not  involve  towing,  it  may  be 
convenient  to  mount  the  calibrating  transducers  on 
a  rigid  framework  attached  to  the  echo  repeater  it¬ 
self.  In  this  way  calibrations  can  be  made  intermit¬ 
tently  while  the  repeater  is  in  use.  For  deep-towed 
repeaters  or  other  applications  in  which  the  repeater 
must  operate  for  long  periods  without  monitoring, 
much  time  can  be  saved  and  uncertainties  avoided 
by  making  a  careful  calibration  before  the  repeater 
is  launched. 

None  of  the  models  of  the  echo-repeater  calibrator 
received  sufficient  production  engineering  develop¬ 
ment  to  qualify  it  as  a  manufacturing  prototype.  It 
is  recommended  that  further  development  work  be 
devoted  to  the  design  of  the  echo-repeater  calibrator, 
and  that  the  instrument  be  procured  in  limited  num¬ 
bers  for  use  by  sound  schools  and  other  naval  groups 
engaged  in  the  test  or  evaluation  of  sonar  equipment. 
It  is  anticipated  that  further  development  work  de¬ 
voted  to  this  subjec  t  will  also  provide  design  infor¬ 
mation  useful  for  the  construc  tion  of  echo  repeaters 
having  built-in  calibration  facilities. 
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Automatic  Target  Positioner 


The  automatic  target  positioner  is  an  attachment  to 
the  (lead  reckoning  tracer  [7)/f  T\  which  indicates  the 
location  of  a  target  at  any  given  instant.  It  depends 
upon  information  received  by  radar  equipment  and 
automatically  transmitted  by  the  radar  operator  as  he 
manipulates  the  range  and  bearing  cursors  of  the 
A  scope  and  the  PPL  This  information  governs  the 


action  of  small  servo  motors  which  control  the  post 
lion  of  a  light  spot,  representing  the  target,  upon  the 
DRT  plotting  surface.  The  light  spot  may  be  utilized 
for  the  simultaneous  tracking  of  several  different  tar¬ 
gets.  This  device  was  developed  by  the  San  Diego 
Laboratory  of  the  University  of  California  Division 
of  War  Research  [UCDWR]. 


Fici'kk  I.  Dead  reckoning  tracer  assembly. 


’•I  INTRODUCTION 

f'P'HK  Al  lOMAl.O  TAROKT  l*OSI  1IONK.R  [ATP]  is  ail 
X  adjunc  t  which  may  be  added  to  the  standard 
Navy  Anna  dead  reckoning  tracer  [DRT].  (See  Fig¬ 
ure  1.)  Its  purpose  is  to  spot  the  position  of  a  target 
on  the  geographical  plot  of  the  DRT  automatically 
and  in  accordance  with  input  data  supplied  by  the 
radar  operator  in  the  normal  course  of  his  opera¬ 
tions.  At  present,  ranges  and  bearings  are  reported 
verbally  to  CIC  by  the  radar  operator  or  from  the 
sonar  hut  and  are  then  plotted  on  the  DRT  by  hand 


with  the  aid  of  a  drafting  machine  or  by  use  of  the 
compass-rose  projector.  This  method  is  slow  and  its 
accuracy  is  dependent  on  the  skill  of  the  plotting 
personnel.  Al  best,  only  a  very  few  targets  can  be 
plotted  simultaneously.  The  verbal  transmission  of 
information  may  also  lead  to  large  errors  or  blun¬ 
ders. 

The  automatic  target  positioner  places  a  target 
position  directly  on  the  plotting  surface  of  the  DRT 
by  means  of  a  light  spot  representing  the  target.  In 
operation,  the  following  steps  are  taken.  The  radar 
operator  locates  a  target  in  the  usual  manner  and 
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Kk.i  ri'.  2.  Partial  electric  schematic  of  the  automatic  target  positioner. 


cranks  the  radar  range  and  bearing  cursors  into 
their  proper  positions  on  the  A  and  1*1*1  scopes.  In 
so  doing,  he  also  transmits  the  target  position  data 
and  thus  automatically  moves  the  target  light  spot 
to  the  correc  t  position  in  relation  to  own-ship’s  light 
spot  on  the  DRT. 

7.*  GENERAL  PRINCIPLES  OF 

OPERATION 

I’he  magnitudes  ol  the  fiO-c  a-c  voltages  in  the  east¬ 
ing  and  northing  circuits  are  set  in  by  the  manual 
operation  of  the  range  crank  and  the  bearing  cursor 
crank  at  the  radar  set.  The  range  crank  positions 
the  slider  of  a  precision  Variac  and  affects  both  the 
easting  and  northing  voltages  uniformly  and  in  pro¬ 


portion  to  the  range  (Figure  2).  The  bearing  cursor 
crank  rotates  the  rotor  of  a  precision  two-phase  con¬ 
trol  transformer  and  thereby  determines  both  the 
casting  and  northing  voltages  in  such  a  way  that  1  'K 
=  V  cos  A,  and  V H  =  V  sin  A,  where  the  voltage  V 
varies  directly  as  the  range,  A  is  the  true  bearing  of 
the  target,  l'K  is  the  generated  easting  voltage  and 
VN  is  the  generated  northing  voltage.  That  is,  the 
polar  coordinates  of  the  target  (with  own  ship  as  the 
origin),  which  are  determined  by  the  radar  operator 
as  target  range  and  bearing,  are  converted  into  cor¬ 
responding  rectangular  voltage  components  Vh:  and 
rv.  The  next  step  is  the  employment  of  these  rect¬ 
angular  target  position  voltages  for  the  automatic 
positioning  of  a  target  carriage  in  the  DRT  with  re¬ 
spect  to  own-ship’s  position.  The  basic  scheme  em- 
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ployed  is  to  set  up  easting  and  northing  voltage 
scales  in  the  DRT  by  means  of  linear  potentiometers, 
which  extend  over  the  entire  travel  ranges  of  the 
DRT  carriages  in  the  east  and  north  directions,  and 
which  thereby  furnish  a  coordinate  system  for  lo¬ 
cating  the  target  relative  to  own  ship.  Suppose  for 
example  that  a  voltage  drop  of  ()..r>  v  per  inch  is 
established  on  the  potentiometers  with  the  positive 
terminals  at  the  north  and  east  ends  respectively. 
Then  for  any  arbitrary  position  of  own  ship  on  the 
DR  I’  table  (and  of  the  corresponding  own-ship  elec¬ 
tric  slider  contacts  on  the  potentiometers),  voltages 
l'K  =  I,  i’v  =  2  would  determine  a  position  2  in. 
to  the  right  (east)  and  I  in.  up  (north)  from  own- 
ship's  position. 

It  remains  to  explain  how  the  voltages  set  in  by 
the  radar  operator  cause  the  target  carriage  to  seek 
the  corresponding  voltages  on  the  DR  I’  potentiom¬ 


eter.  The  method  employed  (see  Figures  2  and  3)  is 
to  form  circuits  which  place  the  E  and  N  control  and 
the  DRT  potentiometer  voltages  in  series-opposition, 
and  which  drive  positioning  motors  with  the  am¬ 
plified  difference  voltage.  Thus,  to  effect  east-west 
positioning,  the  amplified  imbalance  voltage  drives 
an  east-west  positioning  motor,  which  is  coupled  to 
the  target  carriage  in  such  a  sense  as  to  drive  it  in  a 
direction  tending  to  minimize  the  voltage  unbalance 
and  to  be  satisfied  only  when  this  difference  is  zero. 
A  similar  and  simultaneous  action  in  the  north-south 
direction  produces  a  resultant  rest  position  of  the 
target  carriage,  determined  by  the  input  coordinates 
which  are  set  in  by  the  radar  operator. 

Full  details  concerning  the  components  and  ac¬ 
cessories  of  the  ATP  may  be  obtained  by  consulting 
the  laboratory  completion  report  of  the  UCDWR  on 
the  DRT. 


Antisubmarine  Attack  Plotter 


The  antisubmarine  attach  plotter  is  an  instrument 
which  traces  nl><in  an  oscilloscope  screen  the  courses 
of  men  ship  anil  the  linnet  (luring  an  antisubmarine 
attach. Speed  and  bearing  information  from  the  ship's 
log  and  compass  screes  to  maintain  proper  position 
of  men-ship's  spot  upon  the  screen.  The  oscilloscope 
sweep,  starting  from  own-ship's  position,  as  an  echo¬ 
ranging  ping  is  emitted,  moves  across  the  screen  in  a 
direction  determined  by  the  hearing  of  the  echo-rang¬ 
ing  projector.  Upon  reception  of  an  echo,  the  sweep 
terminates  in  a  bright  spot  which  shows  the  position 
of  the  target.  Through  screen  persistence,  the  position 
spots  remain  visible  for  several  minutes  and  thereby 
trace  out  the  courses  of  the  two  vessels.  The  instru¬ 
ment  also  generates  a  "predictor  line"  of  adjustable 
direction  and  length,  which  appears  on  the  oscillo¬ 
scope  screen  as  a  bright  streak,  extending  forward 
from  own-sliip's  position.  This  makes  it  possible  to 
determine  the  correct  range  and  bearing  to  be  used 
by  the  depth-charge  projectors  in  a  forward-throwing 
attack.  The  instrument  teas  developed  by  the  ('•eneral 
Electric  Company  under  the  auspices  of  the  Xational 
Defense  Research  Committee. 


Fk.dkk  I.  The  General  Electric  antisubmarine  attack 
plotter  (ASAI’J. 
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us  INTRODUCTION 

In  an  antisubmarine  attack  made  by  a  surface  ves¬ 
sel  on  a  submerged  submarine,  the  basic  problem  is 
to  develop  from  range  and  bearing  information,  ob¬ 
tained  by  use  of  echo-ranging  equipment,  the  gen¬ 
eral  course  and  speed  of  the  submarine  so  that  the 
attacking  surface  vessel  may  determine  the  proper 
course  to  steer  and  proper  time  to  fire.  Any  one 
item  of  information  giving  momentary  range  and 
bearing  merely  tells  the  attacking  ship  where  the 
target  is  momentarily  located  relative  to  the  attack¬ 
ing  ship.  Successive  ranges  and  bearings,  and  rates 
of  change  of  these  quantities  must  be  interpreted  by 
the  conning  officer  to  yield  an  estimate  of  the  target's 
course  and  speed.  Changes  in  these  rates  must  also 
be  examined  in  order  to  determine  whether  the  tar¬ 
get  resorts  to  some  change  in  course  and  speed,  since 
such  changes  may  lie  expected  from  the  submarine 
when  the  latter  is  engaged  in  evasive  maneuvers. 

The  problem  of  delivering  an  accurate  attack  is 
complicated  by  a  number  of  important  factors. 

1.  At  best,  range  and  bearing  information  ob¬ 
tained  from  echo-ranging  equipment  under  antisub¬ 
marine  attack  approach  conditions  is  neither  satis¬ 
factorily  accurate  nor  obtained  frequently  enough. 
The  accuracy  and  frequency  of  this  range  and  bear¬ 
ing  information  depend  on  the  ability  of  the  equip¬ 
ment  operator,  the  capabilities  of  the  equipment  it¬ 
self,  the  water  conditions  affecting  transmission  of 
sound,  and  the  effective  si/e  of  the  submarine  as  an 
acoustic  reflector.  The  last-named  factor  is  in  turn 
dependent  on  a  number  of  changeable  conditions. 

2.  I  he  maneuverability  of  the  attacking  vessel  is 
a  major  factor  in  determining  not  only  the  accuracy, 
but  especially  the  rapidity,  with  which  range  and 
bearing  information  is  needed.  Unless  evasive  ma¬ 
neuvers  of  the  submarine  can  be  detected  sufficiently 
early,  the  lag  of  the  attacking  vessel  in  altering  course 
may  lead  to  inadequate  countering  of  the  evasive 
maneuvers. 

3.  Depth  charges  especially,  and  Hedgehog  or 
Mousetrap  projectiles  to  a  lesser  extent,  require  time 
to  sink  to  the  depth  at  which  an  explosion  is  to 
take  place.  Accordingly,  the  charges  must  be  landed 
on  the  water  in  a  definite  location  ahead  of  the  sub¬ 
marine,  this  ahead-allowance  depending  on  the  esti¬ 
mated  speed  of  the  submarine  and  the  estimated  time 
required  for  projectile  descent.  Because  of  the  ne¬ 
cessity  of  making  this  allowance,  an  attacking  vessel 
needs  to  perform  a  more  difficult  operation  than 


would  be  involved  in  merely  steering  a  collision 
course,  and  the  conning  officer  must  continually  re¬ 
value  the  allowance  which  he  is  to  make. 

An  experienced  conning  officer,  particularly  if  he 
is  assisted  by  a  sound  range  recorder  in  proper  oper¬ 
ating  condition,  can  ordinarily  interpret  the  range 
and  bearing  information  received  from  the  echo¬ 
ranging  equipment  so  as  to  conn  his  ship  accurately. 
There  are  various  qualifications  which  might  be 
made  to  this  statement,  but  it  is  desired  to  indicate 
that  with  the  combination  of  experienced  conning 
officers,  good  sound  operators,  and  good  equipment, 
an  attack  director  is  of  much  less  value  than  under 
less  favorable  conditions.  Since  the  problem  is  essen¬ 
tially  a  navigational  one,  an  experienced  conning 
officer  may  to  a  large  extent  perform  in  his  head, 
perhaps  even  by  inductive  judgments,  much  that  an 
attack  director  could  do  for  him.  However,  particu¬ 
larly  with  the  large  expansion  necessary  in  the  num¬ 
ber  of  antisubmarine  vessels,  it  appeared  that  diffi¬ 
culties  in  developing  a  sufficient  number  of  well- 
trained  conning  officers  might  indicate  an  important 
need  for  attac  k  directors. 

Because  of  the  complicated  character  of  the  con¬ 
ning  problem,  as  illustrated  by  the  factors  listed 
above,  and  because  of  uncertainties  as  to  the  best 
method  of  presenting  attack  director  information,  it 
was  desirable  to  develop  and  examine  a  number  of 
d iiferent  designs  of  attack  direc  tors.  In  general,  these 
attack  directors  were  assigned  the  function  of  assim¬ 
ilating  the  echo-ranging  data  during  an  attack,  and 
of  indicating  to  the  conning  officer,  either  by  plot¬ 
ting  or  computing  techniques,  the  proper  attack 
course  to  be  steered  and  the  proper  time  for  release 
of  depth  charges  or  for  firing  ahead-thrown  missiles. 

The  antisubmarine  attack  plotter  [ASAP],"  as  its 
name  implies,  utilizes  the  plotting  rather  than  the 
computing  technique  (see  Figure  1).  The  develop¬ 
ment  of  this  device  grew  out  of  earlier  work  on  a  plan 
position  indicator  [1*1*1]  for  showing  on  a  persistent 
oscilloscope  screen  the  range  and  bearing  of  echoes 
viewed  by  the  QC  sound  gear.  The  PPI  presented 
a  relative  polar  plot  of  own  ship  and  target,  and  it 
was  thought  that  a  navigational  plot,  or  map,  of  own- 
ship'  s  course  and  target's  course  would  be  more  use¬ 
ful,  particularly  to  less  experienced  officers.  The  pres¬ 
ent  attack  plotter  automatically  draws  such  a  map 
on  the  persistent  screen  of  a  cathode-ray  tube.  These 
courses  appear  as  a  series  of  bright  spots  on  the  re- 


n  Originally  called  the  oscilloscope  course  plotter. 
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modified  a  little  later  by  the  addition  of  a  predictor 
for  use  with  forward  throwers,  which  indicates  on 
the  screen  the  point  to  which  the  charges  will  be 
thrown.  This  modification  was  tested  on  the  Semin  es 
in  October.  Finally,  the  General  Electric  Company 
performed  production  design  work  and  produced  the 
ASAP  in  quantity  for  the  Navy.  It  was  made  standard 
equipment  aboard  destroyer  escorts  and  was  installed 
extensively  in  other  escort  craft  such  as  frigates  and 
mine  sweepers.  It  is  difficult  to  estimate  the  exact 
number  of  equipments  put  into  service  but  the  total 
probably  exceeds  1,000. 

»■«  GENERAL  DESCRIPTION 

'Hie  oscilloscope  attack  plotter  indicates  on  a  per¬ 
sistent  screen  the  position  and  course  of  the  ship 
on  which  it  is  installed,  and  the  position  and  course 
Ek.i  ki  ">.  \  ixpical  attack  plot  on  ASAP  screen.  of  a  submarine  in  its  vicinity  with  which  contact 

has  been  made  by  sound  echo-ranging  apparatus, 
tentive  screen  and  for  a  typical  test  attack  situation  The  course  of  own  ship  is  supplied  to  the  instrument 
would  look  somewhat  as  shown  in  Figure  5.  front  the  compass  repeater  system,  and  from  a  vari- 

In  the  situation  pictured,  the  attacking  ship  makes  able  transformer  whose  voltage  output  is  propor- 

a  QC  contact  with  the  submarine  at  a  range  of  1,500  tional  to  ship's  speed.  The  sound  beam  sent  out  from 
yd  dead  ahead  while  steaming  on  course  325.  Sucres-  the  QC  gear  is  shown  by  sweeping  the  cathode-ray 
sive  QC  transmissions  and  echoes  show  that  the  tar-  trace  across  the  screen.  The  sweep  originates  at  a 
get  is  drawing  to  the  right,  so  the  conning  officer  point  on  the  screen  corresponding  to  own-ship’s  po- 
takes  lead  to  the  right  in  order  to  proceed  to  the  sit  ion,  and  at  the  same  time  as  the  QC  transmission, 

attack.  As  the  courses  of  both  submarine  and  de-  I  bis  point  is  marked  on  the  screen  by  momentarily 

stroyer  develop,  he  makes  adjustments  in  his  helm,  brightening  the  trace.  The  direction  of  motion  of 
so  that  when  contact  is  lost  at  350  yd  (the  last  echo  the  sweep  is  along  the  true  bearing  of  the  sound 

from  submarine  on  left)  the  conning  officer  feels  ccr-  beam,  and  its  speed  is  such  as  to  reproduce  correctly 

tain  the  ship's  stern  will  cross  the  target's  projected  the  distances  of  objects  from  which  echoes  are  oh- 
course  sufficiently  ahead  to  insure  successful  attack;  tained,  The  position  of  a  submarine  is  marked  on 
that  is,  he  will  lead  the  target  by  an  amount  of  time  the  screen  by  using  the  echo  to  brighten  the  trace 
equal  to  the  sinking  time  of 'the  charges  to  the  depth  at  that  point.  Own-ship’s  trace  and  the  echo  trace 
he  has  decided  upon.  In  the  sketch,  pinging  has  been  form  a  map  on  the  face  of  the  tube.  This  map  per- 
stopped  after  loss  of  contac  t,  and  so  own-ship's  course  sists  for  about  2  min  if  the  tube’s  lace  is  properly 
is  not  plotted.  Moreover,  we  have  assumed  a  friendly  shielded  from  light  by  a  viewing  hood,  or  if  the  room 
submarine  and  lire  has  been  withheld,  so  that  both  is  reasonably  dark. 

ships  continue  on  and  contac  t  is  resumed.  I  he  QG  There  is  a  transparent  plotting  table  mounted 
operator  scans  astern  and  to  starboard,  and  again  directly  above  the  screen  on  which  a  more  perma- 
fincls  the  target  with  the  echoes  as  shown,  thus  com-  nent  record  of  the  traces  can  be  marked  with  a  grease 
plcting  the  traces.  pencil.  In  general,  own  ship  and  the  target  both 

The  first  tests  of  an  instrument  of  this  kind  were  move  off  screen  after  an  approach.  If  it  is  desired 

made  on  the  USS  Rathburne  at  San  Diego  during  to  maintain  contact  with  the  target  for  a  second  ap- 
April  1912.  A  more  compact  and  improved  instrtt-  proach,  a  larger  transparent  sheet  can  be  laid  on  the 
ment  was  then  constructed  and  tested  on  the  USS  plotting  table  and  the  traces  marked  on  this.  When 
Semmes  at  various  times  during  the  summer.  Statis-  the  traces  move  off  screen,  they  are  brought  back 
deal  tests  of  a  similar  instrument  were  made  on  the  by  turning  own-ship’s  positioning  controls,  and  the 
Sangamo  trainer  at  the  West  Coast  Sound  School,  tracing  sheet  is  shifted  to  match  the  new  position  of 
San  Diego,  during  July  1932.  The  instrument  was  own-ship’s  trace.  In  this  way  a  continuous  record  of 

CONFIDENTIAL 


MODE  OF  OPERATION 


127 


the  motions  of  own  ship  and  target  may  be  kept  over 
a  long  period. 

The  attack  plotter  sets  are  designed  to  be  used  on 
the  bridge  or  in  the  chart  room  by  the  control  officer 
who  is  planning  an  antisubmarine  attack.  The 
courses  on  the  tube,  as  he  views  them,  are  represented 
on  a  true  bearing  scale  with  south  on  the  side  of  the 
tube  by  the  observer.  Positioning  knobs  allow  the 
observer  to  shift  his  own-ship’s  position  on  the  screen 
at  any  time,  north  or  south  and  east  or  west.  The 
entire  instrument  can  be  used  as  a  position  plan 
indicator  by  turning  off  the  variable  autotransformer 
supplying  own-ship’s  speed. 

Once  a  submarine  has  been  located  by  standard 
searching  methods,  echoes  begin  to  appear  on  the 
screen  of  the  tube.  If  contact  is  lost,  the  observer  can 
see  where  the  QC  operator  should  scan  to  re-estab¬ 
lish  contact.  Conversely,  he  can  sec  where  he  has 
searched  unsuccessfully  without  finding  a  target. 
Spurious  echoes  due  to  water  noise  appear  on  the 
screen,  and  also  echoes  from  wakes.  Sometimes  the 
former  can  be  diagnosed  by  their  randomness.  It  is 
necessary  for  the  QC  operator  to  maintain  good  con¬ 
tact  with  the  target;  otherwise  the  submarine  trace 
on  the  screen  is  not  complete  enough  for  the  control 
officer  to  decide  what  maneuver  the  submarine  is 
executing,  and  to  conn  the  ship  accordingly.  This 
requirement  is  best  met  when  the  sound  gear  includes 
the  right-left  bearing  indicator  [RL1  or  BD1],  which 
aids  the  sound  operator  in  keeping  the  center  of  the 
sound  beam  fixed  on  the  point  of  the  target  that 
gives  the  strongest  echo.  If  the  Rl.I  is  not  available, 
a  possible  alternative  is  for  the  sound  operator  to  de¬ 
termine  the  two  cutoffs  of  the  target  and  then  to 
indicate  the  center  bearing  on  the  oscilloscope  by 
setting  the  projector  on  the  center  bearing  and  press¬ 
ing  a  foot  pedal  which  intensifies  the  next  echo  on 
the  screen.  This  foot  pedal  is  not  normally  included 
with  the  attack  plotter  but  can  be  added  if  necessary. 

By  pressing  a  predictor  knob  at  the  left  of  the  tube, 
the  operator  can  project  a  line  on  the  screen,  cen¬ 
tered  about  own-ship’s  position.  This  line  serves  two 
purposes:  (1)  If  the  predictor  knob  is  in  the  central 
position,  the  line  lies  along  own-ship’s  course  and 
is  useful  in  estimating  whether  this  course  bears  the 
desired  relation  to  the  target.  (2)  When  a  forward 
thrower  is  being  used,  the  length  of  the  line  can  be 
adjusted  to  match  the  range  of  the  projectile.  More¬ 
over,  by  turning  the  predictor  knob,  the  line  can  be 
rotated  up  to  20  degrees  on  either  side  of  own-ship’s 
course  so  as  to  bring  its  end  in  a  more  favorable  posi¬ 
tion  with  respect  to  the  target  on  the  screen.  The 


final  true  bearing  of  this  line  is  read  on  a  synchro 
repeater,  and  the  operator  of  the  forward  thrower 
should  keep  his  projector  trained  on  this  bearing. 

7*  MODE  OF  OPERATION 

Own-Ship’s  Position  Indication 

The  neck  of  the  cathode-ray  tube  passes  through 
two  yokes  fitted  with  deflection  coils  and  through  a 
focus  coil  (see  Figure  6).  When  the  focus  coil  has 
approximately  7  ma  flowing  through  it,  a  sharply 
defined  bright  spot  is  focused  near  the  center  of  the 
screen.  By  applying  a  d-c  voltage  to  the  north-south 
pair  of  coils  on  the  stationary  course  plotter  yoke, 
the  beam  can  be  deflected  from  the  center  of  the 
screen  to  a  new  position  along  what  is  designated 
as  the  N-S  direction  on  the  screen.  A  voltage  applied 
to  the  coils  on  the  other  sides  of  this  yoke  deflects  the 
beam  in  the  E-W  direction.  In  eacli  case  the  linear 
deflection  is  directly  proportional  to  the  voltage  ap¬ 
plied.  The  mapping  of  own-ship's  course  is  effected 
by  applying  properly  changing  voltages  to  these  pairs 
of  deflection  coils  from  two  potentiometer  units.  The 
movable  arms  of  the  potentiometers  are  driven  me¬ 
chanically  at  rates  proportional  to  ship’s  speed  along 
the  N-S  and  the  E-W  directions.  The  way  in  which 
this  is  accomplished  is  as  follows. 

Scott-connected  transformers  are  supplied  from 
the  three  field  leads  of  the  compass  repeater.  The 
two  pairs  of  output  leads  from  the  Scott  transformers 
supply  a-c  voltages  proportional  to  the  components 
of  the  ship’s  heading  in  the  N-S  direction  and  in  the 
E-W  direction,  i.e.,  to  cos  a  and  sin  a,  where  a  is  the 
ship’s  true  heading.  It  is  arranged  also  to  obtain 
from  a  variable  autotransformer  an  a-c  voltage  in 
phase  witli  the  Scott  transformer  voltages  and  pro¬ 
portional  to  ship's  speetl  in  magnitude. 

The  a-c  voltages  from  the  Scott  transformer  out¬ 
puts  are  applied  to  the  voltage  coils  of  two  special 
watthour  meters,  while  the  a-c  voltage  from  the  vari¬ 
able  autotransformer  is  applied  to  the  current  coils 
of  the  two  watthour  meters,  in  series  with  each  other 
and  a  fixed  resistor.  The  disk  of  the  N-S  meter  turns 
at  a  rate  proportional  to  ship’s  speed  times  cos  a, 
and  the  disk  of  the  E-W  meter  turns  at  a  rate  propor¬ 
tional  to  ship’s  speed  times  sin  «.  A  reversal  of  direc¬ 
tion  of  rotation  of  the  N-S  disk  occurs  each  time  the 
ship's  heading  shifts  through  the  E-W  direction,  and 
of  the  E-W  disk  as  the  heading  shifts  through  the 
N-S  direction. 

The  rotation  of  each  watthour  meter  disk  is  fol- 
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lowed  mechanically  by  a  small  synchronous  inductor 
motor  which  acts  as  a  reversible  torque  amplifier. 
Each  iliotoi  has  a  geal  l)o\  whose  shaft  call  tlUn  di 
1  rpm.  This  shaft  drives,  through  gears  and  a  long 
abaft  the  ar-jti  «f  the  {JutnUitHltntt  Wti-U 

which  it  is  associated;  and  it  drives,  directly,  a  pair 
of  contacts  which  follow  the  motion  of  an  arm  driven 
by  the  associated  watthour  meter.  The  motor  turns 
so  as  to  keep  the  contacts  away  from  the  arm  which 
is  driven  by  the  watthour  meter. 

Each  potentiometer  is  mounted  on  the  cabinet  so 
that  its  winding  can  be  rotated  manually  with  re¬ 
spect  to  its  contact  arm.  Hence,  the  moving  spot  rep¬ 
resenting  own-ship's  position  can  be  repositioned  at 
any  time.  If  the  potentiometer  arm  is  driven  to  the 
end  of  the  winding,  it  crosses  a  small  gap  (i/£  in.)  and 
resumes  contact  with  the  winding  at  its  other  end. 
l  itis  reverses  the  polarity  of  the  course  plotter  coil 
connected  between  the  arm  and  the  mid-point  of  the 
winding.  The  spot  reappears  on  the  opposite  side 
of  the  screen  and  travels  across  the  screen  once  more, 
or  as  the  watthour  meter  dictates.  The  spot  disap¬ 
pears  before  the  arm  has  reached  the  end  of  the 
potentiometer  winding,  for  the  electron  beam  is  lim¬ 
ited  in  its  traverse  by  the  neck  of  the  tube. 

Su  n  t'  Dirkc  iion  Com  koi. 

The  yoke  on  which  the  sweep  coil  is  wound  is 
mounted  on  the  shall  of  a  synchro  differential  gen¬ 
erator  whose  three  S  leads  are  wired  to  the  compass 
rvfte  wrr  Jtyniew  -mu!  w!w*e  tlm*  K  k*tttU  ***  wired 
to  the  generator  which  repeats  the  relative  bearing 
of  the  QC  projector  below  the  ship.  Thus  the  sweep 
coil  is  positioned  so  that  a  voltage  applied  to  the 
coil  deflec  ts  the  electron  beam  across  the  face  of  the 
tube  in  a  direction  corresponding  to  the  true  bearing 
of  the  QC  sound  transmission. 

kt  v  i\e.,  Sw  t  M*,  ami  Own  -Shir  s  l’osi  ilo,\ 

I'lie  voltage  which  deflects  the  electron  beam  is 
*4  MiMuutii  tilt*!*'  Tlw  Jwgiiwuiig  of  tin*  wtwj* 
is  synchronized  with  the  transmission  of  the  QC  by  a 
keying  relay,  which  has  contacts  for  triple-pole 
double-throw  operation.  When  the  relay  coil  is 
pulsed,  the  armature  spring  nearest  to  the  frame  of 
the  relay  grounds  the  sweep  condenser  (C-15)  and 
oil  opening  mutates  the  sweep,  t.e.,  the  sloping  por¬ 
tion  of  the  sawtooth  voltage.  Since  the  keying  relay 

■  *Tl.  H  H  I  lirJ  «  1  ^  J  §  it 1  If  j'l'wU  1  ri  vj  *fc  L '  I  I  ■  — »  I  J.  |fj  BRa  rM>r  . 

j  c.Tl  Titici "  1  rrC  1st  r iTrt  l  tin  y  ,  \  I  iC  1  u  I  ItfT.  I  Tt  IITC  a  ”  sX  rT 

automatically  shifts  as  the  QC  is  shifted  from  1,000 
to  2,000  yd,  5,000  yd,  or  hand  keying.  On  a  D  in. 


oscilloscope  tube,  ranges  beyond  2,000  yd  do  not 
appear,  the  sweep  goes  off  the  edge  of  the  screen  as 
the  Cline  lit  thlmigli  \ -.c  and  \ -fi  (t»N  /  s/  commuts 
to  increase.  Sixty-live  milliamperes  through  the 
u*u*p  milt  gikxt  a  Muliuu  uiliifi  iu  The  cutuuil 
of  sweep  intensity  is  by  which  varies  the  volt¬ 

age  of  the  cathode  of  the  oscilloscope  with  respect 
to  ground. 

The  middle  armature  spring  of  the  relay  momen¬ 
tarily  grounds  the  screen  grid  of  tube  No.  1  (6SJ7) 
to  reduce  amplification  of  the  reverberation  noise 
following  the  QC  transmission. 

The  outer  armature  spring  is  used  to  brighten  the 
spot  on  the  oscilloscope  screen  at  the  time  when  the 
sweep  starts.  T  his  is  clone  by  momentarily  connect¬ 
ing  condenser  C-lfi  to  a  charging  circuit,  and  then 
discharging  it  on  to  the  grid  of  the  oscilloscope  when 
the  keying  relay  opens.  The  brightness  of  own-ship’s 
spot  can  be  regulated  by  adjusting  the  spot  intensity 
potentiometer  R-’il,  which  determines  the  voltage  to 
which  C-l(i  is  c  harged.  I'lie  brightening  of  the  initia¬ 
tion  point  of  the  sweep  allows  the  course  of  one’s 
own  ship  to  be  traced  on  the  screen,  as  this  initiation 
point  moves  about  under  the  influence  of  the  course 
plotter  coils. 

The  keying  relay  is  energi/cd  by  the  discharge  of 
a  7-/i f  condenser  through  its  coil  and  rectifier  tube 
V-H  ((5X5)  whenever  the  QC  keying  relay  is  dosed. 
The  pulse  from  the  condenser  is  stepped  up  in  volt¬ 
age  by  a  transformer  to  give  faster  operation  of  the 
relay  flw  iwiftvr  mile  die  relsy  l'n+m 

being  energi/cd  when  the  QC  keying  circuit  is 
opened. 

Echo  Rkcf.I’TION 

To  place  an  echo  visually  on  the  sweep,  an  audio 
signal  from  the  QC  receiver-amplifier  must  reach  the 
grid  of  the  cathode-ray  tube.  The  signals  from  the 
QC  receiver  vary  greatly  in  intensity  with  the  gain 
setting  and  include  a  large  amount  of  local  rever- 
IjctAtiuu  outlie  wUkh  wutiki  d-UlvacUug  truw 
on  the  screen  without  contributing  any  useful  in¬ 
formation.  Moreover,  the  true  echoes  from  a  target 
have  an  appreciable  length  and  give  short  lines  (\/ 
or  yH  in.)  on  the  screen,  instead  of  points.  A  more 
definite  trace  of  the  submarine’s  path  is  obtained  if 
the  cue  ml  is  designed  so  that  only  the  first  part  of 
each  echo  appears  on  the  screen.  With  these  ends  in 
wew,  the  «-ht*fwewHg  intitule*  three  4iwd* 

of  volume  control; 

1.  A  time  variation  of  gain.  The  purpose  of  this 
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is  (o  reduce  sensitivity  just  after  transmission  of  the 
QC  signal  in  order  to  avoid  cluttering  up  the  screen 
by  reverberation  traces.  This  is  accomplished  by 
grounding  the  screen  grid  of  V-4  by  the  keying  relay 
at  the  instant  of  transmission.  The  screen  grid  re¬ 
gains  voltage  (and  sensitivity)  at  a  rate  determined 
by  R-22  and  C-l  3.  A  time  constant  of  0.2  sec  for  this 
circuit  has  been  acceptable  in  practice. 

2.  An  average  control  of  sensitivity  to  match  the 
strength  of  signal  received  from  the  QC.  Connection 
is  made  in  the  QC  amplifier  to  the  resistor  on  the 
grid  of  the  power  tube  which  supplies  the  QC  red 
light  output.  A  part  of  the  signal  from  this  point 
is  fed  through  C-l  on  to  the  grid  of  V-l  (6SK.7)  and 
is  amplified  and  fed  through  C-3  and  CM2  to  the  grid 
of  V-  l  (0SJ7).  From  the  plate  of  V-l,  the  amplified 
signal  goes  to  the  oscilloscope  grid  via  condensers 
C-H  and  C-l 6.  The  echo  intensity  is  controlled  by 
potentiometer  R-33. 

The  signal  from  V-l  is  also  amplified  by  V-2  (6SQ7) 
and  V-3  (CiSQ7)  via  C-5.  This  signal  is  rectified  by  the 
diode  half  of  V-3  and  applied  as  a  negative  bias  to 
the  grid  of  V-l.  The  time  constant  of  this  control 
determined  by  C-l 8,  R  17,  and  R-18  is  approximately 
0.2  sec.  1'his  slow  A  VC  partially  equalizes  the  inten¬ 
sity  of  the  audio  signals  being  amplified  and  keeps 
the  general  sweep  level  constant. 

3.  A  control  for  shortening  the  duration  of  a 
strong  echo  on  the  screen.  This  function  is  performed 
by  the  diode  portion  of  V-2  which  rectifies  the  signal 
niming  through  CM  and  so  applies  momentary  nega¬ 
tin'  bias  to  the  grid  of  the  output  tube  V-l  when  a 
long  and  strong  signal  is  received.  Condensers  C.-fi. 
C-l,  C-!f.  R-8,  R-9,  R-IO,  R-l  I,  and  R-19  determine 
the  time  constant  (approximately  0.05  sec)  of  this 
fast  A  VC  and  the  amount  of  the  suppressing  action, 
and  finally  filter  the  audio  signal  from  V-2  to  prevent 
its  controlling  the  grid  of  V-4. 

When  the  right-hand  control  switch  is  positioned 
on  echo,  the  condenser  C-8  is  connected  between  the 
common  point  of  R-9  and  R  10  and  B-.  The  output 
of  V-2  is  shorted  to  ground  through  C-8  and  the  short 
AVC  is  out  of  action. 

When  the  switch  is  on  the  AVC  position,  condenser 
C-8  is  opened  and  the  short  AVC  control  comes  into 
operation. 

Predictor  for  Forward  Throwers 

To  place  a  line  on  the  screen  to  indicate  the  posi¬ 
tion  of  the  center  of  a  forward-thrown  charge  pat¬ 
tern  in  rf  I  a  r  ion  til  the  sirlimanVir  it  i*  nec».«ary  to 
press  the  control  knob  to  the  left  of  the  screen.  This 


closes  a  microswitch  which  energizes  a  four-pole  re¬ 
lay.  The  relay  opens  the  sweep  coil  so  as  to  return 
the  sweep  to  own-ship’s  position,  shorts  resistor  R-54 
in  the  cathode  of  the  cathode-ray  tube  to  brighten 
the  spot,  and  energizes  the  primaries  of  a  pair  of 
Scott-connected  transformers  from  a  5D  synchro 
whose  rotor  is  mechanically  connected  to  the  pre¬ 
dictor  knob.  I  he  sccontlaries  of  these  transformers 
are  connected  in  series  with  the  course  plotter  coils 
and  ring  potentiometers.  'Ihe  transformers  impose 
a  directed  fiO-c  a-c  voltage  on  the  spot.  This  produces 
a  line  whose  length  is  proportional  to  the  output 
voltage  of  the  transformers  and  whose  direction  on 
the  screen  is  changed  by  turning  the  rotor  of  the 
5D  synchro  with  the  predictor  knob.  If  the  knob  is 
set  in  its  central  position,  the  line  points  along  the 
heading  direction  of  the  ship  and  turns  as  ship’s 
heading  changes.  Stops  prevent  the  knob  from  being 
turned  more  than  20  degrees  to  the  left  or  right,  as 
this  represents  the  maximum  train  of  present  for¬ 
ward  throwers. 

The  Scott  transformers  are  tapped  so  that  the  out¬ 
put  voltage  can  be  changed.  This  permits  the  length 
of  the  line  to  be  varied  with  ship’s  speed.  A  multiple 
switch,  mounted  behind  the  speed  control  autotrans¬ 
former,  effects  the  proper  tap  changes.  On  ships  hav¬ 
ing  a  Pitometer  log.  this  correction  is  put  in  manu¬ 
ally  by  a  switch  mounted  directly  on  the  cover.  The 
switch  can  be  set  well  in  advance  of  the  attack  if  it 
is  to  be  carried  out  at  some  previously  decided  con¬ 
stant  speed. 

Power  Sum.iEs 

The  total  power  requirement  of  the  attack  plotter 
is  approximately  2.3  amp  at  110  v,  60  c.  Power  sup¬ 
ply  chassis  are  located  at  the  bottom  of  the  cabinet. 
Transformer  1-1,  two  5U4G  rectifiers,  and  a  filter 
circuit  with  30-^1  condensers  and  a  swinging  choke 
supply  approximately  400  v  for  the  circuit  box;  trans¬ 
former  T-2,  an  879  rectifier,  and  filter  condensers 
followed  by  two  1.0-megohm  protective  resistors  fur¬ 
nish  4,000  v  for  the  screen  of  the  oscilloscope.  A  safety 
switch  under  the  large  power  supply  opens  when  the 
unit  is  removed  from  the  cabinet.  This  breaks  the 
400-  and  4,000-v  circuits,  but  leaves  the  1 10-v  a-c  line 
and  a  90-v  d-c  supply  in  the  small  chassis  box  still 
on.  Care  should  be  exercised  if  the  4,000-v  supply  to 
the  tfcriUitscope  tube  is  ever  operated  with  live  cabinet 
open. 

The  90-v  d-c  supply  (from  transformer  T-3,  a  sele¬ 
nium  rectifier  nndeenm.  arJ  rtiulu)  pwm  iltr 
500-ohm  potentiometers  P-1  and  P-2,  and  provides  a 
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small  negative  current  through  the  sweep  coils  and 
R-57  for  centering  the  spot. 

Pitometer  Lex;  Follow-Up 

On  ships  having  a  Pitometer  log  it  is  easy  to  in¬ 
stall  a  small  repeater  which  automatically  positions 
the  arm  of  a  variable  transformer,  to  supply  voltage 
proportional  to  ship’s  speed.  If  there  is  no  Pitometer 
log  or  similar  system  to  which  an  automatic  follow¬ 
up  can  be  applied,  the  speed  transformer  must  be 
set  manually  as  the  ship's  speed  changes. 

Compass  In  verier 

On  ships  which  have  a  synchro  generator  repeat¬ 
ing  the  gyrocompass,  there  is  no  difliculty  in  supply¬ 
ing  ship’s  heading  to  the  course  plotter  unit.  The 
primaries  of  the  Scott  transformers  and  the  field 
leads  of  the  synchro  differential  generators  connect 
directly  to  the  field  leads  of  the  synchro  generator. 
I’he  load  thus  added  to  the  gyrocompass  repeater 


Mechanical  Geographic  Attack  Plotter 

The  met  hanica I  geographic  attack  plotter  [MGAP] 
is  a  device  for  platting  own-ship’s  course  and  target's 
course  in  an  antisubmarine  attack.  Although  the 
original  model  (Type  It)  provided  only  a  ship-cen¬ 
tered  plot  of  target’s  motion,  the  second  and  third 
models  ( T ypes  /■  and  l.)  give  geographic  plots,  show¬ 
ing  both  own-ship's  and  target's  course.  Automati¬ 
cally  controlled  pencils  produce  the  plots  on  the 
underside  of  a  sheet  of  translucent  paper  lighted  from 
below.  The  top  surface  of  the  paper  is  thus  freed  for 
the  operator's  use  in  making  measurements  and  em¬ 
ploying  templates  to  plan  the  course  of  an  attack.  The 
plotter  was  developed  by  HUSL. 


76  INTRODUCTION 

The  cathode-ray  plotters,  attack  plot ters  widely 
used  by  the  Navy,  did  not  provide  permanent  traces 
of  ships’  courses  on  the  oscilloscope  screen.  The  me- 
thnniitd  gtmgrttphit  itWrtrh  plotter  (NfCAPj  was  an 
attempted  improvement,  providing  permanent 
traces  from  a  completely  mechanical  aid  for  the  con¬ 
ning  officer. 

Instruments  of  three  different  types  were  built  and 
The  first  was  to  pfodtjtt  a  Mtnpk 


system  is  less  than  25  w.  Once  an  original  alignment 
has  been  made,  the  course  plotter  units  position  cor¬ 
rectly  whenever  the  gyro  is  turned  on,  as  do  all  the 
repeaters  on  the  gyrorepeater  system. 

Special  repeaters  for  the  course  plotter  must  be 
used  on  ships  which  have  a  d-c  gyrocompass  repeater 
system.  A  d-c  repeater,  connected  to  the  ship’s  sys¬ 
tem,  positions  a  synchro  generator  which  supplies 
the  course  plotter  unit  with  the  proper  voltages  for 
heading  indication. 

Since  the  d-c  repeater  locks  in  at  various  positions, 
the  synchro  generator  must  be  correctly  positioned 
with  respect  to  the  gyrocompass  whenever  the  latter 
is  started.  To  eflect  this,  the  step-by-step  motor  cir¬ 
cuit  is  opened  by  the  switch  button  and  the  synchro 
generator  is  then  positioned  by  moving  the  edge  of 
the  disk  protruding  through  the  cover.  When  the 
gyro  indicates  the  ship's  heading  is  north,  the  refer¬ 
ence  mark  on  the  disk  should  be  located  in  the  cen¬ 
ter  of  the  opening. 


Fk.i  ri;  7.  Mechanism  of  early  model  mechanical  geo¬ 
graphic  attack  plotter,  Type  R. 


relative  (ship-centered)  plot ,  and  is  designated  Type 
R.  Lite  submarine's  course  was  traced  on  a  circular 
plotting  board  by  a  pencil  attached  to  an  arm  of 
variable  length  pivoted  at  the  center  of  the  board, 
at  which  point  own  ship  was  imagined  to  be.  The 
second.  Type  F,  was  a  true  geographic  plotter,  pro¬ 
viding  a  urate  of  the  path  id  own  ship  as  weH  as  dm 
of  the  target.  A  carriage  corresponding  to  own  ship 
was  driven  by  a  single  friction  wheel  rolling  on  a 
plane  at  a  speed  proportional  to  that  of  the  ship  and 
in  a  direction  representing  own-ship’s  true  bearing. 
Mounted  tin  the  cmitge  was  an  atm  wfdrh  trued 
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the  course  of  the  target  as  in  the  first  design  and 
also  a  pencil  to  trace  own-ship’s  course. 

In  the  final  Type  L  plotter,  the  motion  of  the  car¬ 
riage  representing  own  ship  is  controlled  by  two 
lead  screws  at  right  angles  to  each  other  in  the  man¬ 
ner  of  the  odograph.  The  speeds  of  rotation  of  these 
screws  are  proportional,  respectively,  to  the  north- 
south  and  east-west  components  of  own-ship’s  course. 
On  the  carriage  is  the  arm  whose  angular  position, 
governed  by  the  orientation  of  the  ship's  projector 
combined  with  ship’s  gyro,  represents  the  true  bear¬ 
ing  of  the  target,  and  whose  length,  governed  by 
echo  time,  represents  target  distance.  Pencils,  one 
at  the  end  of  the  movable  arm  and  the  other  at¬ 
tached  to  the  carriage,  trace  out  the  desired  paths 
on  the  underside  of  a  translucent  sheet  of  tracing 
paper  illuminated  from  below  to  eliminate  shadows. 

The  lead-screw  type  plotter  functioned  essentially 
as  planned.  However,  interest  was  transferred  to  the 
development  of  computing  equipment  which  would 
solve  the  entire  attack  problem;  MGAP  merely  de¬ 
picts  a  history  of  the  maneuvers.  The  project  was 
therefore  terminated. 

77  RELATIVE  PLOTTER -TYPE  R 

The  mechanism  of  the  ship-centered  Type  R  plot¬ 
ter  is  shown  in  P^ktre  7.  A  circular  table  rests  on 
support  li,  which  in  turn  supports  the  translucent 
plotting  chart  in  such  a  manner  that  a  pencil  in 
holder  .-I  can  trace  the  path  of  a  submarine  on  the 
underside  of  the  chart. 

Three  inputs  were  required  to  operate  this  mech¬ 
anism:  (1)  ship's  heading,  (2)  target  heading,  and 
(S)  target  range. 

Ship’s  heading  was  obtained  from  a  specially  con¬ 
structed  compass  card  and  soft-iron  armature  ar¬ 
rangement  which  provided  a  small  a-c  voltage  that 
was  a  function  of  compass  orientation.  This  voltage 
was  amplified  and  used  to  drive  a  motor  to  rotate 
the  plotting  table  in  accordance  with  ship's  heading. 

Target  range  and  bearing  were  introduced  by 
means  of  two  coaxial  shafts  located  inside  the  hollow 
shaft  of  the  plotting  table.  The  outer  shaft  was  syn¬ 
chro-driven  to  rotate  with  ship's  projector.  The  hori¬ 
zontal  arm  holding  the  pencil  was  keyed  to  the  upper 
end  of  this  shaft,  and  thus  its  angular  position  cor¬ 
responded  to  target  bearing.  A  rack  on  this  arm 
meshed  with  a  pinion  on  the  inner  shaft  and  thus 
served  to  extend  or  retract  the  arm  as  the  shaft 
iumnd-  Thit  shaft  to UkfWin  tymlitiHhimt  Wills 
motor  input  taken  from  a  manually  operated  range 


follower  mounted  on  the  QC  range  indicator.  Thus 
the  distance  of  the  pencil  from  the  shaft  at  any  in¬ 
stant  represented  submarine  range.  A  range  scale  ol 
approximately  200  yd  to  the  inch  was  adopted. 

Since  suitable  targets  were  not  available  during 
the  period  this  plotter  was  tested  at  sea,  only  quali¬ 
tative  performance  was  observed.  As  far  as  could  be 
determined  the  unit  operated  according  to  design. 

7*  FRICTION-DRIVE  PLOTTER-TYPE  F 

The  basic  component  of  the  friction-drive  plotter 
shown  in  Figure  8  was  a  carriage  driven  by  a  single 
friction  wheel  rolling  on  a  plane  at  a  speed  propor¬ 
tional  to  own-ship's  speed  and  in  a  direction  repre¬ 
senting  own-ship's  bearing.  Pivoted  on  the  carriage 
was  a  horizontal  arm  whose  angular  position  at  any 
instant  corresponded  to  target  bearing.  The  length 
of  the  arm  was  varied  by  a  rack  and  pinion  and  made 
proportional  to  target  range.  A  pencil  attached  to 
the  carriage  and  one  at  the  end  of  the  arm  produced 
a  continuous  record  of  the  course  of  both  own  ship 
and  submarine  on  the  underside  of  a  sheet  of  trans¬ 
lucent  paper  stretched  across  a  frame  serving  as  the 
lid  of  the  plotter. 

Four  input  quantities  were  required:  (1)  own-ship's 
speed,  (2)  own-ship’s  bearing,  (,H)  target  bearing,  and 
(-1)  target  range.  Each  of  these  drove  a  specially  de¬ 
signed  ratchet-type  motor  —  a  motor  in  which  a  gear¬ 
wheel  was  rotated,  tooth  by  tooth,  by  the  ac  tion  of  a 
magnet  on  a  ratchet  arm.  Pulses  of  current  to  the 
magnet  were  supplied  by  a  thyratron  triggered  by 
a  transmitting  contactor. 

On  the  assumption  that  completely  reliable  re¬ 
sponse  could  be  obtained  to  electric  impulses  ap¬ 
plied  to  such  motors,  the  various  drives  on  the  car¬ 
riage  were  not  equipped  witii  follow-up  mechanisms. 
Instead,  follow-ups  were  relegated  to  the  electronic 
control  chassis  thereby  reducing  the  weight  and  vol¬ 
ume  of  equipment  moving  with  the  carriage. 

One  of  the  ratchet  motors  turned  the  carriage  to 
own-ship's  true  heading  in  relation  to  a  framework 
within  which  the  carriage  was  free  to  move  east-west 
while  the  framework  itself  was  free  to  move  north- 
south.  The  ship’s  speed  motor  drove  a  friction  wheel 
that  moved  the  carriage  over  the  bottom  of  the  plot¬ 
ter  box  at  a  rate  proportional  to  the  speed  of  the  ship 
and  in  the  direction  of  the  ship’s  true  heading.  Since 
the  nKvli.i.iism  i  Dull  oiling  th<_  target  atm  rotated 
with  respect  to  the  carriage,  slip  rings  and  brushes 
wttr  ptt.wtlrtl  fat  llte  inputs,  tu  target  range  Atari 
target  bearing  motors. 
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Fir.i'ki:  8.  Traveling  carriage  of  T\pc  F  geographic  plollcr. 


Considerable  tneelianieal  backlash  showed  up  in 
the  initial  tests.  When  this  was  reduced  to  a  reason¬ 
able  amount,  the  frictional  load  was  so  increased 
that  the  ratchet  motors  were  unable  to  operate  the 
unit,  at  least  with  the  current  pulses  then  available 
from  the  thyratron  in  the  control  circuit.  Work  on 
this  plotter  was  therefore  suspended  in  favor  of  the 
Type  L  unit. 

™  LEAD  SCREW  PLOTTER -TYPE  L 

The  Type  L  lead  screw-driven  plotting  unit, 
shown  in  Figure  9  with  its  recording  surface  raised, 
was  produced  in  cooperation  with  the  Department 
of  Terrestrial  Magnetism  of  the  Carnegie  Institution 
of  Washington. 

7-9-'  General  Description 

Tautly  stretched  tracing  cloth,  treated  to  prevent 


absorption  of  moisture,  presents  a  2-1-in.  square  plot¬ 
ting  surface.  The  true  course  of  own  ship  and  that 
of  the  target  arc  both  plotted  (200  yd  to  the  inch) 
by  automatic  pencils  on  the  underside  of  this  sur¬ 
face.  Fluorescent  lights  within  the  box  illuminate  the 
surface  in  a  way  that  eliminates  undesirable  shadows. 

The  auxiliary  computing  and  driving  equipment 
includes  a  dead  reckoning  analyzer,  servomecha¬ 
nisms,  power  supplies,  and  gear  boxes  for  adjusting 
rotation  ratios.  To  facilitate  testing,  this  auxiliary 
equipment  was  assembled  on  a  breadboard  chassis. 

7,92  Sources  of  Input  Information 

The  four  fundamental  kinds  of  information  re¬ 
quired  by  the  geographic  attack  plotter  are  obtained 
in  the  following  manner: 

Own-Ship’s  Speed 

Own-ship’s  speed  is  obtained  from  an  overside  im- 
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Fimjrk  9.  Geographic  plotter,  Type  L.  with  plotting  sur¬ 
face  raised. 


pcllcr.  However,  any  device  that  delivers  information 
in  the  form  of  impulses  occurring  at  a  rate  propor¬ 
tional  to  ship’s  speed  might  be  used. 

Own-Ship's  Coirse 

The  true  course  6S  being  followed  by  own  ship  is 
obtained  from  a  compass-controlled  servo  system 
which  may  be  cither  a  control  transformer  servo  in¬ 
stalled  directly  on  the  ship’s  gyro  line  or  a  photoelec¬ 
tric  magnetic  compass  follower  such  as  the  one  used 
with  the  dead  reckoning  tracer.  This  information  is 
used  directly  to  indicate  own-ship’s  heading  and  also 
to  aid  in  resolving  own-ship’s  speed  into  N-S  and 
E-W  components. 

Target  Range 

Target  range  R  is  supplied  by  a  potentiometer  as¬ 
sociated  with  the  ship’s  sonar  gear.  It  controls  the 
length  of  the  target  plotting  arm. 

Target  Bearing 

The  true  bearing  0T  of  the  target  may  be  derived 
by  adding  relative  target  bearing,  electrically  or  me¬ 
chanically,  to  own-ship’s  heading,  or  it  may  be  de¬ 
rived  from  own-ship’s  sonar  by  means  of  a  control- 
transformer  synchro  installed  in  the  maintenance  of 


true  bearing  [Ml  B]  synchro  line.b  This  angle  deter¬ 
mines  the  direction  of  instantaneous  target  vector. 

7.9.3  Inputs  to  the  Plotter 

The  block  diagram  of  Figure  10  shows  how  the 
above  information  is  transferred  through  the  aux¬ 
iliary  equipment  to  the  plotter. 

Since  the  course  of  own  ship  is  to  be  reproduced 
by  the  rotation  of  two  lead  screws  at  right  angles  to 
each  other,  it  is  necessary  to  convert  own-ship's  speed 
and  course  into  E-W  and  N-S  components  of  change 
of  position.  This  is  done  by  means  of  an  integrator 
in  the  same  manner  as  in  the  odograph  and  yields 
two  rotations  which  arc  proportional,  respectively, 
to  the  two  rectangular  components. 

Target  range  is  also  transformed  into  an  angular 
rotation.  It  is  obtained  from  a  follower  added  to  the 
chemical  range  recorder  and  may  be  controlled 
either  manually  or  by  an  automatic  target-training 
device.  I  bis  rotation  is  produced  by  a  servo  con¬ 
trolled  by  the  potential  difference  between  the  slid¬ 
ing  contacts  of  a  pair  of  potentiometers,  one  contact 
attached  to  the  above  follower  and  the  other  to  the 
shaft  of  the  servo.  The  angle  of  rotation  of  the  pow¬ 
ered  shaft  thus  becomes  proportional  to  change  in 
target  range. 

Target  bearing  and  ship  bearing  are  also  trans¬ 
ferred  to  the  plotter  as  angular  rotations.  In  each 
case  a  control  transformer  synchro  together  with  a 
follower  mechanism  similar  to  the  above  determines 
the  angular  position  of  a  servo  motor. 

7,9'<  Operation  of  Plotting  Mechanism 

The  five  rotations  representing  the  five  input 
quantities  just  described  serve  to  reproduce  the  mo¬ 
tion  of  own  ship  and  target  in  the  following  man¬ 
ner: 

X  and  Y  Components  of  Ship’s  Motion 

Two  lead  screw’s  are  located  along  adjacent  sides 
of  the  plotting  box  as  shown  in  Figure  11.  On  each 
shaft  is  a  nut  through  which  a  freely  rotating  shaft 
passes.  On  each  end  of  each  shaft  is  a  gear  that 
meshes  with  a  rack  in  the  frame  of  the  plotter  hous¬ 
ing  to  assure  proper  alignment  at  all  times.  At  the 
intersection  of  the  two  shafts  is  block  A  which  slides 
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freely  along  them  in  accordance  with  the  motions  of 
the  lints.  The  two  rotations  proportional  to  the  rec¬ 
tangular  components  of  the  motion  of  the  ship  arc- 
applied  to  the  two  lead  screws  and  thus,  at  any  in¬ 
stant,  the  location  of  the  block  marks  the  position 
of  own  ship. 

Y 

A  i 

i  (1  ! 


i 


Y' 


FtraiRK  II.  Relationship  of  lead  screws  to  carriage  of 
MCAP,  Type  L. 


Own-Ship's  Course 

The  splincd-shaft  and  bevel  gear  mechanism  illus¬ 
trated  in  Figure  12  is  used  to  introduce  the  rotation 
representing  own-ship’s  course.  Because  of  the  spline 
arrangement  on  each  shaft,  gear  D  which  is  mounted 
inside  block  A  turns  through  the  same  angle  as  gear 


Fh.hkk  12.  .Splint’d  shaft  and  hcvcl  gear  mechanism, 
MCAP,  Type  L. 
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l'K.i  m  13.  Result  of  lolations  tfs.,  A’.tfj.. 

E,  independently  of  the  position  of  the  block.  A 
small  scale  model  of  the  ship  is  pivoted  above  the 
block  and  can  he  seen  through  the  tracing  cloth.  This 
model  is  rotated  by  gear  D  in  such  a  manner  that  it 
always  shows  own-ship’s  true  heading  (0S  of  Figure 
13).  ' 

Target  Range  and  Target  Bearing 
Each  of  the  two  rotations  which  represent  target 


Fk.i  kk  M.  Drive  for  proposed  link-belt  plotter. 


range  and  target  bearing  is  introduced  by  a  similar 
splined  . shaft  and  bevel  gear  mechanism.  Above  block 
/f  is  a  table  (table  ('•  of  Figure  13)  free  to  rotate  about 
the  vertical  axis.  Its  angular  setting  is  determined  by 
target  bearing  0r •  Attached  to  the  table  is  a  lead 
screw  H  geared  to  the  rotation  which  represents  tar¬ 
get  range.  The  lead  screw  carries  a  nut ./  whose  posi¬ 
tion  on  the  screw  thus  corresponds  to  the  position  of 
die  target.  (The  alternate  method  shown  in  Figure  !) 
accomplishes  the  same  result  by  a  pair  of  compound 
screws.) 

Pencils  mounted  on  table  .7  and  on  nut /  trace  the 
paths  of  own  ship  and  target  on  the  underside  of  the 
plotting  surface.  Gear  ratios  are  so  chosen  that  1  in. 
is  equivalent  to  200  yd  for  both  own  ship  and  target. 

7  !,r’  Tests  and  Results 

Tests  on  the  lead  screw  plotter  were  sufficiently 
extensive  to  show  that  the  model  was  performing 
substantially  as  designed. 

Operating  as  a  dead  reckoning  tracer,  the  own- 
ship  tracing  of  a  circular  course  (i  miles  long  closed 
within  100  yd,  an  error  of  less  than  1  per  cent.  For 
tests  made  in  association  with  sound  gear  a  stationary 
buoy  was  used  as  a  target.  T  he  position  of  this  buoy 
was  repeatedly  indicated  within  a  circle  of  50  yd  in 
diameter.  Some  of  the  scatter  was  due  to  backlash 
which  could  have  been  reduced. 

It  was  concluded  that  the  errors  in  the  device  it¬ 
self  were  no  greater  than,  and  probably  less  than, 
those  of  the  information  delivered  to  it.  Studies  were 


Figure  15.  Center  carriage  of  proposed  link-belt  plotter. 
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made  of  the  errors  to  he  expected  in  range  and  hear¬ 
ing  input  data  in  the  light  of  records  made  with  an 
operational  bearing  recorder.  With  respect  to  range, 
a  50  per  cent  zone  of  ±14  yd  was  characteristic.  In 
the  case  of  hearing,  ± 2  per  cent  can  he  expected  with 
manual  BDI  operation  and  slightly  greater  spread 
with  the  automatic  target  trainer.'' 

7  io  PROPOSED  LINK-BELT 

GEOGRAPHIC  PLOTTER 

A  link-belt  type  of  plotter  was  being  designed  at 
the  time  this  project  was  terminated.  Even  though 
the  unit  was  not  constructed  its  design  is  significant 
and  is  here  described. 

7I0-'  General  Description 

The  link-belt  plotter  was  designed  to  he  compac  t 
and  easy  to  install  and  maintain  aboard  ship.  All 
servo  units  are  located  in  the  base  and  are  connected 
directly  to  their  respective  motions  to  minimi/e  back¬ 
lash.  The  major  change  in  the  input  information  is 
to  use  the  dead  reckoning  analyzer  (standard  equip¬ 
ment  for  operating  the  DRT  aboard  many  antisub¬ 
marine  vessels)  to  supply  N-S  and  E-W  components 
of  own-ship’s  motion. 

The  design  calls  for  clutches  and  cranks  in  the 
drives  to  enable  the  pencil  that  traces  own-ship’s 
course  to  be  moved  quickly  to  any  desired  position 
in  the  plotting  area.  New  waterproof  tracing  cloth 
is  prescribed  as  well  as  an  improved  clamping  ar¬ 
rangement  for  it. 

7-to.2  Operation  of  Plotting  Mechanism 

The  principal  difference  between  this  design  and 
that  of  the  lead  screw  plotter  concerns  the  manner 


'■  See  Division  (>,  Volume  15. 


in  which  the  input  motions  are  employed  to  obtain 
the  traces  of  own  ship  and  target. 

Own-Ship’s  Course 

In  this  design,  two  small  link  belts  are  located  on 
opposite  sides  of  the  plotting  box  as  shown  in  Fig¬ 
ure  11.  These  belts  pass  over  sprocket  wheels  and 
move  carriage  A  in  the  E-W  direction  in  response 
to  the  E-W  input.  Another  link  belt  moves  carriage 
li  which  represents  own  ship  along  carriage  A,  and 
is  powered  by  the  N-S  input  by  way  of  the  sprocket 
wheel  and  splined-shaft  mechanism  shown. 

Own-Ship’s  Bearing,  Target  Bearing,  and  Range 

Each  of  these  three  quantities  is  transmitted  to 
the  center  carriage  by  means  of  a  splined-shaft  and 
miter  gear  as  in  the  •  ,<e  L  plotter  (see  Figure  12). 
Figure  15  shows  th  .esign  of  the  center  carriage 
and  the  pantograph  arrangement  for  tracing  the 
path  of  the  target. 

The  splined  shall  that  transmits  range  informa¬ 
tion  rotates  a  small  drum  in  the  base  of  the  carriage. 
Around  this  drum  is  a  beaded  chain  which  controls 
the  extension  of  the  pantograph  arm.  A  second 
splined  shaft  carries  a  worm  gear  which  rotates  the 
plate  supporting  the  pantograph  to  provide  target 
bearing.  Own-ship’s  bearing  is  introduced  in  the  same 
manner  and  is  represented  by  a  model  ship  which 
can  be  seen  through  the  tracing  cloth. 

The  design  also  calls  for  a  small  predictor  light. 
I  his  light  may  be  positioned  either  fore  or  aft  of  the 
model  ship  and  is  intended  to  aid  the  conning  officer 
by  indicating  the  explosion  point  of  ahead-thrown 
or  stern-dropped  projec  tiles  if  fired  “now.” 

It  is  also  suggested  that  an  arrangement  could 
be  introduced  to  have  the  target  pencil  record  inter¬ 
mittently  instead  of  continuously.  This  could  be  ac¬ 
complished  by  having  the  pencil  brought  into  con¬ 
tact  with  the  paper  by  the  action  of  a  solenoid.  Thus 
it  would  be  possible  to  record  the  movements  of  a 
number  of  targets  on  the  same  plotting  sheet. 
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Attack  Director  III 

Attack  director  III  is  a  device  to  provide  surface 
ships  with  an  automatic  and  continuous  solution  to 
the  attack  problem.  With  the  aid  of  sonar  informa¬ 
tion,  it  computes  course  to  steer  for  either  stern- 
dropped  or  aliead-thrown  charges  and  predicts  time 
to  fire  for  depth  charges.  It  is  designed  for  use  with 
standard  sonar  gear,  with  or  without  BDI.  The  equip¬ 
ment  consists  of  a  special  bearing  recorder,  a  comput¬ 
ing  unit,  a  modified  range  recorder,  indicator  units 
for  the  helmsman  and  the  conning  officer,  and  the 
conning  officer’s  control  unit  which  permits  him  to 
make  manual  corrections.  The  principal  components 
of  the  system  are  arranged  for  operation  by  a  three- 
man  team.  The  development  work  u>as  carried  out 
jointly  by  HUSL  and  the  Columbia  University  Spe¬ 
cial  Studies  Croup. 


Kk.urk  1.  AD  III  ami  sonar  slack  arranged  for  operation 
l>\  l hive- man  leant. 


»•'  INTRODUCTION 

In  coniu'cting  a  sin  lace  craft  attack  on  a  subma¬ 
rine  it  is  the  responsibility  of  the  conning  officer 
to  direct  the  course  of  the  attacking  vessel  in  a  way 
that  permits  the  placement  of  suitable  explosive 
charges  in  the  immediate  vicinity  of  the  target.  In 
the  absence  of  mechanical  aids,  the  conning  officer 
must  base  his  judgments  on  mental  computations 
involving  the  sequence  of  target  bearings,  ranges, 
and  range  rates  as  called  out  by  the  operators  of  the 
sonar  equipment.  From  these  data  he  must  deter¬ 
mine  what  initial  lead  angle  to  assume,  when  and 
how  much  super-lead  to  take,  and  the  correct  time 
to  launch,  either  forward  or  astern,  the  explosive 
charges. 

The  development  of  instruments  to  aid  the  con¬ 
ning  officer  in  solving  the  attack  problem  has  pro¬ 
ceeded  along  three  general  lines.  One  of  these  is  rep¬ 
resented  by  the  attack  plotter  which  presents  visually 
the  maneuvers  of  both  the  target  and  the  attacking 
ship.  This  presentation  of  the  geometrical  situation 
has  been  of  assistance  to  the  conning  officer  in  mak¬ 
ing  his  judgments  about  the  proper  course  to  steer. 


The  other  approaches  to  the  attack  director  prob¬ 
lem  represent  techniques  borrowed  from  the  general 
science  of  fire  control.  In  one,  which  may  be  called 
the  range-keeper  solution,  the  mechanism  provides  a 
virtual  target  whose  course  and  speed  are  corrected 
in  accordance  with  the  sonar  data  until  the  range 
and  bearing  of  the  virtual  target  coincide  suitably 
with  the  prevailing  sonar  indications.  Machine  solu¬ 
tion  of  the  attack  problem  is  then  based  on  the  be¬ 
havior  of  the  virtual  target  which  continues  to  rep¬ 
resent  a  smoothed  average  of  the  sonar  data.  The 
third  general  approach  provides  for  continuous  ma¬ 
chine  solution  of  the  attack  problem  in  terms  of 
sonar  data  which  is  introduced  directly,  rather  than 
by  means  of  matched  pointers  as  in  the  range-keeper 
solution.  The  Mark  III  attack  director  [AD  111] 
which  is  described  in  this  section  follows  this  last 
general  method  in  providing  its  automatic  solution 
of  the  attack  problem. 

The  fundamental  purpose  of  the  AD  III  is  to  func¬ 
tion  as  an  automatic  conning  officer  during  echo¬ 
ranging  attacks.  Its  design,  accordingly,  was  centered 
around  the  following  objectives:  first,  to  provide  an 
automatic  determination  of  the  course  and  speed 
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of  the  target  by  means  of  range  and  bearing  record¬ 
ers,  the  accuracy  of  this  determination  being  practi¬ 
cally  unaffected  by  own-ship's  maneuvers;  second,  to 
use  this  information  as  the  basis  for  a  continuous 
calculation  of  course  to  steer  (or  train  angle  for  a 
forward-throwing  weapon)  and  time  to  lire;  third, 
to  permit  the  conning  officer  to  replace  the  target's 
course  and  speed,  as  computed  from  the  recorders, 
by  any  other  values  he  may  wish  to  substitute.  The 
latter  objective  is  considered  important  because  addi¬ 
tional  information  on  target's  motion  may  be  avail¬ 
able  besides  that  comprised  in  the  ranges  and  bear¬ 
ings  (e.g.,  floppier,  recorder  trace  characteristics)  and 
because  the  conning  officer  may  wish  to  allow  for 
continuation  of  a  turn  by  the  target  during  the  blind 
time. 

In  achieving  these  objectives,  certain  specific  de¬ 
sign  features  were  considered  desirable.  When  auto¬ 
matically  conning  the  attack,  the  director  should  re¬ 
quire  no  more  of  its  operator  than  is  required  of  a 
range  recorder  operator;  it  should  indicate  the  cor¬ 
rect  ship's  course  independently  of  present  ship's 
course;  it  should  present  to  the  helmsman  a  direct 
indication  of  course  to  steer  and  it  should  indicate 
directly  the  time  to  fire  the  barrage.  Also,  it  should 
be  completely  flexible,  allowing  the  conning  officer 
to  insert  whatever  information  he  may  wish,  allow¬ 
ing  for  manual  correction  of  apparently  erroneous 
data,  and  permitting  the  conning  officer  to  make  al¬ 
lowances  for  changes  in  the  target's  course  and  speed 
during  the  blind  time.  In  addition,  it  should  present 
an  attack  diagram  which  facilitates  the  conning  offi¬ 
cer’s  prediction  of  target  maneuver  during  the  blind 
time.  The  attempt  was  made  to  include  all  these  fea¬ 
tures  in  the  final  form  of  the  AD  III. 

Tests  conducted  by  ASDevLant  indicate  that  stern¬ 
dropping  attacks  conned  automatically  by  the  AD  III 
were  considerably  better  than  those  conned  by  aver¬ 
age  sonar  teams  but  poorer  than  those  conned  either 
by  experts  using  the  antisubmarine  attack  plotter, 
or  by  the  Mark  IV  antisubmarine  attack  director,  a 
device  developed  by  the  Librascope  Corporation. 
Numerous  deficiencies  in  the  mechanical  operation 
of  the  AI)  III  were  shown  up  by  the  tests,  but  the 
fundamental  methods  of  obtaining  solutions  appear 
sound  and  it  seems  that  the  mechanical  shortcomings 
might  easily  be  corrected  in  redesign.  However,  no 
further  development  of  the  AD  III  has  been  under¬ 
taken,  in  view  of  the  relatively  greater  success  of 
I  he  Librascope  Mark  IV. 


Two  important  questions  bearing  upon  the  design 
and  use  of  attack  directors  still  remain  unanswered. 
The  first  of  these  concerns  the  relative  accuracy  of 
recorders  anti  aided  followers  for  the  determination 
of  target's  course  and  speed.  It  is  unlikely  that  this 
question  can  be  properly  answered  by  merely  com¬ 
paring  the  number  of  hits  scored  in  stern-dropping 
attacks  by  the  AD  III,  which  uses  recorders,  and  the 
Mark  IV,  which  uses  followers.  For  stern-dropping 
attacks  the  overall  accuracy  is  strongly  influenced 
by  the  method  of  using  data  on  target’s  motion  and 
by  the  evasion  of  the  submarine  during  the  blind 
time.  Attacks  with  a  trainable  ahead-throwing 
weapon,  stabilized  against  roll,  would  give  much 
more  direct  information  on  the  relative  accuracy  in 
determination  of  target’s  motion. 

The  second  unanswered  question  concerns  the  use¬ 
fulness  of  curved  course  prediction,  i.e.,  of  making  at 
least  partial  allowance  for  continuation  of  a  turn  by 
the  target  during  the  blind  time.  Sea  tests  with  the 
Al)  III  did  not  use  this  feature  and,  for  several  rea¬ 
sons,  the  attack  teacher  tests  wlijch  indicated  its  de¬ 
sirability  were  hardly  conclusive. 

Although  no  specific  recommendations  are  being 
made  with  reference  to  further  development  of  the 
AD  111,  it  is  suggested  that  any  future  attempt  to 
improve  attack  directors  should  combine  the  best 
features  of  the  AD  III  and  the  Librascope  Mark  IV. 

MATHEMATICAL  ANALYSIS  OF 
ATTACK  CONDITIONS 

The  geometry  of  an  attack  guided  by  sonar  infor¬ 
mation  may  be  formulated  in  several  ways,  depend¬ 
ing  on  the  approximations  and  simplifying  assump¬ 
tions  which  are  used.  Moreover,  it  is  necessary  to 
distinguish  between  conditions  for  stern-dropped 
and  ahead-thrown  ordnance.  The  equations  used  at 
various  stages  of  the  attack  director  development 
differed  as  improved  formulations  were  worked  out, 
stimulated  in  some  cases  by  shortcomings  in  the  per¬ 
formance  of  experimental  equipment.  The  successive 
states  of  the  analysis  are  covered  by  the  derivations 
of  equations  in  the  published  descriptions  of  the 
instruments,  to  which  reference  is  made  later.  For 
purposes  of  exposition,  it  seems  preferable  to  pro¬ 
ceed  directly  to  the  final  equations,  and  then  to  dis¬ 
cuss  the  earlier  incomplete  or  approximate  forms  in 
the  light  of  these  final  versions. 
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Fh;i>kk  2.  Attack  triangle,  stem-dropped  charges. 


8'2-‘  Stern-Dropped  Charges 

At  some  instant  after  the  attacking  ship  has  been 
brought  to  a  heading  approximately  toward  the  tar¬ 
get,  the  situation  may  be  represented  by  Figure  2, 
where  the  symbols  have  the  following  meanings: 


B'r,  is  obtained  by  the  following  steps.  Two  relation¬ 
ships  existing  in  Figure  2  may  be  expressed  in  the 
following  equations: 

Sc(T,  +  Td)  sin  B'r  -  S0(T .  +  Tt)  sin  B\  = 

S(T,  +  Td)  sin  A.  (1) 

S0(T,  +  Td)  cos  B'r  —  S0(Ts  +  Tp)  cos  B'r  - 
R  +  S(T.  +  Td)  cos  A .  (2) 

By  considering  the  contributions  to  rate  of  change 
of  bearing  due  to  components  of  ship’s  speed  and 
target  speed  perpendicular  to  the  line  of  sight  we 
may  write 

R  (l£  =  S„  sin  B,  —  S  sin  A.  (3) 


P  =  position  of  attacking  ship’s  projector. 

•S.S  =  position  o£  target. 

Jl  =  range  of  target. 

B  =  true  bearing  of  target  line  of  sight. 

Br  =  present  relative  bearing  of  target  line  of 
sight. 

B'r  =  relative  bearing  of  line  of  sight  if  ship  were 
on  correct  attack  course. 

C„  =  ship  s  true  heading. 

F'  =  explosion  point  of  (barges. 

A  =  target  aspect  angle,  measured  clockwise 
from  the  bow  of  the  target  to  the  prolonga¬ 
tion  of  the  line  of  sight.  (This  differs  from 
the  customary  Navy  definition,  which  meas¬ 
ures  the  angle  to  the  line  of  sight  rather 
than  its  prolongation.) 

S  —  target  speed. 

S„  =  speed  of  ship. 

T ,,  =  time-to-travel  distance  front  sound  projec¬ 
tor  to  stern  of  ship. 

Tj  =  time  interval  from  the  present  to  dropping 
of  center  of  barrage. 

T,  =  time  for  charges  to  sink  to  target’s  depth. 


Similarly,  the  rate  of  change  of  range  depends  on 
the  components  parallel  to  the  line  of  sight. 


dR 

dt 


S  cos  A  —  .S„  cos 


(I) 


By  solving  expiation  (1)  for  sin  B'n  we  get  the  ex¬ 
pression 


sin  B'  -  (S  Si"  /l)(Ts  +  T,t) 
r  X0(Td —  T v)  ’ 


(r>) 


By  solving  equation  (2)  for  T,h  we  get  the  fol¬ 
lowing: 

/{  -f  ST.  cos  A  +  S0T„  cos  B\ 
d  S0  cos  B'r  —  6’  cos  A  ’  ' 


Substitution  of  equation  (4)  in  equation  (6)  yields 

_  R  +  T„ (.S'„  cos  Br  +  dR /dl)  +  S„TV  cos  B'r 
1  S„  cos  B'r  —  S0  cos  Br  —  dR/dt  * 


Elimination  of  Td  in  equation  (5)  by  substitution 
of  (7)  gives  us 


A  itack  Course 

In  terms  of  this  notation,  the  true  bearing  of  the 
ship’s  heading  is  B  —  Br  and  the  desired  heading  is 
B  —  B'r ■  An  expression  for  the  desired  lead  angle, 


sin  B'r  = 


S  sin  A 


R  +  (T,  +  Tp)  S0  cos  B'r  _ 

«  +  (T.  +  T„)S0  cos  Br  +  ( T ,  +  T„)(dR/dty  1  ; 
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From  equation  (3) 

„  .  „  .  „  _  dB 

S  sin  A  =  S0  sin  B,  —  R  -  • 

This  allows  us  to  eliminate  (he  target  aspect  angle  A 
from  equation  (8). 

^S.'SinlK-lWB/d,)' 

^ 0 

R  +  (T,  +  Tp)  S„  cos  B'r 

R  +  (T,  +  Tp)  S.  cos  Br  +  (T,  +  T„ )  (dR/dl)  y~  > 

All  the  quantities  needed  for  the  solution  of  equa¬ 
tion  (9)  for  B’r,  the  lead  angle  (which  appears  in 
both  sides  of  the  equation),  are  available  from  stand¬ 
ard  equipment,  with  the  exception  of  dB/dt.  This 
quantity  is  obtained  from  the  recently  developed 
bearing  recorder,  but  the  product  R(dB/dt)  is  ob¬ 
tained  explicitly  rather  than  the  bearing  rate  by 
itself. 

If  B  were  plotted  on  paper  moving  at  a  constant 
speed,  i.e.,  if  B  were  plotted  against  time,  the  slope 
of  the  resulting  trace  would  be  a  measure  of  dB/dt 
and  hence  of 

3„  sin  Br  —  S  sin  A 
R 

from  equation  (3).  This  is  not  a  particularly  useful 
quantity  because  it  varies  with  range  and  because  an 
operator  would  be  required  to  change  the  slope  of 
his  cursor  rapidly  as  the  range  decreased,  which 
would  introduce  serious  inaccuracies.  If  B  is  plotted 
on  paper  moving  with  a  speed  inversely  proportional 
to  range  R,  as  in  British  Asdic  HI,  then  the  slope 
of  the  plot  is  a  measure  of  3„  sin  Br  —  3'  sin  A  and 
is  independent  of  the  range  value.  T  his  quantity 
is  of  considerably  more  interest  than  the  other,  for 
since  we  know  S0  sin  Br,  we  can  easily  determine 
3  sin  A,  which,  when  combined  with  3  cos  A  as  ob¬ 
tained  from  the  range  recorder  [see  equation  (!)]. 
uniquely  determines  the  target's  course  and  speed. 

Unfortunately,  changes  in  R(dB/dt )  are  not  ap¬ 
parent  instantly,  and  as  much  as  30  sec  may  elapse 
after  the  trace  on  the  bearing  recorder  starts  to 
change  slope  before  the  operator  becomes  aware  of 
the  change  and  moves  the  cursor  to  the  new  posi¬ 
tion,  thereby  putting  the  new  value  into  the  com¬ 
puter.  This  leads  to  instability  of  equation  (9)  where¬ 
by  differences  between  B'r  and  B,  are  overcorrected. 


To  illustrate,  consider  a  case  in  which  the  ship  is 
momentarily  headed  directly  toward  the  target  and 
Br  is  zero.  The  bearing  rate  at  that  moment  is  due 
entirely  to  the  submarine’s  motion  perpendicular  to 
the  line  of  sight,  expressed  by  the  term  — 3  sin  A 
of  equation  (3).  The  computer  indicates  the  lead 
angle  B'r  corresponding  to  this  value  of  R(dB/dl). 
The  ship’s  course  is  changed  and  the  lead  B'r  is 
taker..  Now  the  value  of  R(dB/dt)  as  shown  by  equa¬ 
tion  (3)  includes  a  term  due  to  own-ship’s  motion 
perpendicular  to  the  line  of  sight,  which  has  a  sign 
opposite  to  that  representing  target  motion,  thus 
reducing  the  absolute  value  of  R(dB/dt).  The  earlier, 
larger  value  remains  in  the  computer  and  causes  it 
to  call  for  additional  lead  until  the  operator  detects 
the  decreased  slope  on  the  bearing  recorder.  By  this 
time  an  excessive  lead  has  been  taken,  and  when  the 
ship  is  turned,  the  same  considerations  again  lead  to 
overshooting,  so  that  a  meandering  coi.  se  is  fol¬ 
lowed, 

It  may  be  seen  that  this  instability  is  caused  by  the 
effect  of  own-ship’s  motion  on  the  rate  of  change  of 
bearing.  This  effect  may  be  removed  by  means  of 
the  steps  outlined  below'. 

By  integration  of  equation  (3)  we  obtain 

*-  (Id, 


Now,  instead  of  plotting  B  on  the  bearing  re¬ 
corder,  we  plot  B'  defined  by 


«■-«-  [s-™. & rf,. 


(11) 


Differentiation  of  equation  (1 1)  gives 


R-ft-s'si  n]i-  (i2) 


Comparison  of  equation  (12)  and  equation  (3) 
shows  that 


—  S  sin  A. 


(13) 


Thus  the  value  of  R(dB/dt)  depends  only  on  tar¬ 
get  aspect  and  speed  and  is  independent  of  own- 
ship’s  course  and  speed. 
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Substitution  of  equation  (l!i)  in  equation  (9)  gives  or 


sin 


_  _  R(dB'/dt) . 
.S’ 


and  equation  (7)  becomes 
h  -r  5„  (T, 


T, 


_  R+S0  (T,  +  T„)  cos  B'r  -  T, 
—  ( dli/dt ) 


(7b) 


R  +  (T,  +  T„)  S0  cos  B\  (,.}) 

R  +  +  T„)  Sa  cos  B,  +  (7\  +  T„)  (tlR/dl) 

Equation  (14)  is  stable  except  for  delays  in  detec¬ 
tion  of  changes  in  dR/dt  which  are  caused  by  changes 
in  Br.  However,  the  range  rate  is  not  so  critically 
affected  by  changes  in  course  (when  Br  is  small)  as 
is  the  bearing  rate.  Also,  the  range  rate  has  much  less 
effect  on  the  value  of  B,  than  has  the  bearing  rate. 
In  practice,  any  instability  is  lost  in  the  inaccuracy 
of  the  data  supplied  to  the  computer. 

An  approximate  form  of  equation  (14)  was  used 
in  the  Mark  1  and  Mark  II  NDRC.  lead  angle  com¬ 
puters.  l  he  simplification  consisted  in  substituting 
B'r  lor  sin  /i'r,  setting  cos  B'r  =  1  in  the  numerator, 
and  combining  T„  and  7),  into  one  value,  /.  The 
equation  becomes 

_  _ R(dB’/dl) 

N„  ' 

R  +  lSo  .  (1  la) 

fi  ,  W.IU.-  n,  1  t{dR  iff) 

These  approximations  are  good  for  lead  angles 
up  to  SO  degrees,  but  give  a  value  of  B'r  which  is  too 
high  for  leads  of  40  degrees  or  more.  The  equation 
was  adequate,  however,  for  the  first  and  second  mod¬ 
els  of  the  computer. 

Since  the  variable-resistance  method  used  for  in¬ 
serting  dR/dt  in  the  computer  does  not  provide  for 
negative  polarity  and  since,  in  practice,  range  rate  is 
always  negative,  the  coefficients  of  dR/dt  in  equations 
(14)  and  (14a)  are  given  negative  signs  before  the 
equations  are  used  as  the  basis  of  computer  circuit 
design. 

Time  to  Firf. 

The  expression  for  time  to  fire,  equation  (7),  may 
be  developed  further  as  follows:  Assuming  that  the 
plopd  Linn sc  lias  been  takiTi,  then 

cos  B,  =  cos  B\, 


This  is  exact  only  when  the  proper  course  is  fol¬ 
lowed,  but  is  not  greatly  in  error  unless  the  course 
departs  considerably  from  the  computed  value. 

Once  again  computer  circuit  design  takes  into 
account  the  negative  nature  of  dR/dt  and  proceeds 
as  if  the  denominator  of  expiation  (7b)  were  posi¬ 
tive. 


8.2.2 


Ahead -Thrown  Attack 


The  lead  angle  required  for  an  ahead-thrown 
attack  is  generally  much  less  than  that  required 
with  stern-droppetl  charges.  In  the  preliminary 
stages  of  the  attack  the  ship  is  aimed  directly  toward 
the  target.  As  the  effect  of  the  target’s  motion  be¬ 
comes  apparent,  a  constant  bearing  collision  course 
is  taken.  In  this  way  the  range  is  closed  as  rapidly 
as  possible.  Before  the  firing  range  i  reached,  a 
iicid  angle  llnixl  be  assumed  to  allow  lot  tile  dis¬ 
tance  which  the  target  travels  while  the  projectiles 
are  traveling  through  the  air  and  sinking  in  the 
water  to  the  depth  of  the  target.  If  the  charges 
we  few*  !tH«M  *  trainable  the  skip*  head 

ing  at  the  instant  of  the  firing  is  not  nearly  so  crit¬ 
ical  since  it  need  only  approximate  the  correct  di¬ 
rection.  the  difference  between  the  ship’s  heading 
and  the  lead  angle  being  taken  up  by  the  training 
of  the  weapon. 

The  geometry  at  the  instant  of  firing  for  a  suc¬ 
cessful  attack  with  a  trainable  forward-throwing 
weapon  such  as  the  Hedgehog  is  illustrated  in  Fig¬ 
ure  3.  The  symbols  have  the  following  meaning: 


F  = 
SS  = 
R  = 
B  = 

= 

r  = 

,4  = 


r„  = 


TP)  cos  75  ,.  -r  T, (dR/dt) 

-  (dR/dt)  ’  (  ' 


position  of  attacking  ship's  projector, 
position  of  target, 
range  of  target. 

true  bearing  of  target  line  of  sight, 
relative  bearing  of  line  of  sight  (on  a  satis¬ 
factory  attack  course). 

relative  beat  ing  of  line  <A  sight  measured 
from  azimuth  of  Hedgehog, 
explosion  point  of  charges, 
target  aspect  angle,  measured  clockwise 
from  the  bow  of  the  target  to  the  prolonga¬ 
tion  of  llic  flue  ot  sight.  ^  Hus  ditie.s  from 
the  customary  Navy  definition,  which  meas- 
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arcs  the  angle  to  the  line  of  sight  rather 
than  its  prolongation.) 

.S'  =  target  speed. 

S„  =  speed  of  ship. 

Rt  =  base  range  of  projectile,  measured  from 
sound  projector  to  final  line  of  sinking. 

Tf  —  time  of  flight. 

T,  =  time  for  charges  to  sink  to  target’s  depth. 

The  diagram  represents  the  distance  from  the  pro¬ 
jector  P  to  the  explosion  point  F  as  the  sum  of  two 
vectors,  namely  the  base  range  Rr,  in  the  direction 
ol  Hedgehog  train,  and  the  extra  distance  traveled 
as  a  result  of  own-ship’s  motion,  .S„7'/,  in  the  direc¬ 
tion  of  ship’s  heading.  Actually,  computations  are 
made  on  a  simplified  basis,  illustrated  in  Figure  -1, 
in  which  the  two  vectors  are  assumed  to  be  collinear; 
that  is,  11",  and  11' r  are  assumed  equal.  In  this  case, 
the  lead  angle  11' r  as  computed  represents  the  direc¬ 
tion  in  which  the  ahead-thrown  weapon  should  be 
trained,  whether  or  not  the  ship  is  on  precisely  that 
bearing  at  the  instant  of  firing.  The  other  symbols 
have  the  same  meaning  as  in  Figure  ‘1.  The  target 
travels  the  distance  S(Tf  +  T,)  during  the  time  of 
flight  Tf  and  the  sinking  time  T,  of  the  projectiles. 

'l'he  computations  used  are  based  on  the  triangle 
of  Figure  4,  representing  the  desired  conditions  at 
the  instant  of  firing.  We  see  that 


The  value  of  .S’  sin  A  may  be  expressed  according 
to  equation  (13)  as  the  product  of  range  by  the  modi¬ 
fied  bearing  rate,  dB’/dt.  In  the  definition  of  B'  in 
equation  (11),  there  is  no  conflict  with  the  assump¬ 
tions  underlying  the  present  computation,  since  by 
hypothesis  the  ship  is  on  the  correct  attack  course, 
so  that  Br  =  B'r.  Accordingly,  we  may  substitute  the 
value  of  S  sin  A  from  equation  (13)  to  get 


sin  B'r 


(  Tf  +  T„ 
\RC  +  S0  T / 


) 


R 


dll' 
dt  ’ 


(17) 


which  is  the  equation  solved  by  AD  III  when  set 
for  Mousetrap  or  Hedgehog  attacks.  T  he  equation 
for  sin  B\  in  terms  of  the  actual  bearing  rate  in¬ 
stead  of  the  modified  bearing  rate  can  be  obtained 
by  substituting  S  sin  A  from  equation  (3)  in  equa¬ 
tion  (16): 

This  equation  was  used  in  the  computers  which  pre¬ 
ceded  AD  III,  before  equation  (17)  had  been  derived, 
and  is  subject  to  the  same  criticism  as  equation  (9) 
because  it  leads  to  a  meandering  attack  course. 


DESCRIPTION  OF  MARK  II  LEAD 
ANGLE  COMPUTER 


(R,  +  S„  T f)  sin  11',  =  S(T,  +  T„)  sin  I,  (15) 
whence 

sin  B'r  =  +  T‘  •  S'  sin  I.  (Hi) 


The  immediate  precursor  of  the  AD  III  was  the 
Mark  11  lead  angle  computer  [LAC].  Since  the  same 
basic  principles  of  operation  arc  utilized  in  both 
cases,  a  description  of  the  earlier  and  simpler  ver¬ 
sion  forms  an  appropriate  introduction  to  the  dis- 
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I'ti.l'Ki  :».  Block  diagram  of  lead  angle  computer. 


cussion  of  the  later  and  more  complex  design. 

The  Mark  II  LAC  was  built  to  operate  with  the 
British  Asdic  1 14.  The  purpose  ol  the  combination 
was  the  obtaining  and  presentation  of  the  solution 
ol  equation  (1-la).  To  achieve  this  the  following  com¬ 
ponents  are  necessary: 

1.  A  range  recorder  to  supply  R  and  dli/dt. 

2.  A  bearing  recorder  to  supply  R(dli’/dt)  and  to 
split  cut-on  bearings  for  providing  H,. 

3.  Ail  adapter  of  some  sort  to  take  these  various 
outputs  and  adapt  them  for  use  in  the  com¬ 
putation. 

•1.  A  computer  to  solve  the  equation. 

5.  An  indicator  to  present  the  answer  to  the  con¬ 
ning  officer. 

The  two  recorders  were  supplied  by  the  Asdic  144; 
the  other  devices  constitute  the  LAC  proper. 

Figure  5  is  a  schematic  representation  of  the  va¬ 
rious  components,  with  their  respective  inputs  and 
outputs  indicated. 


8S-‘  Range  Recorder 

'I'hc  range  recorder  unit  of  this  set  (shown  in  the 
foreground  of  Figure  8)  has  a  manual  range  follower 
which  provides  for  transmission  of  range  on  a  Sperry 
step-motor  system.  It  is  provided  with  a  wheel  anil 
disk  arrangement  previously  used  in  the  New  Lon¬ 
don  bearing  recorder.  A  friction  wheel,  sliding  on  a 
shaft  which  rotates  at  constant  speed,  makes  contact 
with  a  driven  disk  at  a  distance  from  the  axis  of  the 
disk  which  is  directly  proportional  to  range:  tilt- 
speed  of  the  disk  consequently  is  inversely  propor¬ 
tional  to  range.  This  disk  is  then  used  to  drive  tilt- 
paper  of  the  bearing  recorder. 

F’igure  6  illustrates  schematically  the  method  em¬ 
ployed  to  supply  an  automatic  transmission  of  range 
rate.  PB  is  a  light-beam  cursor,  pivoted  at  P,  and  PR 
is  a  contactor  arm  which  moves  with  an  angular  dis¬ 
placement  8  equal  to  that  of  PB.  The  range  rate  is 
equal  to  tan  8,  rather  than  to  the  angle  8  itself,  which 
makes  it  necessary  to  obtain  a  quantity  proportional 
to  the  tangent  of  8.  This  is  accomplished  by  letting 
the  contactor  arm  PR  wipe  across  a  strip  resistance. 
'Flic  resistance  picked  oil  between  leads  2  and  3  is 
then  proportional  to  tan  8.  Flit  strip  resistance  used 
is  that  labeled  R-7  in  Figure  12. 


Bearing  Recorder 


File  bearing  recorder  unit  of  the  British  Asdic 
1  11  is  used  with  slight  modification.  Figure  7  is  a 
schematic  thawing  of  the  recorder  showing  the  re¬ 
sistor  strip  added  for  transmitting  the  slope  of  the 
t  races. 

The  input  unit  to  this  is  designed  so  that  relative 
sound  projector  bearing  and  ship’s  head  are  added 
together  in  a  differential.  The  output  of  the  differ¬ 
ential  (true  bearing  B)  is  available  for  plotting. 


TO  COMPUTER 

CENTER  REARING 

I. 

'/  it  “ 

.  TO  AOAPTER 
[(•PERRY  STEP 
SYSTEM) 


PAPER  ORIVE 
SPEEO  INVERSELY 
PROPORTIONAL  TO 
RANGE  I  PROM 
RANGE  RECORDER 


Figure  G.  Range  recorder  schematic. 


Figure  7.  Bearing  recorder  schematic. 
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Fii.i  kr  8.  IkMiiitK  recorder,  range  recorder,  and  captain's  box  of  111  Asdic. 


As  indicated  in  equation  (1  la),  however,  it  is  de¬ 
sirable  to  plot  B’  rather  than  B  [see  equation  (11)]. 
This  is  accomplished  by  putting  ship's  head  minus 
the  quantity 


f  S„  sin  Br 

J  R 


Integrator 


In  order  to  obtain 


[  S„  sin  B, 

.1  R 


into  the  recorder  instead  of  ship's  head  alone.  (The 
method  of  subtracting  these  two  is  explained  be¬ 
low.)  By  plotting  B\  the  slope  of  the  traces  becomes 
proportional  to  R(dB'/dt),  and  this  quantity  is 
transmitted  by  a  resistance  (R-12  in  Figure  12)  and 
wiping  arm  in  the  manner  explained  above  for  the 
range  recorder.  The  midpoint  between  the  cut-on 
traces,  B',  is  transmitted  to  the  adapter  on  a  Sperry 
step  system.  Figure  8  is  a  photograph  of  the  recorders 
and  captain’s  box  of  the  Asdic  144. 


required  to  remove  the  effect  of  own-ship’s  motion 
on  the  rate  of  change  of  bearing,  a  variable-speed 
motor  is  used.  Speed  of  the  motor  is  made  propor¬ 
tional  to  the  quantity  S„  sin  Br/R,  so  that  the  total 
number  of  revolutions  of  the  motor  in  time  t  is  pro¬ 
portional  to 


Figure  9  is  a  diagram  of  the  integrator  motor  and 
its  speed  control. 


CONFIDENTIAL 


146 


ATTACK  DIRECTORS 


(41 

Fk.i  rk  9.  LAC  II  integrator  motor. 


Range  is  put  in  on  R-l  so  that  the  voltage  drop 
across  R-2  is  proportional  to  \/R.  Br  is  then  put 
in  as  a  linear  displacement  of  the  slider  from  the 
center  tap  on  R-2.  If  the  output  voltage  of  R-2  were 
fed  into  an  open  circuit,  it  would  be  proportional 
to  Br/R.  This  output,  however,  is  fed  not  into  an 
open  circuit  but  into  R-3  which  is  only  a  few  times 
greater  in  resistance  than  R-2.  As  Br  is  increased  on 
R-2,  the  voltage  does  not  increase  linearly  but 
changes  according  to  the  relative  values  of  R-2  and 
R-3.  By  adjusting  this  relationship,  it  is  possible  to 


make  the  output  voltage  of  R-2  very  nearly  equal 
to  sin  Br/R  for  values  of  Br  up  to  50  degrees,  which 
is  the  maximum  value  needed  for  computations.  S0 
is  then  put  in  on  R-3  so  that  the  output  voltage  of 
the  entire  circuit  is  S0  sin  Br/R.  The  remaining  part 
of  Figure  9  represents  the  method  of  making  the 
speed  of  the  integrator  motor  proportional  to  the 
output  voltage  of  the  control  circuit. 

8'3,4  Adapter 

The  adapter  unit  of  the  Mark  II  lead  angle  com¬ 
puter  receives  and  transmits  various  quantities  which 
are  needed  in  the  final  computation  of  equation 
(14a),  Figure  10  illustrates  schematically  the  opera¬ 
tion  of  this  device  as  described  in  the  following  text. 
(Numbers  in  parenthesis  refer  to  Figure  10). 

Ship's  heading  C0  is  fed  into  the  Sperry  receiver 
(I)  and  servoed  by  the  Brown  motor  (2).  The  follow¬ 
up  method  is  a  simple  on-off  contactor.  The  servoed 
ship's  heading  is  then  fed  into  a  differential  box  (3) 
where  the  output  of  the  integrator  motor  (4)  is  sub¬ 
tracted  from  it.  The  output  of  the  differential  box  (3) 
is  now  ship’s  head  minus  the  quantity  C(SU  sin  Br/R)dt 


Fk.ckk  10.  Mechanical  schematic  of  LAC  II  adapter  unit. 
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type  transmitter  (14)  is  Br  —  B'r,  or  the  amount  by 
which  the  course  must  be  altered  to  obtain  the  cor¬ 
rect  lead  over  the  target. 

Fk.i'hk  ii.  simplified  i. Ac  ii  computer  circuit.  8.3.5  Computer  Circuit 


which,  as  explained  above,  is  the  value  needed  as  an 
input  to  the  bearing  recorder.  This  quantity  is  trans¬ 
mitted  by  means  of  an  Anna  step  transmitter  (!») 
which  operates  the  Sperry  receiver  in  the  bearing 
recorder. 

From  the  bearing  recorder  conics  a  transmission 
of  the  midpoint  between  the  plotted  cut-ons  as  in¬ 
dicated  in  Figure  7.  This  is  not  the  true  center  bear¬ 
ing  B,  however,  because  we  have  subtracted 

fS"  sin  Bult 

J  R 

front  the  input.  This  transmission  is  therefore  B 
minus  the  quantity 


The  general  method  used  for  solving  equation 
(Ma)*  can  be  explained  with  reference  to  Figure  11. 
When  no  current  is  flowing  in  the  meter  M,  the  fol¬ 
lowing  equation  holds  true: 


(S«  s'n  Rf  At  or  B'. 

l-.i  =  />•,(/<  +V  cos  B,  —  /  )' 

!  « 

I'll  =  +  SJ) , 


This  quantity  is  received  on  the  Sperry  motor  (6), 
servoed  by  the  Brown  motor  (7),  and  fed  into  the 
differential  box  (8).  The  output  of  differential  box 
(3)  is  also  fed  into  box  (8),  and  these  two  inputs  are 
subtracted  so  that  the  output  is 

(*- 

or  the  relative  center  bearing  Br.  Since  Br  is  needed 
both  in  the  solution  of  the  equation  and  in  the  opera¬ 
tion  of  the  integrator,  the  output  of  box  (8)  is  geared 
to  the  potentiometers  (9)  and  (10).  It  is  also  fed  into 
the  differential  box  (11).  The  second  input  into  the 
differential  box  (11)  is  the  output  of  the  Brown 
motor  (12)  which  balances  the  computer  resistor  (13) 
as  explained  below.  The  output  of  (13)  is  B'r  (the 
result  of  the  computation  as  explained  in  the  next 
section)  and  thus  the  two  inputs  to  differential  box 
(11)  are  Br  and  B'r.  These  two  values  are  subtracted 
so  that  the  output  of  box  (1 1),  which  is  fed  to  the  M- 


and  balancing  rA  until  no  current  flows  in  the  meter, 
rA  becomes  proportional  to  B’r.  This  circuit,  then, 
solves  equation  (14a)  providing  rB,  E,„  and  EA  can 
be  made  proportional  to  the  necessary  quantities. 

F'igure  12  is  a  diagram  of  the  circuit  actually  used 
to  solve  the  equation.  Throughout  the  circuit  Ohm’s 
law  is  used  in  multiplications  and  divisions.  The 
three  sections  A,  B,  and  C  are  adjusted  so  that  the 

«  With  the  necessary  negative  coefficient  in  the  range-rate 
term. 

MVith  the  necessary  negative  coefficient  in  the  range-rate 
term. 
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output  voltage  from  each  is  proportional  to  R,  to  S0t 
cos  Br,  and  to  t  dR/dt,  respectively.  The  constant 
of  proportionality  must,  of  course,  be  the  same  in 
each  section.  A  sufficiently  close  approximation  to 
cos  B,  is  obtained  by  shunting  a  resistance  R-l  as 
shown  in  section  B.  Voltage  is  maximum  when  the 
potentiometer  is  at  the  center  of  its  run  (Br  =  0), 
and  goes  to  zero  at  either  end  (/!,.  =  ±90  degrees). 
The  voltages  of  A  and  B  arc  then  added,  and  the 
voltage  of  C  is  subtracted  from  the  sum.  Thus  the 
output  voltage  of  the  three  circuits  taken  together 
is  proportional  to  (R  +  S0t  cos  Br  —  t  dR/dt)  and 
corresponds  to  the  voltage  EA  of  Figure  11.  These 
voltages  are  then  fed  into  a  resistance  R-9  which 
corresponds  to  R ,  of  Figure  11.  Resistance  R-9  is 
center-tapped  since  B'r  (which  corresponds  to  >,)  can 
be  either  positive  or  negative. 

R-Il  plus  R-10  corresponds  to  Rn  in  Figure  11. 
Flic  slider  on  R-10  is  set  to  pick  off  a  resistance  pro¬ 
portional  to  S„t,  and  the  slider  on  R-ll  is  set  to 
pick  off  a  resistance  proportional  to  R  (range).  Be¬ 
tween  the  two  sliders,  then,  there  appears  a  resistance 
proportional  to  R  +  S0t,  which  corresponds  to  the 
rB  of  Figure  11. 

Section  D  of  the  actual  circuit  provides  a  means 
of  obtaining  a  voltage  proportional  to  (R /S„)  dB'/dt 
to  correspond  to  EB  of  Figure  11.  The  resistor  R-12 
on  which  R  dB'/dt  is  obtained  is  center-tapped  since 
the  quantity  (R'S0)  dB'/dt  may  be  cither  positive  or 
negative. 

Instead  of  running  the  leads  from  r,  and  r„  into  a 
meter,  as  in  Figure  11,  the  corresponding  leads  of 
Figure  12  arc  led  into  a  Brown  amplifier.  When  the 
circuit  is  not  balanced,  the  unbalance  voltage  is  am¬ 
plified  and  fed  into  a  Brown  motor  which  rotates 
in  such  a  direction  as  to  restore  the  balance  by  chang¬ 
ing  the  slider  on  R-9.  Thus  the  circuit  automatically 
balances  itself. 

The  relative  values  of  the  various  resistors  and 
potentiometers  used  in  the  circuit  are  determined  by 
the  accuracy  needed  in  the  final  result  (B'r),  and  by 
the  constant  of  proportionality  needed  in  the  various 
sections  and  in  the  final  answer.  For  the  sake  of  ac¬ 
curacy,  it  is  essential  that  R-9  be  large  in  comparison 
with  the  sum  of  the  output  resistances  of  sections 
A,  B,  and  C,  and  that  R-10  plus  R-ll  be  large  in 
comparison  with  the  output  resistance  of  section  D. 
Practical  limitations  such  as  the  capacity  of  the  re¬ 
sistors  available  and  the  range  of  values  of  the  inputs 
(R,  dR/dt,  T,  S„,  etc.)  are  also  important  considera¬ 


tions.  In  general,  the  resistances  were  chosen  to  per¬ 
mit  the  following  range  of  values: 

Range  =  0  to  1 ,200  yd 
Range  rale  =  0  to  27  knots 
R  (dB’/dt)  =  0  to  ±9  knots 
Sn  =  9  to  18  knots 

t  =  5  to  50  sec 

Course-to-Steer  Indicator 

Finally,  the  output  of  the  transmitter  (H)  of  Fig¬ 
ure  10,  transmits  the  value  Br  —  B'r  to  the  cottrse- 
to-steer  indicator  (captain’s  box)  shown  in  Figure  8. 
The  indicator  used  was  a  British  A/S  17-1  bearing 
plotter  which  has  a  ship’s  heading  card  with  an  in¬ 
dicator  under  it.  By  moving  the  indicator  an  amount 
Br  —  B',  from  relative  bearing 0  degree  and  observing 
its  indication  on  the  ship’s  heading  card,  the  conning 
officer  can  read  off  the  correct  course  to  steer  and  the 
amount  In  which  his  present  course  should  be  altered. 

8's'7  Performance  Tests 

The  performance  tests  which  were  carried  out  on 
the  LAC  II  gave  encouraging  results  and  showed 
that  the  basic  principles  of  operation  were  sound. 
It  appeared  that  the  deficiencies  which  were  found 
could  be  readily  eliminated  and  that  additional 
desirable  features  could  be  incorporated.  Accord¬ 
ingly  it  was  decided  to  undertake  the  design  and 
construction  of  a  new  model  which  became  known 
as  the  attack  director  Mark  III. 

ATTACK  DIRECTOR  MARK  III 

The  attack  director  Mark  III,  basing  its  compu¬ 
tations  on  sonar  information,  solves  the  course-to- 
steer  problem  for  either  stern-dropped  or  ahead- 
thrown  charges  and  predicts  time  to  fire  for  depth 
charges.  The  equipment  is  designed  for  use  in  con¬ 
junction  with  standard  sonar  gear,  with  or  without 
a  bearing  deviation  indicator  [BDI],  It  consists  of  a 
special  bearing  recorder  and  computing  unit 
mounted  beside  the  sonar  stack,  a  modified  range 
recorder,  a  helmsman’s  indicator,  and  two  small  units 
for  the  use  of  the  conning  officer  designated  as  the 
captain’s  indicator  and  the  captain’s  box. 

In  Figure  1  the  principal  components  of  AD  III 
are  shown  in  association  with  a  sonar  stack  and  a 
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Figure  13.  Functional  schematic  of  AD  III  components. 

CONFIDENTIAL 


*  _ 


150 


ATTACK  DIRECTORS 


BDI  unit,  arranged  conveniently  for  operation  by 
a  three-man  team.  One  man  operates  the  bearing  re¬ 
corder  shown  on  the  right.  The  stack  and  BDI  are 
operated  by  the  middle  man  of  the  team,  who  can 
also  either  directly  observe  the  trace  on  the  bearing 
recorder  or  be  coached  by  its  operator  to  take  ad¬ 
vantage  of  the  bearing  record  in  maintaining  con¬ 
tact.  The  man  on  the  left  operates  the  range  recorder. 

The  pictorial  diagram  of  Figure  13  shows  the  com¬ 
plete  attack  director  and  the  character  of  the  infor¬ 
mation  transmitted  between  its  various  parts.  The 
helmsman's  indicator  is  located  conveniently  for  the 
helmsman,  and  the  captain's  indicator  and  captain's 
box  are  mounted  side  by  side  at  the  station  occupied 
by  the  conning  officer  during  an  attack.  The  two 
recorders  arc  preferably  located  as  near  as  possible 
to  the  sonar  stack  (Figure  1)  for  mutual  assistance 
of  the  operators. 

The  purpose  of  attack  director  Mark  III  is  to 
make  the  most  effective  use  of  sonar  data  in  con¬ 
ducting  an  attack.  The  input  or  "raw”  data  for 
the  device  consists  of  the  following: 

1.  Signals  from  the  sonar  receiver,  which  arc  ap¬ 
plied  to  the  range  recorder. 

2.  Bearing  values  which  are  applied  to  a  bearing 
recorder  whenever  the  sonar  operator  has  the  pro¬ 
jector  correctly  trained  on  the  target. 

3.  Ship's  course  which  comes  from  the  gyrocom¬ 
pass. 

1.  Ship's  speed  which  is  obtained  from  the  Pitotne- 
ler  log. 

5.  Information  concerning  dead  times  which  de¬ 
pends  on  the  ordancc  used  and  which  is  put  into 
the  director  by  hand. 

The  process  of  lining  up  the  cursors  on  both  re¬ 
corders  serves  to  “smooth  out”  the  data  actually 
plotted  on  the  recorder  paper  and  thus  makes  al¬ 
lowance  both  for  errors  on  the  part  of  the  sonar 
operator  and  for  erratic  information  due  to  adverse 
water  conditions. 

The  output  of  the  director  consists  essentially  of 
a  course-to-fteer  indication  and  a  time-to-fire  signal; 
however,  the  components  of  target  motion  parallel 
to  and  perpendicular  to  the  line  of  sight  appear  as 
a  by-product  of  the  computation,  and  the  resultant 
target  course  and  speed  are  indicated  to  the  conning 
officer.  Furthermore,  provision  is  made  for  this  offi¬ 
cer  to  insert  different  values  for  these  quantities 
manually,  if  he  believes  that  for  some  reason  the 
target  motion  is  not  being  represented  correctly.  The 
manual  inputs  may  also  be  used  after  loss  of  contact 


Km. no  It.  Simpl ilictl  schematic  of  Al)  III  mechanical 
compute! . 


to  modify  the  time-to-fire  computation  according  to 
last-minute  estimates  of  target  maneuvers. 

For  ahead-thrown  charges  the  time  to  fire  is  ob¬ 
tained  from  the  range  recorder  in  the  normal  way. 
but  for  stern-dropped  attacks  a  time-to-fire  signal  is 
furnished  by  an  electrical  computation. 

The  detailed  description  which  follows  covers  first 
the  mechanical  computer  used  for  plotting  a  modi¬ 
fied  bearing;  second,  the  idealized  electrical  sche¬ 
matic  of  the  entire  equipment;  and  finally,  details 
of  the  separate  components. 

M-'  Mechanical  Computer 

The  mechanical  computer  which  is  used  to  plot  a 
modified  bearing  on  the  hearing  recorder  is  shown 
in  a  simplified  form  in  Figure  14.  The  operation  of 
this  computer  is  explained  in  reference  to  the  for¬ 
mer  figure.  The  input  quantities  consist  of  relative 
bearing  from  the  sonar  stack,  range  from  the  range 
recorder,  own-ship’s  course  from  the  gyrocompass, 
and  own-ship's  speed  from  the  Pitometer  log.  Each 
of  these  quantities  controls  the  operation  of  a  servo 
motor. 

The  range  servo  drives  an  inverse  range  cam, 
whose  output  is  proportional  to  the  reciprocal  of 
the  range.  This  output  is  used  to  position  the  balls 
of  an  integrator  whose  disk  is  driven  by  a  constant 
speetl  motor.  The  output  of  the  integrator,  there¬ 
fore,  is  proportional  to  the  time  increment  divided 
by  the  range.  In  order  to  use  the  full  diameter  of 
the  disk  instead  of  only  the  radius,  the  integrator 
output  is  combined  by  means  of  a  mechanical  dif¬ 
ferential  with  the  constant  speed  motor  drive  at  a 
gear  ratio  which  makes  the  output  proportional 
to  the  position  of  the  balls  measured  from  one  end 
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of  the  diameter,  rather  than  from  the  center  of  the 
disk. 

The  output  of  the  servo  for  own-ship’s  speetl  is 
a  shaft  position  which  serves  as  one  of  the  inputs  of 
a  component  solver.  The  other  input  is  the  smoothed 
relative  hearing  of  the  sonar  projector,  obtained  as 
described  below.  Only  one  of  the  two  outputs  of  the 
solver  is  used,  namely,  the  component  of  own -ship's 
speed  normal  to  the  line  of  sight,  ,S'0  sin  /!,.  (S').1'  This 
in  turn  is  used  to  position  the  balls  of  an  integrator, 
whose  disk  is  driven  at  a  rate  inversely  proportional 
to  range.  The  output  represents  the  contribution  of 
own-ship's  motion  to  the  change  in  target  bearing. 
It  is  combined  by  means  of  a  mechanical  diirercntial 
with  own-ship’s  course.  The  result  in  turn  is  com¬ 
bined  with  relative  bearing  of  the  sonar  projector 
to  give  modified  bearing  IV  for  controlling  the  stylus 
of  the  bearing  recorder.  However,  points  arc  recorded 
only  when  the  sonar  operator  presses  a  button,  which 
he  does  each  time  he  is  on  the  target  (with  BDI)  or 
at  a  cut-on  (without  BDI). 

The  smoothed  value  of  this  modified  bearing,  ob¬ 
tained  from  the  cursor  setting  established  by  the  re¬ 
corder  operator,  has  subtracted  from  it  the  difference 


>'  (V)  indicates  ".smoothed." 


between  ship's  course  and  the  integral,  to  yield  a 
smoothed  relative  bearing  of  the  target,  Br  (.S'). 

It  should  be  noted  that  the  servo  motors  of  the 
mechanical  computer  control  not  only  the  shall 
positions  referred  to  above,  but  also  potentiometers 
whereby  the  quantities  are  made  available  wherever 
needed  in  the  electrical  portions  of  the  computer. 

2  Electrical  Schematic 

The  simplified  electrical  schematic  (Figure  15) 
shows  the  way  in  which  information  is  carried  from 
one  part  of  the  attack  director  to  another.  The  lines 
in  this  schematic  do  not  necessarily  represent  direct 
electric  connections  since,  in  instances  where  a  given 
quantity  is  needed  at  various  points,  a  separate  po¬ 
tentiometer  is  provided  for  each  of  these  points, 
and  the  potentiometers  are  ganged  and  driven  by  a 
shaft  whose  position  represents  the  quantity  in  ques¬ 
tion.  For  instance,  the  diagram  shows  range  infor¬ 
mation  going  from  the  range  recorder  to  (I)  the 
bearing  recorder,  (2)  the  course-to-steer  computer, 
and  (3)  the  captain’s  indicator.  The  information  is 
actually  transmitted  by  means  of  five  potentiometers 
driven  by  a  servo  motor  located  in  the  mechanical 
computer.  One  of  these  five  feeds  into  the  servo 
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amplifier  where  it  is  balanced  against  a  voltage  fur¬ 
nished  by  a  potentiometer  in  the  range  recorder 
which  is  hand-set  to  follow  the  recorded  range.  By 
this  means,  the  servo  motor  drives  all  five  potenti¬ 
ometers  to  positions  representing  the  smoothed  pres¬ 
ent  value  of  the  range.  The  remaining  four  poten¬ 
tiometer  outputs  are  applied  as  follows:  one  output 
goes  to  the  captain’s  indicator,  one  goes  to  the  time- 
to-fire  circuit,  and  two  feed  into  the  course-to-steer 
circuit,  since  range  appears  on  both  sides  of  the  equa- 
tion  which  is  to  be  electrically  balanced  [equation 
(14)].  The  servo  motor  also  drives  an  inverse  range 
cam,  as  explained  in  the  description  of  the  mechani¬ 
cal  computer. 

The  following  discussion  of  the  schematic  of  Fig¬ 
ure  15  is  based  on  the  diagram  and  the  logical  in¬ 
terrelation  of  parts  rather  than  on  the  actual  mechan¬ 
isms  and  connections  used  for  transmitting  the  in¬ 
formation. 

Range,  R 

The  value  of  range  used  throughout  the  computer 
is  based  on  a  pointer,  which  is  moved  by  the  opera¬ 
tor  of  the  range  recorder  to  represent  the  value  of 
present  range  as  estimated  by  eye  from  the  points 
on  the  range  recorder.  It  is  used  in  the  bearing 
recorder  to  drive  the  recorder  paper  at  a  speed  which 
is  inversely  proportional  to  range.  It  is  indicated 
on  the  captain’s  indicator,  and  used  in  the  computa¬ 
tion  of  course  to  steer  and  time  to  fire. 

Range  Rate,  dR/dl 

The  range  rate  is  based  on  the  position  of  a  po¬ 
tentiometer  geared  to  the  range-rate  cursor  set  by 
the  range  recorder  operator.  It  is  used  to  compute 
course  to  steer  and  target  speed  along  'he  line  of 
sight.  In  addition,  a  manual  input  for  range  rate  is 
provided  in  the  captain’s  box  together  with  switches 
whereby  the  manually  set  estimated  value  can  be 
substituted  at  the  option  of  the  conning  officer  for 
the  value  obtained  from  the  range  recorder. 

Own-Ship’s  Course,  C0 

This  is  introduced  by  a  synchro  signal  from  the 
ship’s  gyro  system  which  drives  a  servo  motor  in  the 
bearing  recorder.  This  quantity  is  also  required  in 
the  helmsman’s  indicator  and  captain’s  box. 

Projector  Bearing,  Br 

The  relative  bearing  of  the  sound  projector  is 
transmitted  to  the  mechanical  computer  for  use  in 


obtaining  the  modified  bearing  actually  plotted  on 
the  bearing  recorder.  The  projector  bearing  is  shown 
only  on  the  captain’s  indicator. 

Dead  Time 

Quantities  involving  time  of  flight,  range  of  ahead- 
thrown  projectiles  (actually  depending  on  ship’s 
speed),  and  sinking  time  (depending  on  target  depth) 
are  selected  according  to  the  nature  of  the  attack 
and  manually  set  in  with  constant  values.  These 
quantities  are  required  to  compute  course  to  steer 
and  time  to  fire. 

Own-Ship’s  Speed,  S0 

This  quantity  is  used  in  computing  target  speed 
along  line  of  sight  and  operating  a  component  solver 
in  the  mechanical  computer.  Ordinarily,  it  would 
Ito  obtained  from  the  Pitometer  log,  but  for  attack 
teacher  tests  or  tests  aboard  ships  lacking  a  Pitome¬ 
ter  log  installation,  a  hand-set  input  for  ship’s  speed 
is  provided. 

Smoothed  Relative  Bearing,  Br  (S) 

This  quantity  is  obtained  from  the  mechanical 
computer  and  is  used  in  computing  target  speed 
along  line  of  sight  and  course  to  steer.  The  course- 
to-steer  output  is  the  smoothed  relative  bearing 
which  the  target  would  have  if  the  ship  were  on  the 
correct  attack  course  B'r  (S).  A  mechanical  differen¬ 
tial  is  used  to  take  the  difference  between  B'r  (S) 
and  B,  (S').  This  difference,  which  represents  the 
required  change  in  course,  is  applied  to  the  captain’s 
indicator  and  the  helmsman's  indicator.  B,  (S)  is  also 
used  in  the  captain’s  box  where  it  is  combined  with 
ship’s  course  to  indicate  true  target  bearing. 

Target  Speed  Across  Line  oe  Sight 
S  sin  A  or  —RdB’/dt 

The  mechanical  computer  produces  an  output 
equal  to  the  product  of  range  and  modified  bearing 
rate,  which  represents  the  component  of  target  speed 
normal  to  the  line  of  sight.  This  quantity  is  used 
in  computing  course  to  steer.  It  is  also  applied  to 
an  indicator  in  the  captain’s  box  for  combination 
with  target  speed  along  the  line  of  sight  to  produce 
an  indication  of  target  course  and  speed.  Switches  in 
the  captain’s  box  make  it  possible  to  substitute  an 
estimated  value  of  target  speed  across  the  line  of 
sight,  first  into  the  indicator  in  the  captain’s  box 
by  operation  of  switch  S„  and  then  into  the  course- 
to-steer  computer  by  means  of  switch  SB,  if  the  dop- 
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pier  effect  or  other  evidence  leads  the  conning  officer 
to  doubt  the  correctness  of  the  computed  value. 

Course  to  Steer,  B'r  ( S )  —  Br  (S) 

The  course-to-steer  computer,  as  stated  above,  pro¬ 
duces  an  output  which  is  the  smoothed  relative  bear¬ 
ing  the  target  should  have  if  the  ship  is  on  the  cor¬ 
rect  attack  course.  This  quantity  is  applied  to  the 
time-to-fire  computer  and  to  the  computer  of  target 
speed  along  the  line  of  sight  as  well  as  to  the  differ¬ 
ential  mentioned  previously. 

Time  to  Fire,  Ttl 

The  time-to-fire  computer  operates  an  alarm 
which,  by  means  of  a  sequence  »_.un,  sounds  a  buzzer 
5  sec  before  and  5  sec  after  firing  time,  and  a  bell 
at  the  firing  time  itself.  The  time  remaining  before 
firing  is  continuously  transmitted  to  the  captain's 
indicator. 

Target  Si*eei>  Along  Line  of  Sight,  S  cos  A 

The  computer  for  target  speed  along  line  of  sight 
uses  own-ship’s  speed  and  course  for  obtaining  the 
contribution  of  own-ship’s  motion,  and  combines 
this  with  the  observed  range  rate  to  obtain  the  tar¬ 
get  speed  along  the  line  of  sight.  This  is  transmitted 
to  the  captain’s  box  to  contribute  to  the  indication 
of  target  course  and  speed. 

8.4.s  Details  of  Components 

The  functioning  of  the  attack  director  has  already 
been  described  in  a  general  way.  In  the  following 
paragraphs,  each  of  its  component  parts  is  consid¬ 
ered  in  detail. 

Bearing  Recorder 

The  bearing  recorder  (sec  Figures  1  and  13),  which 
gives  the  component  of  target’s  velocity  normal  to 
the  bearing  line,  and  smoothed  relative  bearing,  is 
mounted  on  a  pedestal  with  the  computer.  The  Brit¬ 
ish  bearing  recorder  used  has  been  rebuilt  and  modi- 
fied  so  that  the  light-beam  cursor  can  be  rotated  by 
means  of  a  knob  in  front  of  the  unit.  Another  knob, 
similarly  located,  is  used  to  move  the  light  beam 
translationally  in  order  that  the  bearing  itself  may 
be  followed.  The  paper  drive  is  obtained  from  the 
mechanical  computer  by  means  of  a  shaft  which  ro¬ 
tates  at  a  speed  inversely  proportional  to  the  range. 

The  modified  true  bearing  is  plotted  on  the  bear¬ 
ing  recorder.  As  was  mentioned  previously,  the  sonar 


stack  operator  plots  the  points  by  closing  a  switch 
each  time  he  gets  a  bearing.  Contributions  to  tar¬ 
get’s  bearing  due  to  own-ship’s  maneuvers  are  taken 
out  by  means  of  mechanical  integrators  and  me¬ 
chanical  differentials  involving  range,  relative  bear¬ 
ing,  own-ship’s  course,  and  own-ship’s  speed.  As  long 
as  the  component  of  target’s  velocity  normal  to  the 
bearing  line  remains  constant,  the  plot  on  the  bear¬ 
ing  recorder  is  a  straight  line. 

The  light-beam  cursor  is  manually  rotated  to  agree 
with  the  average  slope  of  the  line  formed  by  the 
series  of  dots  on  the  bearing  recorder  paper,  and 
this  rotation  turns  potentiometers  that  adjust  resis¬ 
tances  so  that  they  are  proportional  to  the  compon¬ 
ent  of  target’s  velocity  normal  to  the  bearing  line 
R  dB’/dt  in  equations  (14)  and  (16).  These  resistances 
are  then  used  by  the  computer  in  making  the  elec¬ 
trical  computations. 

The  modified  true  bearing  as  plotted  on  the  bear¬ 
ing  recorder  is  followed  by  the  manually  operated 
cursor  to  give  a  smooth,  modified  true  center  bear¬ 
ing  of  the  target.  The  motion  of  this  cursor  is  trans¬ 
mitted  mechanically  to  the  computer,  where,  by  use 
of  a  mechanical  differential,  this  motion  turns  po¬ 
tentiometers  to  produce  resistances  in  the  computer 
proportional  to  the  cosine  of  the  smoothed  relative 
center  bearing  of  the  target,  Br  (S’).  These  are  also 
used  in  the  electrical  computation. 

Range  Recorder 

The  standard  range  recorder  (sec  Figures  1  and 
13)  has  been  modified  in  three  particulars.  One  of 
these  is  the  addition  of  a  pointer  carried  on  a  lead 
screw  which  is  manually  rotated  so  as  to  maintain 
the  pointer  on  the  echo  trace.  This  pointer  is  at¬ 
tached  to  the  slider  of  a  potentiometer  so  that  its 
movement  causes  the  potentiometer  to  produce  a 
voltage  proportional  to  the  present  range. 

Ihe  second  modification3  of  the  range  recorder 
adds  a  slant-range  correction  so  that  the  range  ob¬ 
tained  is  the  actual  horizontal  range  on  the  surface 
of  the  water  rather  than  the  slant  range  from  the 
projector  to  the  target.  In  this  device  target  depth 
is  set  manually. 

The  third  modification  of  the  range  recorder  con¬ 
sists  of  the  addition  of  a  tangent  potentiometer.  The 
slider  of  this  potentiometer  is  mechanically  coupled 
to  the  range-rate  cursor  in  such  a  manner  that  the 
resistance  output  from  the  potentiometer  is  propor¬ 
tional  to  range  rate  dR/dt  in  equations  (7b)  and 
(14).  This  resistance  is  used  directly  by  the  computer. 
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Fiiairk  10.  AI)  III  captain's  indicator  ami  captain's  l><>\. 


Helmsman’s  Indicator 

A  standard  Submarine  Signal  Company  bearing 
repeater  is  used  as  the  helmsman’s  indicator.  In  it, 
course  to  steer,  as  obtained  from  the  computer,  is 
given  by  a  movable  bug.  The  helmsman  has  only  to 
keep  zero  relative  bearing  lined  up  with  the  bug 
in  order  to  stay  on  the  proper  course.  The  gyro¬ 
compass  repeater  disk  operates  in  the  normal  way. 

Captain’s  Indicator  and  Box 

A  modified  bearing  repcate-.  shown  at  the  left  in 
Figure  IB,  is  used  as  the  captain’s  indicator.  A  mov¬ 
able  bug  shows  projector  bearing  and  another  bug 
is  added  to  indicate  the  course  to  steer.  A  gyrocom¬ 
pass  card  is  included  also.  Meters  are  used  to  give 
range  and  time  to  fire. 

The  captain’s  box  contains  a  cathcxle-ray  tube 
with  suitable  power  supplies.  The  length  of  the 
trace  on  the  screen  of  the  tube,  measured  radially 
from  the  center,  represents  the  target’s  speed,  and 
the  direction  of  the  trace  shows  the  target’s  true 


bearing.  The  coils  around  the  cathode-ray  tube  may 
be  rotated  according  to  smoothed  true  target  bearing 
by  a  servo  motor  which  follows  the  position  of  a 
synchro.  This  is  a  differential  synchro  which  is  sup¬ 
plied  with  voltages  corresponding  to  own-ship’s 
course  C„  and  smoothed  relative  bearing  li,  (.S’).  A 
compass  card  in  front  of  the  cathode-ray  tube  can 
also  be  rotated  according  to  smoothed  true  target 
bearing.  Thus  it  is  possible  to  make  the  plot  on  the 
tube  screen  with  respect  to  cither  true  north  or  line 
of  sight. 

Two  knobs  on  the  captain’s  box  may  be  used  to 
turn  potentiometers  which  give  resistances  propor¬ 
tional  to  the  rectangular  components  of  estimated 
target’s  speed  with  respect  to  the  line  of  sight.  Micro- 
switches  on  the  shafts  of  these  potentiometers  allow 
the  results  of  these  changes  to  be  shown  on  the  ca¬ 
thode-ray  tube  screen,  and  the  changes  may  then 
be  inserted  into  the  computer  circuit  by  turning  a 
switch  on  the  captain’s  box.  These  knobs  and  this 
switch,  together  with  a  switch  for  energizing  the 
time-to-firc  balancing  circuit  in  cases  where  the  range 
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All  switches  S  throw  together:  to  lower  |  io-.it  ions  for  depth-charge  attack;  to  u|>|>er  (Kisitions  for  forward-throwing  attack. 

All  switches  S  |  throw  together:  to  left  for  normal  depth-charge  attack;  to  right  for  attack  utilising  conning  ofRcer's  estimates  of  course 
and  s|>ee<l. 

SM  (1  and  I!)  opens  when  S„  (.1  anti  -f)  closes.  This  change  produces  a  collision  course  <»ni|>iitation. 

T,  through  T,„  incliisise  hast-  the  same  primary  winding. 

All  secondaries  ate  electrically  shielded  front  each  other. 

Primary  voltage  =  115  v:  secondary  voltage  —  f>.:l  v. 

S„,  gierinits  aiijitslment  lor  S„  of  either  111  or  15  knots. 

l-'ic.i  hi  17.  Al)  111  wiling  schematic  lor sin  IS',. 


is  below  200  yd,  give  the  conning  officer  manual 
control  of  the  computer  whenever  he  desires  it. 

Computer 

The  mechanical  portion  of  the  computer  (except 
for  the  time-to-firc  component,  which  is  discussed  in 
the  next  section)  has  already  been  described.  In  the 
electrical  portions,  each  circuit  utilizes  a  servo  mo¬ 
tor,  driven  by  the  voltage  difference  between  circuit 
outputs,  which  produces  a  balance  by  changing 
certain  resistance  values  in  the  associated  circuit.  The 
difference  voltage  is  thereby  reduced  to  zero  and 
thus  the  equation  represented  by  the  circuit  is  solved. 

Resistances  proportional  to  the  range  used  in  the 
electrical  computation  are  obtained  from  potenti¬ 
ometers  mounted  on  the  shaft  of  the  range-follower 
motor. 

Resistances  proportional  to  range  rate  are  obtained 
directly  from  hand-set  potentiometers  on  the  range 
recorder. 


Resistances  proportional  to  own-ship’s  speed  arc 
obtained  from  potentiometers  on  a  shaft  which  is 
positioned  by  a  motor  controlled  by  a  synchro  re¬ 
peater  from  the  Pitometer  log. 

Resistances  proportional  to  smoothed  relative  tar¬ 
get  bearing  lir  (S)  are  obtained  front  potentiometers 
driven  by  the  output  of  a  mechanical  differential. 
Here  the  smoothed  modified  bearing,  set  in  from  die 
bearing  cursor  of  the  bearing  recorder,  has  sub¬ 
tracted  from  it  the  difference  between  own-ship’s 
course  and  the  integral  obtained  front  the  mechani¬ 
cal  computer,  in  order  to  get  a  smoothed  unmodified 
bearing. 

Resistances  proportional  to  the  product  of  range 
and  modified  bearing  rate  are  obtained  from  poten¬ 
tiometers  rotated  according  to  the  slope  of  the  cur¬ 
sor  lines  on  the  bearing  recorder.  This  quantity  rep¬ 
resents  target  speed  normal  to  the  line  of  sight. 

A  final  group  of  potentiometers,  which  give  resis¬ 
tances  proportional  to  the  sine  and  cosine  of  the 
computed  relative  bearing  B' r,  is  mechanically  con- 
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netted  to  the  balancing  motor  which  produces  the 
solution  of  equation  (1-1). 

Alter  these  various  resistances  are  obtained,  they 
are  combined  in  five  separate  computing  circuits. 
The  first  circuit  (Figure  17)  computes  the  course  to 
steer  for  depth-charge  attack.  The  second  (Figure 
18)  computes  the  amount  of  time  remaining  before 
firing  for  depth-charge  attack.  The  third  and  fourth 
circuits  compute  the  two  components  which  are  used 
to  plot  target’s  course  and  speed  in  the  captain's  box 
(Figures  1!)  and  20).  The  fifth  circuit  (also  shown 
in  Figure  18)  computes  course  to  steer  for  ahead- 
thrown  attack.  All  these  circuits  operate  rapidly  so 
that  a  continuous  set  of  solutions  is  obtained. 

Timf.-to-Fire  Mechanism 

The  time-to-fire  computing  mechanism  for  depth- 
charge  attack  consists  of  a  balancing  motor,  a  bal¬ 
ancing  potentiometer,  a  synchronous  timing  motor, 
and  a  set  of  sequence  cams.  The  balancing  motor 
turns  the  balancing  potentiometer  so  as  to  equate 


two  voltages  (die  difference  driving  the  motor)  and 
hence  solves  the  equation  for  time  to  fire  [equation 
(7b)]. 

When  contact  with  the  target  is  lost,  the  balancing 
motor  is  turned  off  and  the  synchronous  motor  turns 
the  sequence  cams  at  the  proper  speed  to  ring  a 
bell,  by  means  of  the  cams,  when  the  time  remaining 
before  firing  reaches  zero.  As  mentioned  before,  the 
cams  also  sound  a  buzzer  5  sec  before  and  5  sec  after 
the  bell  rings.  The  synchronous  motor  automatically 
turns  itself  oil  by  means  of  the  cams  after  the  buz¬ 
zer  has  sounded. 

«•*  RESULTS  OF  AD  III  TRIALS 

Numerous  tests  of  the  AD  III  and  other  direc¬ 
tors  were  made  by  ASDevLant  during  the  summer 
and  fall  of  19-14.  An  extensive  summary  of  the  re¬ 
sults  of  these  tests  has  been  reported  by  the  Navy.4 
Trials  were  first  made  on  an  attack  teacher;  then  the 
AD  III  was  installed  on  the  PCE  869  for.  sea  trials 
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1'k.i  ri:  1(1.  Al)  III  wiring  schematic  for  Scos.l, 

against  a  submarine  of  the  “R”  class.  For  the  purpose 
of  this  report,  results  obtained  by  ASDevLant  may 
be  divided  into  three  categories  which  are  discussed 
separately  below. 

Depth-Charge  Attacks  on  Attack  Teacher 

Table  1  summarizes  the  results  of  depth-charge 
attacks  on  the  attack  teacher.  Values  for  the  Mark 
IV  antisubmarine  attack  director,  for  expert  unaided 
conning  and  for  trained  unaided  conning  are  given 
lot  comparison.  Although  the  AD  111  shows  superior¬ 
ity  over  the  trained  unaided  conning,  it  shows  some 
inferiority  to  the  experts  and  marked  inferiority  to 
the  Mark  IV  director. 


Table  1.  Results  of  depth-charge  attacks  on  the  attack 
teacher. 

Method  of  attack 

'/,  of  attacks  with 
total  error  less 
than  75  ycl 

</,  of  attacks  with 
total  error  less 
than  125  yd 

Al)  III 

21 

56 

Mark  IV 

it; 

71 

Expert  unaided 

30 

fil 

Trained  unaided 

18 

55 

While  these  attack  teacher  tests  were  indispensable 
in  pointing  out  various  engineering  flaws  in  the 
Al)  111,  the  results  are  not  fairly  indicative  of  AD 
Ill’s  potentialities  because  a  very  poor  range recoidcr 
was  employed.  Keying  was  erratic  and  the  traces 
ragged,  thus  causing  errors  in  range  rate,  wliic  h  in 
turn  caused  errors  in  lead  angle  and  in  filing  time. 
The  manner  in  which  errors  in  range  rate  affect  lead 
and  timing  in  a  depth-charge  attack  can  he  seen 
from  equations  (2)  and  (7).  At  short  range,  in  many 
cases,  a  given  error  in  range  rate  can  cause  greater 
error  in  lead  than  in  timing. 

The  value  of  the  captain’s  box  was  also  tested  on 
the  attack  teacher,  but  because  of  the  poor  range 
recorder  these  tests  also  are  not  too  reliable.  It  is 
apparent  from  Table  2,  however,  that  use  of  the 
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Tic. i  ri  20.  Al)  III  wiring  schematic  for  .S' sin  .1. 

captain’s  box  did  raise  the  score  of  the  AD  III  over 
that  obtained  without  it. 


Table  2.  Effect  of  captain's  box  on  depth-charge  attacks. 


%  of  attacks  with 

</,  of  attacks  with 

Method  of  use 

total  error  less 

total  error  less 

than  75  yd 

than  125  yd 

Without  captain's  hox 

21 

56 

With  captain's  lx>x 

30 

68 

Use  of  a  better  range  recorder  and  development 
of  a  doctrine  for  use  of  the  captain's  box  would 
probably  have  increased  its  superiority  over  the 
merely  automatic  operation  of  the  AD  III. 

Dkptii-Charok  Tests  at  Sea 

Sea  tests  of  the  Al)  III  were  much  more  satisfac¬ 
tory.  Numerous  small  misalignments  were  corrected 
before  the  director  was  installed  on  the  PCE  86!) 
and  a  good  range  recorder  was  employed.  When 
comparing  the  success  of  the  AD  HI  at  sea  with 
other  conning  methods  as  shown  in  Table  3,  certain 
facts  should  be  borne  in  mind.  In  the  first  place, 
AD  III  was  tested  oil  Rhode  Island,  where  sound 
conditions  are  poor  because  of  thermal  gradients 
and  shallow  water,  whereas  the  Mark  IV  was  tested 
off  Fort  Lauderdale,  Florida,  where  isothermal  layers 
are  deep  and  good  sound  conditions  prevail.  Sec¬ 
ond,  in  tests  of  the  AD  111,  as  explained  in  the  ASDev¬ 
Lant  report,  conning  was  done  only  by  the  director, 
whereas  an  expert  conning  officer  was  used  to  assist 


Table  3.  Attack  results  with  different  conning  methods. 


Method  of  conning 

%  of  attacks  with 
total  error  less 
than  75  yd 

</,  of  attacks  with 
total  error  less 
than  125  yd 

AD  ill 

53 

77 

Mark  IV 

62 

87 

Expert  conning  with 

ASAI> 

65 

81 
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Table  -1.  Numerical  results  of  ahead-thrown  attacks. 


Hedgehog  values 

No.  Mousetrap  values  (same  base  range  as  Mousetrap) 

ill - 

runs  Total  error  Lead  error  Time  error  Lead  error  Total  error 


'/,  under  '/,  under  </,  under  </,.  under  </,  under 


30  yd 

(it)  Ml 

10  Ml 

00  ytl 

30  ytl 

00  yd 

30  ytl 

00  ytl 

30  ytl 

00  ytl 

All  runs 

101 

22 

lit) 

37 

0*1 

00 

97 

00 

93 

18 

91 

Straight  runs 

20 

27 

71 

It 

71 

82 

100 

59 

100 

51 

100 

Maneuvering  runs 

72 

20 

54> 

31 

05 

59 

96 

60 

92 

40 

91 

the  Mark  IV  in  its  tests  by  anticipating  required 
leads.  Third,  the  predicting  feature  in  the  Mark  IV 
(similar  in  intent  to  the  captain's  box  of  AD  III) 
was  frequently  used,  whereas  the  captain's  box  of 
AI)  III  was  not  tested  because  of  a  failure  in  its 
component  parts. 

Again  the  Mark  IV  and  the  experts  show  a  supe¬ 
riority  over  the  AI)  III,  although  it  is  less  than  in  the 
case  of  the  attack  teacher  trials. 

Ahead-Thrown  Attacks 

Although  tests  of  various  other  directors  did  not 
include  the  use  of  forward-throwing  weapons,  the 
AD  III  was  given  fairly  complete  tests  for  this  kind 
of  attack,  on  an  attack  teacher.  No  sea  tests  of  this 
type  were  made,  however. 

Table  1  is  a  summary  of  the  numerical  results 
of  the  ahead-thrown  attacks.  It  will  be  noted  that 
they  have  been  scored  both  for  a  fixed  Mousetrap 
and  for  a  Hedgehog  bring  projectile  having  a  base 
range  ecpial  to  that  of  Mousetrap  projectiles.  In  the 
case  of  the  Hedgehog  the  train  angle  used  was  sim¬ 
ply  the  difference  between  the  actual  course  and  the 
ordered  course  of  the  ship  at  bring  time.  Since  the 
tactical  characteristics  of  the  attack  teacher  ship  used 
(tactical  diameter  =  520  yd)  usually  prevented  it 
from  being  on  the  ordered  course  at  firing  time,  the 
scoring  for  the  Hedgehog  gives  a  better  estimate  of 
the  AD  Ill's  accuracy  than  does  that  for  the  Mouse¬ 
trap. 

In  a  comparison  of  lead  and  timing  errors  with 
the  Hedgehog,  it  is  apparent  that  lead  errors  increase 
very  little  when  the  target  maneuvers  (the  change 
shown  is  statistically  insignificant)  but  the  timing 
errors  increase  very  noticeably.  Apparently  the  ex¬ 
planation  of  this  is  the  fact  that  target  changes  in 
course  and  speed  are  more  quickly  observed  on  the 
bearing  recorder,  which  gives  the  lead  for  an  ahead- 
thrown  attack,  than  on  the  range  recorder,  which 


affects  only  firing  time.  Since  the  slope  of  the  bearing 
recorder  trace,  but  not  the  slope  of  the  range  recorder 
trace,  is  unaffected  by  own-ship’s  maneuver,  this  dif¬ 
ference  in  speed  of  detection  of  target's  maneuver 
is  as  would  be  expected.  These  hgures  may  also  in¬ 
dicate  the  desirability  of  removing  the  effect  of  own- 
ship’s  motion  on  the  range  recorder. 

When  the  values  of  lead  errors  for  the  Hedgehog 
are  averaged,  taking  account  of  sign,  i.e.,  whether 
the  error  is  too  much  or  too  little  lead,  a  systematic- 
error  of  about  10  yd  too  little  lead  shows  up.  This 
may  indicate  that  the  value  of  the  constant  in  equa¬ 
tion  (17)  (TH  +  Tf)/(R,.  +  S0T,)  was  not  properly 
evaluated  for  the  tests.  It  is  quite  possible  that  the 
total  errors  would  be  made  somewhat  smaller  if  the 
mean  value  of  the  lead  errors  were  made  zero  by 
changing  the  constant  used. 

»■«  CONCLUSIONS 

Work  on  AI)  III  was  undertaken  on  the  basis  of 
two  suppositions.  In  the  first  place,  it  was  supposed 
that  recorders  were  the  best  means  of  smoothing  out 
erratic  sonic  data  and  converting  them  into  useful 
quantities.  Second,  it  was  supposed  that  the  predict¬ 
ing  features  of  the  captain's  box  would  be  advan¬ 
tageous  in  attacks  against  maneuvering  targets.  Un¬ 
fortunately,  neither  one  of  these  suppositions  has 
been  proven  correct  or  incorrect  by  tests  of  the 
AD  III. 

Comparative  hgures  for  success  of  the  Mark  IV 
(which  uses  followers  or  generated  values  of  range 
and  bearing)  and  the  AD  III  do  not  settle  the  ques¬ 
tion  of  the  accuracy  of  followers  over  recorders,  or 
vice  versa,  for  two  reasons:  (1)  engineering  defects 
in  the  AD  III  may  very  well  have  covered  up  any 
advantage  of  the  bearing  and  range  recorder  solu¬ 
tions,  and  (2)  the  virtual  target  feature  of  the  Mark 
IV,  rather  than  its  method  of  setting  up  the  course 
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and  speed  of  the  virtual  target,  probably  contributed 
a  great  deal  to  its  success.  If  comparative  tests  of 
the  two  directors  had  been  made  using  ahead-thrown 
weapons,  then  the  engineering  difficulties  of  the 
AD  III  and  the  virtual  target  of  the  Mark  IV  would 
have  had  less  chance  to  obscure  the  results.  The  cap¬ 
tain's  box  was  given  tests  on  the  attack  teacher  and 
showed  some  advantage.  Because  of  breakdowns  in 
the  box  at  sea,  however,  it  had  no  sea  trials.  It  seems 
probable  that  if  these  breakdowns  could  have  been 
repaired  in  time  for  the  sea  trials,  use  of  the  cap¬ 
tain’s  box  would  have  increased  the  success  of  the 
AD  III. 


In  order  to  determine  the  validity  of  the  two  as¬ 
sumptions  upon  which  the  AD  III  was  built,  two 
sets  of  tests  are  needed:  (1)  values  of  the  indicated 
course  and  speed  of  the  target  as  computed  by  the 
Mark  IV  and  the  AD  III  should  be  compared  with 
actual  course  and  speed  of  the  target  in  order  to 
discover  whether  bearing  and  range  recorders  are 
more  or  less  accurate  in  their  determinations  than 
are  the  followers  of  Mark  IV;  (2)  attacks  against 
maneuvering  targets  should  be  made  with  and  with¬ 
out  the  use  of  the  captain’s  box  with  AD  III,  or  the 
curved  course  prediction  feature  of  Mark  IV,  in  order 
to  determine  the  usefulness  of  such  devices. 


Attack  Director  B 


Attack  director  II  (Al)-B )  is  an  experimental  device 
designed  to  present  attacking  surface  ships  with  the 
collision  course  to  steer.  It  utilizes  the  target  informa¬ 
tion  presented  on  the  plan  position  indicator  [PPI] 
of  modern  scanning  sonar  systems.  The  common  prin¬ 
ciple  of  operation  in  all  models  is  a  time-matching 
scheme  based  on  the  necessity  for  a  coincidence  in 
time  and  position  of  the  submarine  and  the  explod¬ 
ing  antisubmarine  ordnance.  Allowance  is  provided 
for  the  effect  of  own-ship's  turning  circle  on  the  bear¬ 
ing  of  the  fixed  attack  course.  The  first  two  models 
included  mechanically  operated  time  scales  and  bear¬ 
ing  dials.  Model  III  used  electromechanical  arrange¬ 
ments  based  on  the  geometry  of  the  attack.  A  n  experi¬ 
mental  attack  aid.  also  based  on  the  time-matching 
principle,  was  constructed  for  use  with  relative-bear¬ 
ing  PPL  The  work  on  these  devices  was  carried  out  by 
HI  SI.. 

*7  INTRODUCTION 

The  successful  development  of  scanning  sonar  sys¬ 
tems  which  present  submarine  target  position  infor¬ 
mation  on  a  plan  position  indicator  [PPI]  raised  the 
t|  nest  ion  of  how  an  antisubmarine  attack  should  be 
planned  to  utilize  most  effectively  the  information 
so  presented.  File  PPI  can,  of  course,  be  used  to 
deliver  range  and  bearing  information  for  use  in  ac¬ 
cordance  with  standard  doctrine;  the  line  of  investi¬ 
gation  described  below,  however,  was  devoted  to  the 
possibilities  of  devising  simple  computing  linkages 
or  other  mechanisms  which,  in  conjunction  with  the 
1*1*1,  could  be  manipulated  to  indicate  directly  the 
proper  course  to  steer. 

No  complete  and  convenient  solution  of  the  at¬ 
tack  problem  was  obtained,  but  a  graphical  time¬ 
matching  scheme  was  devised  on  the  basis  of  the  re- 


Ficckk  21.  Attack  director  B.  Model  I. 


([ttired  coincidence  in  time  and  position  of  the  sub¬ 
marine  and  the  explosion  point  of  the  antisubmarine 
ordnance.  A  novel  feature  of  this  solution  was  the  in¬ 
clusion  of  allowance  for  the  effect  of  the  turning 
circle  of  the  attacking  ship  on  the  bearing  of  the 
final  attack  course.  Three  experimental  models  of 
instruments  embodying  these  principles  were  con¬ 
structed  and  further  proposals  for  improvement  were 
made.  To  distinguish  these  devices  from  other  attack 
aids  using  fire-control  techniques,  the  name  attack 
director  II  [Al)-B]  was  assigned  to  them.  Their  per¬ 
formance  demonstrated  the  soundness  of  the  basic 
concepts  involved,  although  no  sea  going  models  of 
the  attack  director  were  completed.  The  concurrent 
intensive  development  of  other  attack  directors  based 
on  conventional  fire-control  techniques  indicates  that 
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further  work  on  attack  director  B  should  be  con¬ 
ducted  on  a  low-priority  basis. 

8*  PRINCIPLE  OF  OPERATION 

The  problem  in  conducting  a  successful  attack  on 
a  submarine  is  to  determine  the  course  of  the  attack¬ 
ing  ship  which,  for  a  particular  speed,  will  intersect 
the  submarine’s  course  at  the  proper  time  to  effect 
a  collision  between  the  submarine  and  the  exploding 
charges.  The  explosion  point  may  be  in  front  of  the 
attacking  ship  or  behind  it,  depending  on  the  type 
of  attack  used,  and  this  lead  or  lag  must  be  included 
in  the  calculation,  together  with  whatever  other  leads 
or  lags  are  made  necessary  by  such  factors  as  sinking 
time,  “dead  time,”  or  distance  from  sound  projector 
to  charge  racks.  The  inclusion  of  these  factors  makes 
the  problem  somewhat  complicated  and,  even  if  the 
correct  course  should  be  instantly  computed  on  the 
basis  of  true  information  from  the  sound  gear,  the 
ship’s  turning  circle  would  necessitate  additional 
computations.  Thus  a  successful  attack  is  usually 
the  result  of  a  converging  series  of  approximations. 

All  the  AD-B  solutions  are  based  on  the  obvious 
fact  that  the  time  after  some  given  instant,  t„,  re¬ 
quired  for  a  ship  to  place  its  charges  at  the  under¬ 
water  explosion  point  must  be  equal  to  the  time  after 
t„  required  for  the  submarine  to  travel  to  the  ex¬ 
plosion  point. 

Thus,  in  Figure  22,  let 

O  =  own-ship’s  position  at  t„. 

T  =  target’s  position  at  t0. 

S„  =  own-ship’s  speed. 


S  =  target’s  speed. 

A  =  target  aspect  angle.'1 

r  =  target  range. 

£  =  explosion  point. 

D,  =  distance  own  ship  travels  while  charges 
sink. 

P  =  position  of  own-ship's  projector  at  the  in¬ 
stant  of  explosion. 

l)p  =  distance  from  own-ship’s  projector  to 
depth-charge  racks. 

t  =  time  between  t0  and  the  explosion. 

For  a  stern-dropped  attack,  it  is  necessary  to  steer 
a  collision  course  between  the  target  and  a  point 
trailing  D,  +  Dp  behind  the  sonar  projector.  At  the 
instant  of  explosion,  the  attacking  ship  —  or  more 
precisely,  its  projector  —  must  be  at  P,  where  EP  = 
U,  +  Dp.  Therefore,  in  a  successful  attack  course, 
the  time  necessary  for  the  ship  to  travel  the  distance 
UP  must  equal  the  time  required  for  the  submarine 
to  travel  the  distance  TE.  (A  similar  solution  is 
available  for  an  ahead-thrown  attack.) 

Although  it  is  possible  to  secure  a  straightforward 
mathematical  solution  for  the  proper  lead  angle  B 
to  meet  these  conditions,  the  resulting  expression  is 
rather  complicated.  It  is  much  easier  to  determine 
the  solution  by  indirect  cut-and-try  (hunting)  meth¬ 
ods.  Thus,  in  early  models  of  this  device,  the  solu¬ 
tion  was  obtained  by  a  manual  matching  of  time 
on  two  scales  calibrated  in  minutes  and  seconds  for 
the  particular  speeds  of  ship  and  submarine  respec- 

<1  This  usage  of  "target  angle"  (hirers  by  180  degrees  from  the 
approved  definition  of  the  term  as  “the  relative  bearing  of  the 
ship  as  seen  from  the  target.” 
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Fk.i  ri  2.1.  Time-malching  procedure  with  flexible  tape. 


lively.  In  the  final  model,  the  time  matching  was 
done  by  manually  adjusting  resistance  strips  to  bal¬ 
ance  opposing  voltage  drops.  A  model  has  been  pro¬ 
posed  for  future  development  in  which  the  ad¬ 
justing  itself  would  be  automatic  through  use  of  a 
servo  link.  Regardless  of  how  the  adjustment  is  ac¬ 
complished,  however,  the  operation  is  basically  a 
cut-and-try  time-matching  process. 

»■»  ATTACK  DIRECTOR  B  AND 
MODIFICATIONS 

s.'u  Graphic  Aid  for  Solving  Attack 
Course 

The  simplest  type  of  graphic  aid  using  manually 
positioned  time  scales  is  illustrated  in  Figure  23. 
Assume  that  a  submarine  T  has  been  located  on  the 
screen  of  a  true-bearing  PPI,  and  its  echo  trace 
observed  long  enough  to  determine  its  vector.  Sup¬ 
ported  over  the  screen  is  a  maneuvering  board  pat¬ 
tern,  with  own-ship’s  position  at  its  center.  A  ruler 
graduated  in  minutes  and  seconds  for  the  target's 
particular  speed  is  selected  and  laid  with  its  zero 


at  T  and  its  edge  along  the  target’s  course.  The  helms¬ 
man  is  given  the  order  to  turn  toward  the  target. 
Meanwhile,  a  tape,  graduated  in  minutes  and  sec¬ 
onds  for  the  particular  ship's  speed,  has  been  se¬ 
lected  and  is  positioned  by  a  pin  or  other  means 
at  the  center  of  the  plot.  A  circular  block,  with 
radius  proportional  to  the  turning  circle  of  the  ship, 
is  placed  tangent  to  the  original  course  line  at  the 
point  corresponding  to  the  time  when  the  turn  actu¬ 
ally  begins.  If  the  tape  is  stretched  taut  around  this 
block,  and  the  time  graduations  of  the  two  scales 
arc  matched  at  the  point  of  their  intersection,  the 
tape  direction  indicates  the  course  necessary  to  de¬ 
termine  a  collision  between  ship  and  target.  The 
plot  has  become,  in  effect,  a  geographical  map,  at 
a  certain  instant,  of  a  projected  attack.  The  bear¬ 
ing  of  the  attack -course  line  may  be  read  by  a  parallel 
ruler  linkage  or  other  means  and  provides  imme¬ 
diately  a  unique  solution  for  the  course  to  steer. 
Additional  loops  on  the  tape  for  the  pin  can  take 
care  of  various  leads,  or,  in  the  case  of  stern-dropped 
charges,  lags.  After  the  first  course  change,  the  use 
of  the  turning  circle  correction  can  perhaps  be  ig¬ 
nored  for  additional  computations. 
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Fk.i:ke  21.  Imliralioii  of  course  change  to  teach  point  V  . 

AD-B  Model  I 

The  name,  attack  director  II  was  first  applied  to 
a  modification  of  the  model  just  described  which 
improved  the  reading  of  the  attack  course  bearing 
by  use  of  a  gear  train,  a  rotatable  “tangent  shield” 
and  a  bearing  dial. 

In  Figure  24,  O  represents  a  ship  traveling  north. 
Then  the  arc  OB  stands  for  the  portion  of  its  turn¬ 
ing  circle  required  to  reach  B,  the  point  of  tangency 
with  the  final  course  toward  a  target  T  (supposing  the 
target  to  be  at  rest).  By  geometry,  the  angle  OCB  = 
DAB,  the  true  bearing  of  the  final  course.  Now,  if 
a  dial,  graduated  in  degrees  clockwise  from  point 
O  =  zero,  is  centered  over  C  as  shown  in  the  figure, 
the  desired  course  is  immediately  readable  at  point 
B.  If  the  ship  is  not  traveling  true  north,  however, 
such  a  reading  is  in  error,  and  a  correction  is  needed. 
This  correction  may  be  introduced  by  an  epicyclic 
train  of  gears  mounted  on  a  bracket  so  that  the  line 
of  centers  is  a  straight  line,  as  shown  in  Figure  25, 
where  gear  O  is  fixed.  Then,  as  the  bracket  is  turned 
around  the  center  of  ()  as  a  pivot,  B  rolls  around  O. 
As  B  meshes  with  C,  C  still  maintains  its  directional 
orientation  even  though  it  is  being  moved  in  space 
around  O.  In  other  words,  when  the  line  of  centers 
OBC  has  been  turned  clockwise  by,  say,  75  degrees 
to  OB'C,  the  rotation  of  C  relative  to  the  line  of 
centers  is  75  degrees  counterclockwise.  Thus,  an  ar¬ 
row  that  pointed  west  at  C  still  points  west  at  C', 


and  likewise,  in  any  other  position  around  O,  and 
therefore  completes  one  revolution  around  its  axis 
as  that  axis  makes  one  revolution  around  O. 

Accordingly,  if  a  dial  is  fastened  to  C,  as  shown 
in  Figure  26,  its  graduations  always  point  in  the 
same  direction  in  space.  Let  its  zero  be  pointing 
always  to  the  left  (west),  and  let  its  radius  equal  CO, 
the  length  of  the  line  of  centers.  Then  as  the  assem¬ 
bly  is  carried  around  O,  the  circumference  of  the  dial 
always  contains  O.  Furthermore,  if  a  transparent 
shield  whose  edge  is  the  line  DPE  is  pivoted  at  C, 
with  CP  equal  to  CO  and  with  its  edge  therefore 
always  tangent  to  the  dial  circle,  a  means  is  avail¬ 
able  for  representing  the  course  to  steer  which  takes 
proper  account  of  the  turning  circle.  Furthermore, 
this  course  is  directly  indicated  on  the  dial  (72  de¬ 
grees  in  this  case  in  order  to  intersect  a  target  at  T 
from  an  original  course  of  25  degrees).  This  method 
was  used  in  the  Model  1  AD-B. 

Time  was  indicated  in  the  model  by  another  dial 
instead  of  by  a  tape  stretched  around  a  template  as 
in  the  original  design.  The  time  dial  is  the  larger 
and  upper  of  the  two  shown  in  Figure  21.  It  is  gradu¬ 
ated  in  seconds  of  lime  for  the  attack  speed,  and 
press-fitted  to  the  shaft  on  which  gear  C  rotates,  so 
that  this  dial  always  has  its  zero  pointed  along  the 
line  of  centers  toward  the  center  of  gear  O.  The 
tangent  shield  in  this  case  is  designed  to  carry  a 
sliding  scale,  also  graduated  in  time,  in  rack-and- 
pinion  engagement  with  the  time  dial.  Thus,  re¬ 
gardless  of  the  amount  of  rotation  of  the  tangent 
point  from  O,  time  may  still  be  read  directly  from 
O  around  the  art  and  along  the  tangent  scale  to 


Figure  25.  F.picyclic  gear  train,  gear  at  O  fixed. 
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1'iM'KK  26.  Course-lo-sIciT  dial. 


any  given  point.  The  bearing  dial,  the  si/e  of  which 
is  no  longer  significant,  is  made  smaller  in  this 
model  in  order  to  bring  the  circular  time  scale  into 
juxtaposition  with  its  continuation  along  the 
straightedge. 

In  actual  antisubmarine  warfare,  of  course,  the 
target  is  moving,  and  it  is  essential  to  know  its  speed 
and  course,  or  at  least  10  estimate  them  as  accu¬ 
rately  as  possible  in  the  first  of  a  series  of  approxi¬ 
mation  Onr  twi*  nl  doing  ihn  it  to  uuu'wata  Utip't 
course  long  enough  after  the  initial  discovery  to 
determine  the  target  vector.  When  the  latter  is 
known,  as  in  the  case  already  described,  a  time  scale 
graduated  for  target  speed  is  laid  along  its  vector. 
The  tangent  rule  is  then  adjusted  in  bearing  until 
a  point  is  found  where  the  two  time  scales  match 
numerically,  determining  in  this  way  the  unique 
time  and  course  for  collision  with  the  moving  tar¬ 


get.  The  plot  is  then  in  effect  an  instantaneous 
geographical  map  of  a  projected  attack,  and  although 
this  map  changes  continuously  (since  the  CRO  is  a 
ship-centered  true-bearing  Pl’I),  if  the  time  scales 
are  adjusted  to  maintain  their  numerical  match,  the 
slope  of  the  tangent  and  the  time  indicated  furnish 
at  every  instant  a  true  prediction  for  a  collision 
course.  All  that  remains  to  be  done,  then,  is  to  in¬ 
troduce  whatever  time  corrections  arc  necessary  to 
lur  such  Uturs  ttakXug  umr  drwi  unit- 
distance  from  sound  projector  to  charge  racks,  and, 
in  the  case  of  ahead-thrown  charges,  flight  time. 

Suppose,  for  example,  that  in  the  case  of  an  ahead- 
thrown  attack,  the  charges  fly  a  distance  of  250  yd, 
and  sink  vertically,  the  entire  procedure  from  firing 
to  explosion  consuming  15  sec.  The  ship  must,  of 
course,  fire  at  the  instant  when  it  is  250  yd  from 
the  explosion  point,  and  it  must  arrive  at  the  firing 
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point  precisely  15  set  before  the  submarine  is  to 
arrive  at  the  explosion  point.  During  the  15  sec  from 
firing  to  explosion,  the  ship  travels  about  125  ytl 
(at  15  knots),  so  that  if  it  were  to  maintain  course  it 
would  be  125  yd  from  the  explosion  point  at  the 
instant  of  explosion.  The  problem  then  is  to  steer 
a  fictitious  point  125  yd  ahead  of  the  ship  for  a 
collision  course  with  the  target,  but  to  fire  15  sec 
before  the  calculated  collision  time  of  this  point 
and  the  target. 

This  may  be  accomplished  by  the  time-scale  match¬ 
ing  process,  if  a  125-yd  lead  is  introduced  in  the 
scale.  Thus,  in  Figure  27,  suppose  a  ship  traveling 
on  a  course  of  345  degrees  locates  a  target  on  bearing 
10  degrees  at  1,000  yd.  When  the  tangent  scale  is 
placed  on  the  echo  spot,  the  bearing  dial  calls  for 
a  new  course  of  50  degrees,  and  the  time  to  the  tar¬ 
get’s  present  position  is  read  as  approximately  2 
min  5  sec,  of  which  the  travel  around  the  65  degrees 
of  the  turning  circle  to  O,  will  consume  approxi¬ 


mately  12  sec.  After  12  sec,  therefore,  the  echo  spot 
for  a  target  at  rest  has  traveled  along  the  curved 
portion  of  the  dotted  line  from  7  to  T,,  and  from 
there  on  will  travel  on  the  straight  line  7,0.  Actu¬ 
ally,  however,  the  target  is  moving,  and  instead  of 
being  at  7,  it  is  observed  to  be  at  7 at  the  end  of 
12  sec.  Then  7,72  is  a  vector  measure  of  target’s 
motion.  Use  of  the  time-speed-distancc  scales  on  the 
maneuvering  board  plot  shows  the  target's  speed  to 
be  4  knots  in  this  case.  A  transparent  scale  is  then 
selected  which  is  graduated  in  time  for  a  speed  of 
4  knots,  and  is  laid  along  the  target’s  course  with 
zero  at  T.,  or  at  any  other  “now”  position.  Since  it 
is  necessary  to  steer  a  point  125  yd  ahead  of  the  ship, 
the  tangent  scale  is  moved  ahead  a  distance  corre¬ 
sponding  to  the  time  required  to  travel  125  yd;  i.e., 
approximately  15  sec.  (If  the  tangent  scale  were  in 
permanent  rack-and-pinion  engagement  with  the 
time  dial,  it  would  have  to  have  its  zero  point  at 
the  time  dial’s  15-sec  point.)  Then,  by  adjusting  the 
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angle  of  the  tangent  shield  (the  rack  and  pinion 
maintaining  in  the  meantime  the  15-sec  lead),  a  point 
is  found  where  there  is  a  numerical  match  between 
the  tangent  scale  and  the  target’s  scale.  In  Figure  27 
this  occurs  at  85  sec,  which  is  the  time  remaining 
until  the  explosion  of  the  charges.  (It  is  only  a  coin¬ 
cidence  that  the  15-sec  point  on  the  dial  falls  in  this 
case  close  to  the  point  of  tangency.)  The  course  in¬ 
dicated  by  this  second  approximation  includes  a 
short  additional  arc  of  the  turning  circle  and  a 
straight  run,  which  the  bearing  dial  (not  shown) 
indicates  to  be  on  course  72  degrees.  At  the  expira¬ 
tion  of  83  sec  (i.e.,  at  the  explosion  instant),  the 
ship  will  have  arrived  at  S'f;,  123  yd  from  the  explo¬ 
sion.  However,  the  instant  of  firing  must  have  been 
15  sec  earlier,  while  the  ship  was  at  Sr,  and  move¬ 
ment  of  the  ship  after  this  instant,  of  course,  has 
no  effect  on  the  attack.  A  ship  usually  shifts  course 
sharply  in  order  not  to  lose  sound  contact. 

A  similar  solution  is  possible  for  a  stern-dropped 
attack,  where  a  time  lag  must  be  introduced  instead 
of  a  lead.  In  the  case  of  a  target  sighted  to  the  left 
of  the  ship’s  course,  additional  scales  (not  shown  in 
Figure  21)  permit  the  device  to  be  reversed  and  used 
in  the  same  way  for  attacking  a  target  through  a 
course  change  to  the  left. 

This  attack-predicting  device  was  constructed  as 
a  breadboard  model  without  the  rack-and  pinion 
gearing,  and  worked  sufficiently  well  to  demonstrate 
the  soundness  of  the  principles. 

AD-B  Model  II 

Model  II  of  attack  director  B  was  built  with  greater 
precision.  In  it  (see  Figure  28)  the  moving  parts  were 
mounted  on  a  base  plate  of  Lucitc,  so  that  the  whole 
unit  could  be  attached  to  the  QF'H  Sangamo  con¬ 
ning  teacher  for  testing. 

The  gears  in  the  gear  train  are  smaller,  enabling 
a  larger  range  scale  to  be  used  for  a  given  turning 
radius  than  was  possible  on  the  previous  model. 

The  sliding  time  scale  A  is  longer  and  is  not  in 
rack-and-pininn  engagement  with  the  time  dial,  but 
with  a  separate  (transparent)  gear  B  above  the  time 
dial.  This  gear  is  movable  by  means  of  the  knurled 
nut  C  to  which  it  is  attached.  The  time  dial  itself, 
as  in  the  earlier  model,  is  always  positioned  with  its 
zero  at  ship’s  position,  indicated  by  the  small  arrow¬ 
head  at  the  center  of  the  plot.  Any  desired  lag  or 
lead  time  may  accordingly  be  introduced  into  the 
calculation  by  turning  C,  which  means  the  sliding 
rack,  until  the  desired  amount  of  mismatching  at 


the  tangent  point  is  obtained.  For  example,  referring 
to  Figure  27,  if  “0”  on  the  rack  is  made  to  coincide 
with  “15"  on  the  fixed  dial,  a  15-sec  lead  has  been 
introduced.  This  mismatch  must  be  introduced  when 
the  tangent  line  is  approximately  on  the  target  and 
at  the  tangent  point  because  the  divisions  of  the  time 
scale  around  the  dial  are  approximately  20  per  cent 
smaller  than  those  on  the  straight  scale,  in  order  to 
allow  for  the  speed  decay  in  a  tight  turn.  With  the 
particular  turning  radius  used  in  this  model,  this 
amount  of  speed  decay  from  15  knots  causes  the 
time  scale  divisions  around  the  turning  circle  to  be 
approximately  one  degree  per  second,  so  that  the 
graduations  are  the  same  for  time  and  bearing. 

The  target  scale  D  shown  in  Figure  28  is  for  a 
714-knot  submarine  and  indicates  a  time  match  with 
the  ship’s  scale  at  2  min  20  sec,  after  a  starboard 
turn  by  the  ship.  By  selecting  the  proper  scales  the 
device  is  usable  for  either  port  or  starboard 
maneuvers. 

An  attempt  was  made  to  test  this  model  on  the 
QFH  conning  teacher  but,  since  the  model  must  be 
operated  horizontally,  it  was  necessary  to  tip  the 
conning  teacher  in  order  to  place  its  screen  in  a 
horizontal  rather  than  the  customary  vertical  posi¬ 
tion.  Since  this  procedure  introduced  errors  into  the 
tracking  of  the  conning  teacher  spot,  no  significant 
results  were  obtained. 

AD-B  Model  III 

In  the  two  models  already  described,  the  deter¬ 
mination  of  the  point  of  time  match  was  accom¬ 
plished  by  a  visual  and  manual  hunting  procedure. 
The  hunting  may  also  be  done  electromechanical  I  y 
if  the  two  sides  of  the  attack  triangle  arc  linearly 
wound  resistances,  insulated  from  each  other  and 
fed  by  suitable  currents. 

Referring  to  Figure  22,  if  the  time  for  the  ship  to 
travel  I),  +  Dv  -f  OE  must  be  equal  to  the  time  for 
the  submarine  to  travel  TE,  then 

Dh  +  D„  +  OE  TE 

S0  S  ’ 

or 

*(/>,  +  l>„  +  OE)  =  .S„(77v). 

Thus,  if  currents  are  used  that  are  proportional  to 
speeds,  and  resistances  that  are  proportional  to  the 
distances,  voltage  drops  result  which,  when  equal¬ 
ized,  indicate  a  solution. 
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Figure  28.  Attack  director  11,  Model  II 
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Figure  29  is  a  schematic  for  a  device  which  em¬ 
bodies  this  principle  with  the  turning  circle  being 
neglected  for  the  moment.  Two  triangles  arc  shown 
because  of  the  need  for  insulating  OE  from  TE. 
'l'he  two  triangular  brackets  would  in  practice  be 
mounted  one  over  the  other,  rather  than  side  by 
side,  their  corresponding  arms  being  positively  con¬ 
nected  so  that  the  two  OE' s,  for  example,  would 
always  move  together.  Thus,  the  geometrical  rela¬ 
tionships  would  be  identical  at  any  instant  for  each 
triangular  bracket.  (Mechanical  links  are  shown  in 
dashed  lines.)  If  resistances  S„  and  S  arc  made  large 
in  comparison  with  the  other  resistance  strips,  the 
currents  arc  only  slightly  influenced  by  changes  in 
OE  and  TE,  respectively,  and  close  approximations 
are  obtained  for  the  two  sides  of  the  equation.  If 
these  values  are  balanced  against  each  other  so  that 
their  difference  operates  through  an  amplifier  to 
drive  a  correcting  motor,  the  equation  is  quickly 
solved  in  terms  of  the  necessary  angular  relationship 
between  the  arms  of  the  triangle.  In  other  words, 
if  OT  is  set  to  represent  range  (T  would  have  to  be 
movable  toward  O  as  range  closes),  anti  TE  is  set 
so  that  aspect  angle  A  matches  that  observed  on  a 
scanning  sonar  screen,  then  an  electrical  unbalance 
is  set  up  which  operates  to  rotate  OE  around  O  until 


.i 


Fjcuri:  30.  Attack  director  It,  Model  III. 


a  balance  is  obtained.  When  this  occurs,  angle  B 
indicates  the  proper  lead  to  take. 

Figure  30  show's  a  model  which  was  built  to  test 
the  principle  of  an  electrical  balancing  of  IR  drops 
in  such  a  solution,  l'he  axes  of  shafts  O  and  T  corre¬ 
spond  to  points  O  and  T  in  Figure  29  (present  posi¬ 
tions  of  own  ship  and  target).  The  distance  from 
O  to  T  (range)  is  controlled  by  the  rack-and-pinion 
setting.  The  rack  assembly,  which  carries  shaft  O, 
is  driven  back  and  forth  by  the  pinion,  and  range 
is  indicated  on  scale  R  by  a  pointer.  It  will  be  seen 
that  a  resistance  strip  1)  and  a  brass  contact  rod  C 
are  secured  in  a  bracket  F  and  thus  may  be  swung 
.simultaneously  around  pivot  point  0,  making  slid¬ 
ing  contact  respectively  with  a  brass  contact  rod  B 
and  a  resistance  strip  A.  B  and  A  are  connected  to¬ 
gether  mechanically  in  such  a  way  that  they  move 
as  a  unit,  rotating  around  the  pivot  point  T  when 
moved  by  handle  H.  The  points  of  contact  in  this 
particular  setting  of  the  strips  are  at  E0  and  E,.  The 
distance  the  submarine  must  travel  is  thus  repre¬ 
sented  by  the  distance  along  the  top  resistance  strip 
from  T  to  E, :  the  distance  the  ship  must  travel  is 
represented  by  the  distance  along  the  bottom  strip 
to  plus  whatever  additional  resistance  is  necessary 
to  simulate  />,  +  This  latter  is  hand-set  on  a 
separate  resistance.  (Calibrating  resistances  are  also 
provided  to  enable  proper  zero  settings  to  be  intro¬ 
duced  for  each  resistance  strip,  so  that  the  resistance 
at  any  point  along  the  strip  is  proportional  to  the 
exact  distance  of  the  point  from  the  pivot  axis.) 
Meters  were  provided  so  that  the  currents  could  be 
made  proportional  to  the  speeds,  and  an  oscilloscope 
was  used  to  show  the  balance  point  by  a  null  indica¬ 
tion.  J'he  test  circuit  is  shown  in  Figure  31. 
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In  operation,  then,  the  upper  resistance  strip  and 
therefore  the  integrally  connected  contact  rod  un¬ 
derneath  it  are  set  hv  handle  //  (Figure  10),  to  the 
target  aspect  'angle  as  observed  on  a  scanning  screen 
giving  a  geographic  plot  of  ship  and  target  move¬ 
ment.  The  dial  G  shows  the  target  aspect  angle 
set  to  72  degrees.  The  range,  in  this  instance  1,100 
yd,  is  also  set  in.  Then  bracket  F  is  moved  back  and 
forth  until  the  null  indicator  shows  the  point  of 
balance,  the  correct  lead  angle  being  immediately 
readable  on  dial  I..  (Pointer  is  obscured  in  this  case 
by  the  range-set  knob.) 

892  Application  of  Time-Match  Principle 
to  Relative  Bearing  PPI 

Since  a  relative  bearing  plot  is  frequently  used 
(with  a  movable  ring  to  indicate  true  bearing),  the 
theory  was  worked  out  for  applying  the  time-match 
principle  to  a  relative  plot.  1  his  was  done  belote 
the  development  of  the  electric  model  of  AD-B 
(AD-B  III).  On  a  relative  plot,  the  appearance  of 
target  motion  is  radically  different  from  what  it  is 
on  a  true  plot,  if  the  ship  changes  direction. 

The  curve  followed  on  the  relative  PPI  by  a  tar¬ 
get  at  rest,  as  an  attacking  vessel  executes  a  turn, 
is  an  arc  of  a  circle  which  has  its  center  at  a  point 
directly  to  the  right  or  to  the  left  ol  the  center  of 
the  PPI  by  a  distance  representing  the  radius  of  the 
attacking  ship's  turning  circle.  A  family  of  these 
paths  is  shown  in  the  upper  part  of  Figure  32.  The 
radii  of  the  successive  circles  differ  by  an  amount 
which  might  conveniently  represent  the  distance 
traveled  in  10  sec  by  a  15-knot  destroyer.  An  addi¬ 
tional  set  of  lines  is  drawn  tangent  to  the  inner  circle 
to  represent  10-dcgrcc  intervals  along  the  arc,  with 
reference  to  course  changes  of  the  attacking  ship. 
If  this  pattern  were  engraved  on  a  shield  of  trans¬ 
parent  plastic  placed  over  the  CRO  of  a  scanning 
sonar  screen,  a  target  at  rest  would  appear  against 
the  background  of  the  pattern  to  move  along  one  of 
the  arcs,  crossing  the  10-degree  lines  at  a  rate  de¬ 
pending  on  the  turning  rate  of  the  attacking  ship.  If, 
however,  the  target  were  moving,  the  component  of 
its  motion  along  the  (final)  line  of  sight  would  appear 
as  an  inward  or  outward  motion  with  respect  to 
the  arcs;  that  is,  it  would  move  from  one  arc  toward 
the  adjacent  one.  This  motion  is,  of  course,  combined 
with  the  motion  of  the  spot  along  the  arc  which  is 
due  to  the  turning  of  the  attacking  ship,  so  that 
the  total  motion  is  diagonally  across  the  spaces 


bounded  by  the  arcs  and  the  tangent  lines.  The 
component  transverse  to  the  final  line  of  sight  ap¬ 
pears  as  a  change  of  the  angular  rate,  but  also  pro¬ 
duces  some  inward  or  outward  motion  with  respect 
to  the  arcs.  Comparison  ol  the  rate  at  which  the 
target  spot  appears  to  move  across  the  tangent  lines 
with  own-ship's  angular  rate  obtained  fiom  a  gyro¬ 
compass  repealer  would  permit  evaluation  of  this 
component.  Thus,  with  the  aid  of  the  distorted 
polar  plot  shown  in  Figure  32,  it  should  be  possible 
to  estimate  target  motion  in  spite  of  the  execution 
of  a  turn  by  the  attacking  ship.  It  should  be  noted 
that  the  drawing  of  this  figure  is  based  on  perfectly 
circular  motion  during  a  turn;  an  analogous  dia¬ 
gram,  however,  could  be  based  on  the  true  path 
of  the  attacking  vessel  in  cpiestion.  The  lower  part 
of  the  diagram  is  a  simple  Cartesian  plot  which 
would  be  useful  in  estimating  target  motion  when 
the  ship  is  traveling  in  a  straight  course.  For  this 
purpose  the  pattern  would  be  rotated  180  degrees, 
assuming  that  the  target  is  normally  discovered  in 
the  forward  half  of  the  PPI. 

Figure  33  shows  a  breadboard  model  of  an  attack 
aid  for  use  on  a  relative  plot  PPI  which  utilizes  the 
principle  of  the  curved  paths  of  Figure  32,  in  con¬ 
junction  with  the  principle  of  time  matching. 

In  this  case,  assume  the  attacking  ship  O  makes  a 
contact  T  on  relative  bearing  50  degrees  and  is  im¬ 
mediately  given  full  right  rudder.  Suppose,  further, 
that  the  range  is  1,000  yd  at  the  instant  when  the 
ship  goes  into  its  turning  arc,  and  also  that  the  turn¬ 
ing  arc  is  a  part  of  a  true  circle.  Then  the  target 
spot  describes  the  arc  TP  as  the  ship  turns  toward 
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Fk.i  kk  33.  Attack  aid  for  relative  bearing  1*1*1. 


t he  target,  if  the.  target  is  not  moving  in  the  water. 
As  before,  this  arc  is  a  portion  of  a  circle  whose  cen¬ 
ter  (7  is  distant  front  O  by  an  amount  equivalent  to 
the  radius  of  the  turning  c  irc  le.  This  arc  may  easily 
be  determined  by  the  device  shown.  Point  P  (the 
center  pin  of  the  disk  D)  is  first  placed  on  the  target 
spot  T,  by  swinging  arm  A  around  C  and  sliding  the 
disk  bracket  along  arm  A.  Then  if  arm  A  is  swung 
back  again,  point  P  traverses  the  target  spot  arc. 
Furthermore,  the  known  speed  and  turning  radius 
of  own  ship  determines  the  position  of  the  target 
spot  at  any  instant  after  the  initiation  of  the  turn. 
I  he  target  spot  is  observed  as  it  traverses  the  arc, 
and  as  soon  as  possible  its  approximate  vector  is 


determined  by  noting  where  it  actually  is  located 
in  relation  to  the  point  on  the  arc  where,  at  a  cer¬ 
tain  instant  it  would  be  if  the  target  were  not  mov¬ 
ing  in  the  water.  When  the  target’s  vector  is  known, 
its  speed  is  determined  and  the  particular  time  scale 
is  selected  from  the  set  on  the  disk  which  corre¬ 
sponds  best  to  the  speed.  The  disk  (with  its  center 
at  the  point  where  the  target  spot  would  be  at  a 
certain  instant  if  the  target  were  at  rest)  is  then  ro¬ 
tated  on  pin  P  in  order  to  position  the  proper  scale 
to  point  in  the  direction  of  the  vector.  Movement  of 
the  arm  as  a  whole  then  transfers  this  vector  direction 
along  the  arc  to  future  positions.  It  then  becomes  a 
problem  of  matching  time  on  this  scale  with  time 
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as  indicated  on  ship's  scale  (dead  ahead).  In  Figure 
33,  a  match  M  is  indicated  at  165  sec  on  the  6-knot 
target  scale  against  a  ship  scale  based  on  15  knots. 
This  establishes  PE  as  the  apparent  course  along 
which  to  bring  in  the  target  spot,  where  E  is  the 
explosion  point. 

It  is  evident  that  this  device  is  merely  a  mechani¬ 
cal  vector  solver.  If  the  ship  could  come  out  of  its 
turn  to  a  straight  course  instantaneously  and  did  so 
on  the  true  bearing  it  had  at  the  instant  the  target 
spot  arrived  at  P,  it  would  be  necessary  only  to  main¬ 
tain  the  same  true  bearing  and  to  fire  at  the  proper 
instant,  taking  account  of  time  of  hight  and  sinking. 
Actually,  of  course,  the  helmsman  must  ease  the  ship 
out  of  its  turn.  Even  so,  he  will  have  an  optical  aid 
if  he  watches  the  plot  and  tries  to  bring  the  target 
spot  in  along  line  PE.  To  help  in  this  respect,  an 
elastic  spring  or  other  cursor  might  be  stretched  be¬ 
tween  P  and  E. 

*  'o  RECOMMENDATIONS  FOR 
FUTURE  WORK 

File  principal  disadvantages  of  such  devices  as 
have  been  described  are  to  be  found  not  so  much  in 
the  principle  nor  in  the  devices  themselves,  but  in 
the  difficulty  of  locating  accurately  the  target’  ,  suc¬ 
cessive  positions  on  a  CRO  screen.  On  a  true-bearing 
scanning  1*1*1,  for  example,  by  the  time  own-ship’s 
movement  is  taken  out  of  the  total  relative  move¬ 
ment,  the  target’s  vector  is  but  a  short  line  of  the 
same  order  of  length  as  the  individual  arcs  constitut¬ 
ing  the  echo  image  on  the  screen.  Since  geographic 
plots  are  much  better,  attempts  were  made  to  test 
AD-B  Model  III  by  means  of  a  geographic  plot  on  a 
General  Electric  antisubmarine  attack  plotter 
[ASAP]  which  had  been  modified  to  portray  a  scan¬ 
ning  spiral  whose  center  moved  with  own-ship's  mo¬ 
tion.  Electronic  difficulties,  however,  prevented  an 
accurate  calibration  of  the  movement  of  the  target 
sjjot  in  range  and  bearing  to  match  that  of  the  San- 
gamo  QFA-5  attack  teacher  which  was  generating 
the  problem.  Thus,  the  test  was  only  partially  satis¬ 
factory  although  it  demonstrated  the  real  value  of  a 
geographic  plot  presentation  of  the  data,  where  the 
observed  motion  of  the  spot  cm  a  long-persistence 
CRO  gives  an  immediate,  visible  representation  of 
its  vector. 

Even  in  the  case  of  a  geographic  plot,  however,  at 
the  present  stage  of  the  scanning  art  the  accuracy 
with  which  target  aspect  and  course  can  be  deter¬ 


mined  is  none  too  great,  because  of  the  relatively 
large  size  of  the  echo  spots  and  their  shifts  in  position 
due  to  refraction  effects  in  the  water  and  electronic 
instabilities.  Optical  enlargement  of  the  scanning 
image  would  probably  not  improve  the  situation  suf¬ 
ficiently  to  justify  its  use.  It  would  be  advisable, 
therefore,  to  test  the  accuracy  of  AD-B  and  its  modi¬ 
fications  by  the  use  of  a  standard  (nonscanning) 
ASAP,  fitted  with  some  kind  of  cursor  to  transmit 
target  aspect  (angle  A).  In  the  standard  ASAP,  there 
is  little  ambiguity  in  the  interpretation  of  target 
motion  once  the  target  has  been  discovered.  It  should 
be  emphasized  that  the  attack  directors  described 
herein,  although  developed  specifically  for  scanning 
procedures,  may  be  used  with  searchlight  systems 
with  equal  or  even  better  results,  if  sufficient  infor¬ 
mation  can  be  provided  to  the  director. 

With  respect  to  AD-B  Model  III,  its  full  electrifi¬ 
cation  would  include  a  method  of  continuous  re¬ 
ception  of  range  and  target  angle,  preferably  under 
servo  control,  and  a  resulting  continuously  servoed 
correction  and  indication  of  course  to  steer.  For 
greater  accuracy,  the  turning  circle  correction  could 
also  be  included.  This  last  would  necessitate  an 
initial  resistance  in  the  form  of  an  arc  (see  Figure 
34).  The  arc  would  need  to  be  rotatable  around 
own-ship’s  spot  (under  servoed  ship’s  gyro  control) 
in  a  manner  similar  to  that  in  which  the  dial  assem¬ 
bly  of  AD-B  Model  I  is  rotatable,  while  a  straight 
resistance  strip  which  would  always  be  tangent  to 
the  arc  would  be  held  against  the  arc  resistance  in 
sliding  engagement.  The  total  resistance  of  the  ship’s 
side  of  the  equation  would  then  be  that  along  the 
arc  from  a  contact  made  at  O  to  the  point  of  tan- 
gency  P,  plus  the  resistance  from  P  along  the  straight 
strip  to  the  match  point,  plus  whatever  lead  or  lag 
resistance  was  needed  (supplied  as  before  by  a  sepa¬ 
rate  rheostat).  It  is  evident  that  any  desired  speed 
decay  could  be  built  into  the  turning  arc  resistance, 
and  also  that  it  would  be  possible  to  use  an  eccen¬ 
tric  arc  to  copy  more  closely  the  actual  ship  motion. 

Referring  again  to  Figure  34A,  OT  would  be 
maintained  proportional  to  range  by  moving  the  lead 
screw  automatically  by  means  of  range  rate  trans¬ 
mitted  from  a  chemical  recorder  or  other  device. 
Angle  A  would  be  maintained  equal  to  the  difference 
between  true  target  course  and  true  target  bearing, 
through  the  use  of  some  type  of  cursor  protractor 
over  the  face  of. the  ASAP  together  with  the  appro¬ 
priate  synchro  inputs  and  necessary  servo  links.  The 
calculating  resistances  would  be  continuously  fed 
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with  currents  proportional  10  the  speeds.  When  these 
conditions  are  met  and  the  electrical  unbalance  is 
used  to  servo  Pi.  to  a  balance  point,  the  geometry 
of  the  correct  course  is  continuously  pictured.  To 
secure  a  continuous  dial  indication  of  the  course  to 
steer  in  true  bearing,  it  is  only  necessary  to  combine 
properly  in  a  1)0  synchro  the  angle  OCP  and  the 
ship’s  gyro.  When  ship  attains  the  toned  course, 
()  and  P  correspond,  and  angle  OCP  becomes  zero. 


The  problem  pictured  in  Figure  34A  shows  a  99- 
degree  arc  of  the  turning  circle  to  be  necessary  to 
attain  the  attack  course.  In  Figure  34B,  the  situa¬ 
tion  is  shown  at  the  completion  of  the  turnive  art  . 
The  diagram  is  shown  relative  to  the  line  of  sight, 
which  would  be  the  fixed  base  line  of  the  device. 
Thus,  the  orientation  of  the  attack  course  on  the 
paper  has  changed,  although  it  is  still  the  same  in 
true  bearing.)  The  course  has  shortened,  the  range 
is  slightly  less,  angle  A  has  increased,  and  angle  OCP 
is  zero.  If  the  initial  conditions  do  not  change,  the 
same  true  bearing  course  is  indicated  as  the  run  is 
continued,  even  though  angle  A  changes  as  the  bear¬ 
ings  swing  aft  for  a  depth-charge  attack. 

«■"  CONCLUSIONS 

The  simple  devices  which  have  been  described 
solve  the  attack  course  problem  but  leave  much  to 
be  desired.  In  the  case  of  the  earlier  models,  their 
use  requires  a  constant  manipulation  or  reading  of 
several  scales,  the  operation  of  a  stop  watch,  and 
other  adjustments.  All  the  models,  including  a  com¬ 
pletely  electromechanical  one,  would  be  limited  by 
the  operator's  difficulty  in  determining  target  move¬ 
ment  on  a  1MM  screen,  as  has  been  mentioned. 

On  the  other  hand,  such  devices  have  at  least  two 
definite  advantages.  First,  they  are  simple  but  at 
the  same  time  free  from  the  fault  of  triangulation 
schemes  which  give  solutions  based  on  unreliable 
single  observations;  for,  when  a  CRO  with  a  per¬ 
sistent  screen  is  used,  the  original  determinations 
of  the  target's  position  are  visual  averages  of  several 
positions.  Second,  such  devices  furnish  a  visual  pre¬ 
sentation  of  the  geometry  of  the  projected  attack. 
It  is  suggested  that  these  advantages  might  make 
AD-B  useful  in  a  training  program,  where  the  prob¬ 
lem  is  so  often  to  make  clear  to  students  the  tactical 
geometry  involved. 
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Thf.  servomechanism  is  an  accurate,  automatic 
control  system,  which  is  extremely  valuable 
wherever  close  regulation  of  the  position  of  a  device 
or  the  state  of  a  process  is  required.  By  the  end  of 
1943,  this  type  of  system  was  becoming  so  widely 
employed  in  the  projects  of  the  Harvard  Underwater 
Sound  Laboratory  that  it  was  decided  to  conduct  a 
general  investigation  of  low-power  servo  motors  and 
their  control  amplifiers  in  order  to  provide  flexible 
equipment  for  general  usage  in  the  laboratory  pro¬ 
gram. 

Accordingly,  performance  tests  were  carried  out 
on  a  group  of  fractional-horsepower  motors  and  an 
evaluation  was  made  of  their  usefulness  in  servo 
applications.  After  a  tentative  classification  of  con¬ 
trol  amplifiers  had  been  drawn  up  on  the  basis  of 
their  rated  characteristics,  several  preferred  types 
were  constructed  and  tested.  Finally,  different  motor- 
amplifier  combinations  were  studied  to  determine 
their  suitability  for  various  types  of  projects.  To  fa¬ 
cilitate  reference  and  interpretation,  the  results  ob¬ 
tained  were  presented  in  tables  and  graphs  wherever 
possible. 

The  investigation  showed  that  several  specific 
types  of  motor  (obtainable  commercially)  are  fitted 
for  servo  use,  and  simple,  reliable  control  ampli¬ 
fiers,  having  widespread  applicability  in  servomech¬ 
anisms,  can  be  designed  and  constructed.  Moreover, 
it  was  found,  from  the  few  cases  where  it  was  em¬ 
ployed,  that  the  quantity  known  as  the  complex 
transfer  function  provides  a  very  powerful  tool  for 
servomechanism  analysis. 

'I'he  results  of  these  studies  have  proved  valuable 
in  the  design  of  automatic  control  systems  for  sev¬ 
eral  types  of  problems.  In  view  of  the  probable  in¬ 
crease  in  the  use  of  small  servomechanisms  for  fire- 
control  and  similar  equipment,  it  is  recommended 
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that  further  studies  be  undertaken  to  provide  in¬ 
struments  for  the  experimental  determination  ol 
complex  transfer  functions  so  that  the  design  of 
high  quality  servo  systems  will  be  facilitated. 

91  GENERAL  CONSIDERATIONS 

A  servomechanism  consists  essentially  of  a  servo 
motor  and  its  load,  a  control  system  for  the  servo 
motor,  and  a  feedback  link  (see  F  igure  1).  'I'he  com¬ 
bination  is  so  arranged  that  deviation  from  the 
desired  condition  of  the  load  activates  the  motor 
control  system  and  the  resulting  operation  of  the 
motor  immediately  tends  to  remove  the  deviation. 
Stability,  good  transient  response  (small  overshoot), 
speed,  and  adequate  output  power  are  the  funda¬ 
mental  requisites  of  a  good  servomechanism.  To  ob¬ 
tain  them  in  a  given  case,  well-designed  components 
must  be  carefully  matched,  both  with  each  other  and 
with  the  specified  load." 

The  present  investigation  covered  low-power  in¬ 
strument  or  fire-control  servomechanisms  of  the  all¬ 
electric,  continuous-control  type.  Such  systems  con¬ 
tain  a  fractional-horsepower  electric  motor,  a  vac¬ 
uum-tube  amplifier  controlling  the  motor,  and  a 
means  of  obtaining  an  electrical  error  signal.  They 
have  a  very  closely  regulating  corrective  action  which 
is  initiated  by  any  load  deviation,  no  matter  how 
small,  in  contrast  with  the  behavior  of  on-off  control 
systems,  which  start  correction  only  after  finite  de¬ 
viation  has  occurred. 

Since  the  choice  of  a  motor  suited  to  the  specified 
load  is  the  primary  step  in  assembling  a  servomech¬ 
anism,  the  results  of  the  motor  investigation  arc 
presented  first,  in  the  section  immediately  following. 
Subsequent  sections  deal  with  control  amplifiers, 
which  can  be  selected  in  a  given  case  only  after 
specific  motor  requirements  are  known. 

»■*  SERVO  MOTOR  PROPERTIES 

The  motors  studied  in  these  tests  were  wound  for 
2-phase,  60-c  service.  All  the  rotors  except  two  were 

«  For  a  complete  treatment  of  theory  and  design,  the  reader 
is  referred  lo  die  reports  of  work  done  hy  Division  7  of 
NDRC. 
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Fk.i  rk  2.  Speed-voltage  and  tcmpie-voltagc  curves  for  Fk.iri  3.  Speed- lorquc  turves  lor  servomotor, 

servo  motor. 

of  the  squirrel  cage  type.  The  exceptions  were  alum-  oiulary  guide  lo  choose  between  motors  of  similar 
inuni  "drag-cup"  or  "spinner"  rotors.  From  the  avail-  torque-squared  inertia  ratio.  Two  other  important 
able  data  it  appears  probable  that  the  squirrel  cage  characteristics  are  the  torque  volt-amperes  ratio 
construction  is  preferable  at  60  t.  In  addition  to  T/VA  (the  motor  stillness)  which  is  useful  in  decid- 
providing  high  torque,  it  has  the  potential  advan-  ing  on  the  voltage  amplification  needed,  and  the 
tage  that  motor  inductance  can  he  designed  to  vary  stalled  volt-amperes  product  which  determines  the 
with  the  slip  ol  the  rotor.  si/e  of  power  amplifier  required. 

Test  conditions  were  chosen  to  approximate  nor-  For  general  low-power  applications,  it  was 
mal  servo  operation.  The  exciting  phase  (No.  1  wind-  found  that  a  Diehl  motor  (CDA  211052)  was 
ing)  was  connected  to  the  line  through  capacitors  the'  best  of  the  group  tested  with  the  51-rpm 
so  that  the  voltage  across  the  motor  was  in  quadra-  Brown  (M62SAY/XI)  a  close  second.  Their  char- 
lure  and  so  that  the  current  through  this  phase,  with  actcristics.  together  with  those  of  two  higher  pow- 
the  other  phase  unexcited,  caused  the  motor  tent-  ered  motois,  are  listed  in  Table  1.  Figures  2  and  3 
perature  to  rise  almost  to  rated  value.  The  control  show  typical  performance  curves  for  a  good  motor, 
phase  (No.  2  winding)  was  connected  to  a  voltage  Additional  information  on  small  servo  motors  can 
source  in  phase  with  the  line  and  of  such  magnitude  be  found  elsewhere.1 
that  about  of  the  maximum  possible  torque 

teas  ptoduccd.  A  parallel  capacitot  across  the  No.  2  SERVO  CONTROL  AMPLIFIERS 

winding  was  given  a  value  such  that  the  current  and 

voltage  of  the  combination  were  in  phase  when  the  There  arc  two  major  sections  in  a  servo  control 
motor  was  stalled.  Since  motor  characteristics  vary  amplifier:  the  power  output  stage  and  the  voltage 
when  the  series  capacitor  of  the  exciting  phase  is  amplifier  (Figure  1).  The  power  output  stage  must 
altered  or  the  regulation  of  the  control  voltage  source  be  suited  to  the  servo  motor  which  it  drives.  The 
changes,  moderate  deviations  horn  the  test  results  voltage  amplifier  must  increase  and,  in  some  cases, 
can  be  expected  in  normal  operation.  improve  the  available  error  signal  until  it  is  adc- 

1  he  conventional  criterion  erf  merit  is  the  torque  quate  for  proper  excitation  of  the  output  stage, 
inertia  ratio  T/l.  It  is  a  true  criterion  only  when  load  Design  of  the  control  amplifiers  studied  was  based 
inertia  is  zero  and  total  displacement  is  specified  on  60-c  carrier  frequency  operation.  With  this  sys- 
as  a  fixed  number  of  revolutions  of  the  motor  shaft,  tent,  the  error  signals  set  up  by  deviations  appear 
1  he  torque-squared  inertia  ratio  T-j I  does  not  sul-  as  amplitude  changes  and  phase  reversals  of  a  60-c 
fer  from  these  limitations  and  is  a  suitable  perform-  input  carrier  wave.  The  resulting  amplifier  output 
ance  index  since  speed  of  response  in  a  well-designed  then  drives  the  servo  motor  at  a  rate  and  in  a  direc- 
servo  is  proportional  to  the  fourth  root  of  this  quan-  tion  corresponding  to  input  amplitude  and  phase, 
tity.  Maximum  output  watts  can  be  used  as  a  sec-  respectively. 
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Tahi.k  1. 

A.  Measuremeitts  on  servo  motors. 

Motor 

Voltage 
ph  l/pli  2 

Rated  values 

No  load 
speed 
(rpnt) 

Stalled  tortpie 
(Newton 
meters) 

Rotor 

Type 

Inertia 
kg  ma 

Test 
voltage 
pit  1/pli  2 

Phasing 
capacitors  (/it) 
ph  l/pli  2 

Brown 

5  1  -rpm 
M02SAY/XI 

225/1  la 

51 

Squirrel 

rage 

2.07 

225/115 

225/105 

1S/IP 

Diehl 

CDA-21  ior.‘_* 

75/75 

3.200 

0.021 

Squirrel 

cage 

1.50 

70/82.5 

70/110 

95/95 

2S/2P 

2S/2P 

2!4S/2I> 

Ford 

223U8'i 

05/1 15 

3.250 

0.085 

Squirrel 

cage 

39.70 

02/115 

75/115 

■IS/5P 

5S/51* 

Holt/er- 

Cahot 

RUT -4 122 

50  50 

Aluminum 

cup 

30.90 

50/50 

I2S/I2P 

II.  Mi'iisinrnirnls  tin  seivo  inoltns. 


Motor 

Stalled 

Amperes 
ph  l/pli  2 

Torque 

(Newton 

meters) 

letup 

list* 

(degrees) 

No  load 

(rpm) 

Speed 

For  max  output 
(rpm) 

Hrown 

0.090/0.022 

0.590 

35 

•18 

32 

51  rpm 

M02SAV  \I 

0.090  0.029 

0.850 

51 

•M 

Diehl 

0.089  0.088 

0.017 

21 

3300 

2100 

(DA 

0.089/0.127 

0.020 

3150 

2380 

211052 

0.1 15/0. 101 

0.027 

12 

33.30 

25(H) 

Fold 

223085 

0.191/0.3 18 

0,203  0  318 

0.080 

10 

3300 

2100 

lloll/ei 

Calxn 

Rill  1122 

0.000,  0. 190 

0.101 

■17 

3  iiio 

2350 

C.  Mcasuinnnits  on  send  mol 0 is. 

Criteria  of 

merit 

Max  otilpui 

I-  1 

7// 

7/11 

Stalled 

Motor 

(walls) 

(watts/set ) 

(radians  set-) 

ph  2 

I'A  ph  2 

lltowii 

1  1 

170 

9,100 

0.2300 

2.5 

51  tpm 

2  1 

373 

1 3.000 

0.1770 

4.8 

Mli2S\3  M 

1  licit  1 

3  11 

192 

11.300 

0.002 1 

7.2 

(  D  \ 

Y*i 

150 

17.300 

0.0019 

13.9 

1  1052 

18 

185 

|8.(HMI 

0.0028 

9.0 

1  old 

1  12 

ltd 

2.000 

0.0020 

10.0 

223085 

1  lolt/ci 

19  7 

270 

2.7(H) 

0.0037 

27.5 

Calxit 
Rill  I  Ili'J 
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9M  Power  Stage 

Motor  Considerations 

There  is  a  definite  limit  to  the  amount  of  power 
that  can  be  dissipated  by  a  given  servo  motor. 

Any  harmonic,  oil-frequency,  out-of-phase,  or  di¬ 
rect  currents  sent  into  the  motor  diminish  the 
amount  of  useful  power  that  it  can  handle.  Accord¬ 
ingly  the  amplifier  should  be  designed  to  give  an 
output  as  free  as  possible  from  such  undesirable 
components. 

Amplifier  regulation  may  be  adjusted  to  take  ad- 
wantage  of  the  motor’s  ability  to  dissipate  increased 
power  as  its  speed  increases.  Circuits,  components, 
output  tubes,  and  load  impedance  are  all  factors 
which  may  be  changed  to  alter  regulation.  11  de¬ 
sired,  the  load  impedance  can  be  adjusted  to  the 
extent  of  a  20  per  tent  mismatch  with  the  tubes, 
without  appreciable  power  loss.  However,  if  the  im¬ 
pedance  is  made  too  large,  screen  dissipation  is  ex¬ 
ceeded  with  full  input;  if  it  becomes  too  small,  plate 
dissipation  is  exceeded  at  about  half  output.  Regu¬ 
lation  changes  can  also  be  effected  by  alterations  in 
the  network  controlling  the  exciting  phase.  In  gen¬ 
eral,  marked  differences  in  the  performance  curves 
of  a  given  motor-amplifier  combination  result  when¬ 
ever  regulation  is  made  to  vary. 

Tube  Considerations 

There  are  six  factors  associated  with  the  power 
tubes  which  impose  restrictions  on  amplifier  output. 
'The  first  is  the  maximum  plate  power  that  the  tube 
can  dissipate;  instantaneous  peak  power  delivered 
to  the  load  is  proportional  to  this  quantity.  If  tube 
impedance  could  go  to  zero,  peak  load  power  would 
reach  a  value  etjual  to  four  times  plate  dissipation. 
The  second  restricting  factor  is  the  permissible  plate 
voltage,  and  the  third  is  the  maximum  cathode  emis¬ 
sion.  If  the  product  of  these  is  less  than  the  plate 
dissipation  rating,  they  supplant  the  latter  in  re¬ 
stricting  power  output.  The  fourth  factor  is  the 
power  permissible  for  election  acceleration  within 
the  tube;  ratings  on  screen  dissipation  and  grid 
current  must  not  be  exceeded  The  power  supply 
is  the  fifth  controlling  factor,  it  is  sometimes  found 
that  a  supply  of  normal  size  cannot  furnish  full 
power  to  the  tubes  as  they  are  used  in  these  ampli¬ 
fiers. 

finally,  the  circuit  itself  determines  the  extent  to 
which  tube  output  is  utilized.  For  example,  a  one- 
tube  stage  with  half-wave  output  delivers  only 


one-quarter  of  the  power  available  from  a  two-tube 
circuit  with  full-wave  output.  Provision  of  both  half- 
cycles  by  the  second  circuit  allows  each  individual 
tube  to  deliver  twice  as  much  power. 

Choice  of  Tubes 

After  deciding  on  lube  and  operating  conditions 
to  put  maximum  power  into  the  load,  the  choice 
among  specific  tube  types  must  be  made  on  the  basis 
of  efficiency.  Cathode  heater  requirements,  grid  cir¬ 
cuit  driving  power,  screen  power  dissipation,  and 
plate  impedance  must  be  given  consideration. 

In  general,  pentodes  (beam  power  lubes)  are  pref¬ 
erable  to  triodes.  The  smaller  grid  driving  power 
needed  by  the  former  usually  more  than  compensates 
for  their  higher  output  impedance.  Where  two  small 
tubes  can  do  the  work  of  a  single  large  one,  the  small 
ones  should  be  chosen  since  some  output  is  obtained 
even  if  one  tube  fails.  However,  the  use  of  pentode 
output  tubes  in  parallel  ordinarily  necessitates  the 
installing  of  parasitic-suppression  resistors. 

98,2  Voltage  Amplifier 

I  he  voltage  amplifying  section  must  be  designed 
with  the  overall  dynamic  range  of  the  complete  am¬ 
plifier  in  mind.  In  general,  this  should  amount  to 
approximately  10  tlb.  A  smaller  range  causes  waste 
of  output  power  at  balance,  and  a  larger  one  is  usu¬ 
ally  unnecessary  since  static  friction  is  generally 
greater  than  the  torque  produced  with  very  small 
input  signals.  In  order  of  importance,  the  require¬ 
ments  for  a  voltage  amplifier  are:  gain,  stability,  low 
noise  level,  and  proper  phase  response. 

Gain 

Obtaining  sufficient  gain  at  the  60-c  carrier  fre¬ 
quency  is  no  problem.  However  because  of  the  nec¬ 
essary  phase-frequency  characteristic,  any  amplifier 
of  three  or  more  stages  operating  from  a  single  power 
supply  with  practical  nonelccirolytic  filtering  tends 
to  motorboat.  Four  class  A  stages  in  cascade  seem 
to  be  the  limit.  Two  additional  stages  can  be  cas¬ 
caded  if  they  arc  well-balanced  push-pull. 

Stability 

Because  the  carrier  bearing  the  error  signal  from 
a  position  servo  has  balanced  modulation,  the  am¬ 
plifier  must  be  stable  for  all  carrier  levels  from  zero 
up  to  perhaps  a  hundredfold  overload.  Therefore 
the  use  of  iron-cored  inductors  must  be  held  to  a 
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Fk.i  rk  -1.  Circuit  diagram  of  1  - w  servo  amplifier. 


minimum  because  their  impedance,  and  hence  the 
overall  phase  shift,  varies  with  the  amplitude  of 
the  carrier.  In  practice,  this  limits  the  servo  to  one 
signal-carrying  inductor,  generally  an  output  trans¬ 
former.  With  inductors  and  electrolytic  capacitors 
eliminated,  resistance-coupled  amplifiers  seem  to  be 
sufficiently  stable  if  large  series  grid  resistors  are 
used. 

Noisk  Level 

With  at  least  1  volt  rms  on  the  grid,  almost  any 
tube  can  be  used  without  introducing  spurious  sig¬ 
nal.  Most  tubes  designed  for  audio  use  can  be  used 
provided  the  grid  voltage  is  greater  than  10  mv.  The 
6SL7  can  be  used  down  to  1  mv  but  for  less  than 
that  value,  the  6SJ7  or  GJ7  must  be  used.  With  rea¬ 
sonable  circuit  isolation  and  shielding,  resistors  may 
be  as  much  as  1  megohm  for  each  10  mv  of  signal 
across  them. 

Phase-Frequency  Relationship 

For  satisfactory  response  to  transients,  the  output 
of  a  servo  must  be  proportional  not  only  to  the  in¬ 
put  signal  itself  but  also  to  its  time  derivative.  This 
is  equivalent  to  a  requirement  that  the  output  phase 
should  increase  with  frequency  over  the  operating 
range.  File  use  of  bridgcd-T  networks  or  parallel-T 
notching  filters2  as  coupling  elements  between  am¬ 
plifier  stages  seems  to  be  the  best  way  to  accomplish 
this  (see  Figure  4).  Such  circuits  eliminate  the  carrier 
frequency  and  shift  the  phase  of  the  sidebands  by  a 
suitable  amount  to  give  correspondence  with  the 
derivative  of  the  error  modulation.  The  necessary 
recombination  of  the  carrier  with  this  derivative 
signal  then  occurs  in  the  succeeding  stage. 

In  equipment  for  laboratory  use  or  wherever  it  is 
permissible  to  require  adjustment  of  the  servo  filter 


network  to  the  power  line  frequency,  any  amount 
of  modulation  phase  lead  can  be  incorporated. 
Equipment  for  shipboard  use  is  limited  to  a  maxi¬ 
mum  of  about  7  degrees  per  cycle  because  the  equip¬ 
ment  must  operate  satisfactorily  over  a  frequency 
range  of  50  to  62  c.  This  amount  of  phase  lead  is 
sufficient  to  stabilize  a  servo  system  with  a  well-de¬ 
signed  mechanical  system.  Should  the  mechanical 
design  be  such  as  to  require  further  phase  lead, 
either  a  d-c  phase-lead  controller  or  a  mechanical 
phase-lead  controller3  must  be  used.  In  any  event, 
the  phase-lead  controller  operates  only  over  the  range 
in  which  it  receives  undistorted  signal. 

9-3-3  Amplifier  Ratings 

Several  general  types  of  servo  amplifiers  are  classi¬ 
fied  on  the  basis  of  input  volts  required,  ease  of 
manufacture,  size,  useful  power  output  versus  un¬ 
usable  power  output,  reliability,  maintenance,  per¬ 
formance,  tube  types  needed,  stand-by  power  input, 
and  power  input  for  5-w  power  output.  The  same 
driver  stage,  with  or  without  a  phase  inverter  as 


Fh;cre  5.  Preferred  servo  power  amplifiers.  A.  pentode 
(rower  amplifier  with  anode  supply.  It,  pentode  grid- 
controlled  rectifier  as  power  amplifier.  C,  push-pull  pen¬ 
tode  power  amplifier  with  unfiltered,  rectified  a-c  anode 
supply. 
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Tabu.  3.  Relative  merit  of  various  power 

amplifiers.* 

Output  avail- 

Scores  for  other  output  tvattagesf 

Tube  type 

Circuit 

able  (watts) 

2  w 

15  AV 

40  AV  100  AV 

1>-C  anode  supply 

Single-sided 

6KI 

Triode 

5 

21 

28 

32  . 

6VG 

Pentode 

G 

19 

25 

30 

Push-pull 

gvg 

Triode 

7 

21 

28 

31 

GVG 

Pentode 

It 

21 

26 

28  . 

Grid  controlled  rectifier 

Half-wave 

filtl 

Triode 

5 

19 

25 

33  . 

fiVB 

Pentode 

10 

27 

25 

30 

2050 

Gas  tube 

25 

25 

27 

30  . 

Full-wa\c 

GSN7 

Triode 

5 

22 

25 

28  3 1 

GV6 

Pentode 

20 

23 

25 

21  28 

2050 

Gas  tube 

100 

21 

2G 

25  28 

1  'nliltered-ret  lilied 
supply 
Push-pull 

a-c  anode 

GVG 

Pentode 

20 

19 

20 

23  2G 

*  l  owest  scores  indicate  highest  ratings;  underlined  scores  indicate  preferred  types. 

t  With  the  necessaty  alterations  in 

lubes  and  toiuponents. 

nccessarv,  is  used  for  all  the 

amplifiers  to  test  the 

stages  are 

shown  in 

Figure 

5.  The  results  of  this 

power  output  stages.  It  is  found  that  the  best  power 

classification  are  summarized 

in  Table  2. 

output  stages 

arc:  (1)  a  pentode  power  amplifier 

These  various  am 

plifiers 

are  also  evaluated  in 

using  a  d-c  anode  supply;  (2) 

l  a  pentode  grid-con- 

terms  of  available  power  output  in  addition  to  the 

trolled  reclifie 

r  as  a  power  amplifier;  and  (3)  a  push- 

factors  mentioned  above.  The  last  amplifier  of  the 

pull  pentode  amplifier  with  unfiltered,  rectified,  a-c 

three  is  most  satisfactory  for 

all  wattages  from  5  to 

anode  supply. 

The  circuits  for  these  three  power 

about  100 

w,  although  for 

the  highest  powers  in 

1  Alter  1.  Comparison  ol  amplifiers  tried. 

Rated  Maximum 

Servo 

rating: 

Power  consumption  Max  output 

output  output 

Weight 

Volume 

Stand  In 

Max  output  Stand-by 

Circuit 

(Avails)  (Avails) 

(lb) 

(in-3) 

(Avails) 

(Avails)  input 

Unfiltercd 

'  Push-pull  All, 

10  IG 

12 

225 

3G 

65  0.1-1 

rectified 

Push-pull 

10  10 

15 

380 

52 

135  0.77 

a-c  supplied 

parallel 

to  plates 

Single-sided 

1  3t/> 

10 

I5G 

29 

33  0.12 

of  GVG 

Class  A, 

I"  Parallel 

2  2 

8 

105 

28 

29  0.07 

Raw  a-c 

GSN7 

supplied 
to  plates  of 

GYG 

5  6 

20  27 

8 

190 

53 

51  0.11 

grid- 

controlled 

Full-wave 

GVG 

9 

176 

20 

G5  1.35 

rectifiers 

Full-wave 

2050 

300 

•10 

170  2.50 
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DRIVER 


(a)  RESISTOR  MARKED  (?)  TO  BE  CHOSEN  FOR  ZERO  PHASE  SHIFT  AT  56  C 

(b)  40  WATT  SERVO  AMPLIFIER  IDENTICAL  EXCEPT 
ADD  2  MORE  6X5  TUBES  IN  PARALLEL  WITH  6X5 

ADD  1  MORE  6V6  TUBE  IN  PARALLEL  WITH  EACH  6V6 
CHANGE  TRANSFORMER  TOTOT13R15 

Fiuri  (i.  Circuit  diagram  of  10-u  mm  vo  amplifier. 


2  eSN7'S 
IN  PARALLEL 


1  nil 

Center-lap  transformer 

No  center  tap 

R-l 

33,000  ohms 

1 .0  megohm 

R-L’ 

1.5(H)  ohms 

5.0(H)  ohms 

R-3 

1.0  megohm 

1.0  megohm 

FiraiKK  7. 

Circuit  diagram  of  2-w 

servo  amplifier. 
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Ik.i  ri  10.  Servo  using  mechanical  baiul-climinat ion  filter. 


this  range,  full-wave  grid-controlled  rectifiers  using 
gas  tubes  are  somewhat  more  suitable.  The  results 
of  this  evaluation  are  shown  in  Table  3. 

I  he  amplifiers  built  and  tested  included  (1)  a  10-w 
amplifier  with  unfdtcred  rectified  a-c  anode  supply 
(Figure  6);  (2)  a  40-w  amplifier  similar  to  the  10-w, 
except  for  larger  power  amplifier  components  to 
handle  the  greater  output  power;  (3)  a  4-w  ampli¬ 
fier  using  unfiltered  rectified  a-c  anode  supply  (Fig¬ 
ure  4);  (4)  a  small  2-w  amplifier  (Figure  7);  (5)  a  5-w 
amplifier  using  a  pair  of  pentodes  in  a  grid-controlled 
rectifier  circuit  (Figure  8),  similar  in  this  respect  to 
the  2-w  amplifier,  and  (6)  a  20-w  amplifier  using  a 
lull-wave  grid-controlled  rectifier  circuit  which 
proved  more  efficient  than  the  others  in  (lie  use  of 
circuit  components  to  produce  a  given  amount  of 
output  power  (Figure  9).  It  will  be  noted  from  die 


diagram  for  ((>)  that  V-l  and  V-3  operate  alternately 
to  give  full-wave  output  when  the  input  signal  is  in 
one  phase,  and  that  V-2  and  V-4  join  in  supplying 
output  when  the  input  phase  reverses.  This  circuit 
is  noteworthy  also  both  because  it  cannot  motorboat 
and  because  the  amount  of  phase  lead  which  can 
be  incorporated  is  not  restricted  by  variations  in 
power  supply  frequency.  A  100-w  amplifier  was  de¬ 
signed  similar  to  (fi),  making  use  of  thyratrons,  but 
n  was  not  built  because  a  suitable  phase  controller 
was  not  designed  for  it.  A  summary  of  the  data  on 
these  amplifiers  is  given  in  Table  4. 

Satisfactory  operation  usually  can  be  secured  from 
any  of  these  amplifiers  provided  that  its  power  out¬ 
put  is  sufficient  for  ihe  motor  which  it  drives.  Where 
peak  performance  is  required,  however,  it  may  prove 
desirable  to  use  an  oversized  amplifier  but,  in  such 
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cases,  due  care  must  he  exercised  to  avoid  overheating 
the  motor.  Where  large  values  of  phase  lead  are 
required,  special  consideration  should  he  given  to 
the  20-w  amplifier  (ti).  A  mechanical  hand-elimina¬ 
tion  filter  used  as  in  Figure  10  may  sometimes  he 
found  necessary,  if  sufficient  phase  lead  cannot  he 
incorporated  in  an  amplifier. 

Figures  1 1  and  12  show  the  operation  of  the  Diehl 
motor  combined  with  several  different  amplifiers. 
The  high  quality  of  the  motor  is  clearly  reflected  in 
the  excellent  characteristics  of  the  performance 
curves  shown. 

M  DETECTION  AND  MODULATION 

The  60-c  carrier  servos  which  have  been  described 
can  also  he  used  when  the  error  signal  is  a  modu¬ 
lated  carrier  of  different  frequency.  In  such  cases,  a 
detcctor-differencer  circuit  (sometimes  called  a  sense- 
detecting  rectifier)  can  he  used  in  combination  with 
a  modulator  circuit  to  provide  the  required  GO-c 


amplifier  input.  Figure  13  shows  an  arrangement  of 
this  type  as  incorporated  in  the  portable  polar  churl 
recorder  [PPCR].  A  “derivative  control”  circuit, 
which  eliminates  the  need  for  “phase-lead  controller" 
networks  in  the  following-amplifier,  is  added  to  this 
detector-modulator  combination. 

In  operation,  an  error  signal  in  the  form  of  a 
modulated  supersonic  carrier  is  applied  to  the  detec- 
tor-differencer  input.  The  rectified  output  is  then 
compared  with  a  standard  d-c  voltage  from  the 
power  supply.  The  voltage  difference  thus  obtained 
varies  in  magnitude  and  polarity  in  accordance  with 
the  amount  of  rectifier  output. 

This  voltage  difference  is  then  applied  to  the  grid 
of  one  tube  (V-107A)  of  the  modulator  circuit.  The 
grid  of  the  second  tube  (V-107B)  of  the  modulator 
may  he  considered  for  the  moment  to  be  at  ground 
potential,  so  that  it  draws  a  steady  current,  making 
constant  the  amount  of  GO-c  signal  that  appears  on 
its  plate.  When  the  voltage  from  the  differencer  is 
zero,  the  first  tube  conducts  the  same  amount  of 
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Fm.cri  12.  Speed-torque  curves  fin  molor-ntnplilicr  <0111 1  >i  mil  ions.  Diehl  Cl).\  211052.  litl-c.  70-v,  ,'l.2(K)-i|im  motor;  speed 
against  lonpie  for  1 1 5-\ .  liO-c  supply  voltaic;  motor  conuccled  as  shown;  signal  \ollagcs  as  shown  on  each  curve. 


current  as  the  second  tube,  so  that  the  combined 
output  of  the  two  tubes  contains  no  fi()-c  com¬ 
ponent.  When  the  difference  voltage  is  other  than 
zero,  the  first  tube  conducts  more  (or  less)  current 
than  the  second,  and  there  is  a  (i()-c  component  in 


the  output  whose  phase  depends  on  the  sign  of  the 
difference  voltage.  This  modulator  output  furnishes 
the  driving  voltage  for  the  following-motor  control- 
amplifier. 

In  the  derivative  control  circuit  the  difference!' 
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V*  107  • 
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MODULATOR  AND  MIXER 


Fii.i’Ki:  13.  Carrier  frequency  conversion  circuit. 
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•  -A. 


Fim're  M.  Improved  servo  modulator  circuit. 


output  is  applied  to  the  grid  of  a  tube  (V-10(i)  which 
acts  as  an  amplifier  for  the  low  frequencies  from  the 
rectifier,  that  is,  the  modulation  frequencies  on  the 
signal.  Associated  with  this  amplifier  are  resistor- 
capacitor  combinations  arranged  so  that  the  output 
signal  from  the  circuit  is  shifted  in  phase  approxi¬ 
mately  90  degrees  from  the  rectifier  signal.  The  out¬ 
put  from  this  derivative  circuit  is  then  approximately 
the  derivative  of  the  input  signal  to  the  circuit.  This 
output  signal  is  applied  to  the  second  tube  (V-107B) 


of  the  modulator,  so  that  the  output  of  the  modulator 
varies  with  the  derivative  of  the  difference  voltage 
as  well  as  with  the  difference  voltage  itself. 

With  the  PPCR  modulator  a  certain  amount  of 
120-c  hum  caused  by  tube  distortion  is  present  in 
the  output  at  all  times.  Figure  14  shows  the  dia¬ 
gram  of  an  improved  modulator  which  completely 
eliminates  this  120-c  output.  In  operation,  the  chang¬ 
ing  d-c  input  signals  cause  a  varying  (iO-c  a-c  voltage 
at  A,  while  an  unvarying  a-c  comparison  voltage 
appears  at  E.  The  tap  at  D  is  so  adjusted  that  the 
instantaneous  voltage  at  C  is  equal  and  opposite  to 
the  voltage  at  E.  Therefore  the  voltage  at  B,  which 
is  the  sum  of  the  voltages  at  A  and  C,  equals  the 
difference  between  the  voltages  at  A  and  E.  Because 
of  the  exactness  of  the  phase  inversion  which  occurs, 
complete  cancellation  of  120-c  hum  is  obtained. 

m  CONCLUSION  AND 

RECOMMENDATION 

The  information  secured  in  the  studies  of  these 
different  motors,  amplifiers,  and  combinations  has 
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Fic.iirl  15.  Transfer  function  for  servo  amplifier  and  load. 
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proved  very  valuable  in  designing  suitable  servo¬ 
mechanisms  for  several  projects.  Application  to  spe¬ 
cific  problems  always  requires  certain  adjustments 
of  the  circuits  because  of  the  inevitable  variation 
from  one  problem  to  another  of  the  mechanical  load 
on  the  servo.  The  specific  changes  in  the  circuits 
involve  primarily  the  amount  of  derivative  control 
compared  with  the  amount  of  amplitude  control 
required  to  make  the  servo  operate  stably,  with 
the  proper  speed  and  overshoot  values.  A  suitable 
overall  criterion  of  the  stability  of  the  servo  system 
is  its  transfer  function,  that  is,  the  ratio  of  the  out¬ 
put  from  the  servo  to  the  input  to  the  servo.  Such  a 
transfer  function  is  shown  in  Figure  15  for  the  cir¬ 
cuit  shown  in  block  diagram  form  in  Figure  10, 
together  with  the  computed  function  using  meas¬ 
ured,  and  in  part  estimated,  values  of  the  various 
electrical  and  mechanical  constants  of  the  system. 
The  transfer  function  for  another  servomechanism 


which  made  use  of  the  same  amplifier  as  the  unit 
shown  in  Figure  10,  but  which  had  a  simple  load, 
is  shown  in  Figure  Hi.  It  is  to  be  noted  that  both 
of  these  functions  indicate  stable  operation,  s  nee 
the  curve  does  not  enclose  the  point  ( — 1  +  /()). 
It  is  known  that  v  system  is  unstable  if  the  transfer 
function  curve  does  enclose  tin  t  point. 

In  the  cases  in  which  it  was  used,  the  transict  func¬ 
tion  proved  itself  extremely  useful  in  servomecha¬ 
nism  analysis.  A  device  for  measuring  the  transfer 
function  of  the  modulation  in  carrier  frequency 
systems  has  already  been  suggested.4  The  use  of 
small  servos  for  lire  control  and  similar  equipment 
will  probably  increase.  It  is  recommended,  there¬ 
fore,  that  this  device,  together  with  other  instru¬ 
ments  for  experimental  determination  of  transfer 
functions,  be  investigated  and  developed  in  the 
interest  of  obtaining  high  quality  servomechanism 
performance. 
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Synchro  System  Test  Unit 


The  synchro  system  test  unit  [YSTf/],  a  device  for 
determining  the  dynamic  accuracy  of  synchro  sys¬ 
tems,  is  used  for  factory  synchro  inspection  tests  and 
for  study  of  synchro  performance  on  shipboard.  The 
instrument  includes  an  amplifier,  a  power  supply, 


and  an  indicator  section  made  up  of  synchros,  a 
motor,  and  a  7-in.  cathode-ray  oscilloscope.  Dynamic 
inaccuracy  of  a  system  is  indicated  on  the  cathode- 
ray  oscilloscope  screen.  The  unit  was  developed  by 

cuinvn-xLL. 


Fwii'RK  17.  Indicator  unit;  amplifier  ami  power  suppix. 
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INPUT  IIOVAC  6.3V  AC 

FROM  CT  EXCITATION  HEATERS  OUTPUT 


Fk.i  ri:  l<).  Wiring  ;im  of  amplifiei. 


DESCRIPTION 

At  the  time  of  this  development,  no  simple  device 
was  available  for  determining  the  dynamic  accuracy 
of  synchros  and  synchro  systems.  As  this  information 
is  useful  in  evaluating  the  performance  of  synchro 
systems  on  hoard  ships,  equipment  was  constructed 
capable  of  performing  this  function.  The  SSTU 
consists  of  two  separate  parts,  one  containing  the 
amplifier  and  power  supply,  and  the  other  contain¬ 
ing  the  indicator  unit,  as  shown  in  Figure  17. 

The  indicator  unit,  shown  in  Figure  18,  contains 
a  5G  synchro,  a  5CT  synchro,  a  7-in.  cathode-ray 
tube,  and  a  motor  and  mechanical  drive  to  swing 
the  cathode-ray  spot  through  a  90-degrcc  arc:  on  the 
cathocle-ray  screen.  This  spot  is  deflected  from  the 
center  of  the  screen  by  a  biasing  magnet.  The  two 
synchros  are  mechanically  interlocked  through  anti¬ 
backlash  gears  and  are  connected  to  the  motor 
through  a  mechanical  differential  so  that  they  have 
an  oscillatory  motion  corresponding  with  the  spot 
on  the  CRO  screen.  There  is  also  a  hand  wheel  for 
manually  rotating  the  synchros  through  the  mechan¬ 
ical  differential.  This  enables  the  test  to  include  all 
synchro  positions  through  360  degrees.  The  wiring 
diagrams  of  the  amplifier  and  power  supply  are  given 
in  Figures  19  and  20. 


Mkthod  of  Operation 

A  synchro  to  be  tested  for  dynamic  accuracy  is 
connected  as  a  follower  to  the  synchro  generator  in 
the  indicator  unit  (see  Figure  21).  It  then  oscillates 
in  keeping  with  the  motion  of  the  generator.  Any 
rotational  lag  shows  up  as  a  radial  displacement 
of  the  cathode-ray  tube  spot  from  its  normal  arc  of 
oscillation.  This  radial  displacement  is  away  from 


56  3  CT 

SYNCHRO  SYNCHRO 

GENERATOR  CONTROL  TRANSFORMER 


PRIMARY  SECONDARY  PRIMARY  SECONDARY 


♦MAGNITUDE  OF  OUTPUT  IS  PROPORTIONAL 
TO  SINE  OF  ANGLE  OF  ROTATION  OF 
GENERATOR  MOTOR 

Figure  21.  Synchro  generator  and  control  transformer 
connections. 
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Fimirk  20.  Wii  iiijf  diagram  of  power  supply. 
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the  center  of  the  tube  for  one-half  of  the  cycle  and 
toward  the  center  for  the  return  half.  The  result  is 
a  bounded  area  corresponding  in  size  to  the  dynamic 
inaccuracy  of  the  synchro  being  tested,  l'his  occurs 
since  any  angular  difference  between  the  driver  and 
driven  synchros  is  picked  up,  amplified  by  the  am¬ 
plifier,  and  used  to  actuate  the  moving  coil  whose 
action  is  reflected  on  the  cathode-ray  screen. 


1‘lRFORM  ANCK 

Tests  of  the  SS'TU  gave  results  which  showed  the 
arrangement  was  basically  sound  but  further  me¬ 
chanical  refinement  was  desirable  for  the  most  satis¬ 
factory  performance.  However,  because  of  a  lack  of 
interest  in  the  device  and  pressure  of  other  work, 
the  project  was  terminated  without  practical  appli¬ 
cation. 
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Antisubmarine  Scatter  Bomb 

The  antisubmarine  sailin'  bomb  is  a  duster  of 
twelve  small  projectiles  that  am  be  launched  from  a 
standard  airplane  bomb  rack.  The  projectiles  scatter 
into  an  elliptical  pattern,  arm  automatically,  and 
cither  fire  on  impact,  or  disarm.  The  Armour  lie- 
search  Foundation ,  Division  S.and  Division  ?  partici¬ 
pated  in  this  development. 


""  INTRODUCTION 

Prior  to  Tin:  dkvki.oi’mi  nt  of  the  antisubmarine 
scalier  lionil),  successful  antisubmarine  bomb¬ 
ing  depended  upon  pin-point  accuracy.  To  bring 
about  detonation  of  an  airborne  projectile  suffi¬ 
ciently  dose  to  a  submarine  to  have  a  lethal  effect, 
accuracy  had  to  be  maintained  both  in  and  across 
the  line  of  flight.  In  addition,  accuracy  also  had  to 
be  maintained  in  the  vertical  direction  so  that  de¬ 
tonation  would  occur  within  lethal  range  whether 
the  target  was  surfaced  or  submerged.  T  he  scatter 
bomb  was  developed  to  simplify  the  air  crew’s  task 
in  relation  to  all  these  considerations. 

l'he  first  requirement  was  a  design  for  a  cluster 
of  bombs  with  a  charge  to  scatter  them  in  a  circular 
pattern  in  the  air  without  detonating  them.  This 
end  was  achieved  by  strapping  twelve  bombs  in 
groups  of  four  around  a  central  column  containing 
scatter  charges,  as  shown  in  Figure  1.  Detonation  of 
the  scatter  charges  had  to  be  timed  so  that  it  would 
not  endanger  the  releasing  aircraft  yet  would  scat¬ 
ter  the  bombs  well  in  advance  of  their  hitting  the 
water.  This  was  accomplished  by  electrically  con¬ 
necting  the  scatter  charge  and  also  the  blasting  caps 
on  the  bomb-retaining  bands  to  a  charged  condenser, 
with  a  delay  system  to  time  the  bursting  of  the  clus¬ 
ter  1  sec  after  release. 

There  was  a  further  problem  in  that  the  individual 
bombs  were  to  detonate  only  upon  contact  with  a 
submarine  whether  surfaced  or  submerged.  One  so¬ 
lution  was  a  system  of  electric  contactors  or  horns 
on  the  nose  of  each  bomb,  strong  enough  to  resist 
crushing  on  water  entry,  but  designed  to  detonate 


I'K.i  ki  I.  Antisubmarine  scatter liomh. 

the  bomb  when  crushed  against  the  target.  The 
bombs  used  in  this  version  incorporated  the  Munroe 
effect,  or  shaped-charge  principle.  A  second  solution 
was  the  use  of  larger  individual  bombs  with  standard 
Mark  HO  fu/es  which  were  armed  on  contact  with 
the  water.  In  this  version,  the  shaped-charge  prin¬ 
ciple  was  not  used. 

Following  successful  tests,  the  bomb  cluster  with 
the  bomb  and  scatter  mechanism  described  in  this 
summary  was  put  in  production  and  effectively  used 
in  antisubmarine  warfare. 


'°2  NATURE  OF  THE  PROBLEM 

The  main  problem  was  to  work  out  a  means  of 
scattering  a  cluster  of  bombs  in  air  in  a  more  or 
less  controllable  pattern  without  detonating  them. 
This  involved  considerations  of  mechanical  design, 
both  for  the  individual  bombs  and  for  the  cluster 
as  a  whole;  the  nature,  quantity,  and  placing  of  the 
scatter  charges;  and  a  means  of  sheaiing  the  retain¬ 
ing  straps  around  the  bombs,  if  such  were  to  be 
used,  at  the  moment  of  bursting.  A  device  which 
could  be  accurately  timed  for  firing  the  scatter 
c  harges  and  blasting  caps  was  also  required.  Finally, 
a  bomb  detonation  mechanism  was  needed  which 
would  detonate  the  bomb  only  upon  contact  with 
a  submarine  whether  surfaced  or  submerged.  This 
made  it  necessary  to  determine  the  maximum  water 
entry  velocity  permissible  during  an  attack  on  sub¬ 
merged  targets  in  order  to  avoid  detonating  the 
bombs  on  the  water  surface.  To  insure  keeping  the 
water  entry  velocity  below  the  permissible  maxi- 
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mum,  aircraft  altitude  and  speed  limits  for  attack¬ 
ing  submerged  targets  also  had  to  be  determined. 

'«•*  TECHNICAL  DEVELOPMENT 

Individual  Bombs 

The  type  of  individual  bomb  used  in  the  first  ver¬ 
sion  of  the  cluster  is  a  small,  shaped-charge  projec¬ 
tile  with  a  H.E.  load  of  12i/s  lb  of  Cyclotal  (60-40 
TNT-RDX),  which  is  detonated  from  the  tail  end 
by  an  electrically  energized  detonating  cap  and  tetryl 
booster  (see  Figure  2).  The  front  end  of  the  H.E. 
charge  is  shaped  by  a  steel  cone  with  a  %(1-in.  wall 
thickness  and  45-degree  included  angle.  In  an  early 
experimental  construction  a  steel  conduit  for  wiring 
was  run  through  the  bomb  center,  but  it  was  found 
that  this  materially  reduced  the  jet  effect  of  the 
shaped  charge.  In  the  final  model,  therefore,  the  con¬ 
duit  runs  through  the  cone  and  charge  near  the 
bomb  periphery. 

Although  these  bombs  are  somewhat  smaller  than 
the  airborne  antisubmarine  ordnance  previously  in 
general  use,  the  action  of  the  shaped  charge  (Munroe 
effect),  together  with  the  contact-firing  fuze,  effec¬ 


tively  offsets  their  smaller  size.  The  shaped  charge 
produces  a  jet  through  the  nose  of  the  bomb  capable 
of  penetrating  8  in.  of  armor  plate.  In  addition,  a 
considerable  mining  or  general  blast  effect  is  pro¬ 
duced. 

Scatter  Mechanism  and  Pattern 

The  individual  bombs  are  strapped  to  the  cluster 
frame  in  three  groups  of  four  bombs  each,  with  90- 
degree  angular  relation  between  the  four  bombs  of 
each  group,  and  30-degree  angular  relation  between 
the  three  groups.  Thus  there  is  a  30-degree  angular 
separation  of  bombs  along  the  entire  cluster. 

Figure  3  shows  a  section  through  the  center  of 
gravity  of  a  four-bomb  group,  with  the  scatter  charge 
in  the  central  column  or  spreading  gun  on  which  the 
arbors  holding  the  individual  bombs  are  mounted. 
One  second  after  release  from  an  aircraft,  the  spread¬ 
ing  charges  and  blasting  caps  (attached  to  the  bomb- 
retaining  bands)  are  simultaneously  fired  by  being 
electrically  connected  to  a  charged  condenser  in  the 
cluster  frame.  In  each  four-bomb  group,  the  retain¬ 
ing  band  is  sheared  by  the  blasting  cap,  and  the 
spreading  charge  pushes  the  arbors  and  bombs  radi¬ 
ally  outward  at  a  velocity  of  19  fps.  Because  of  the 
symmetry  of  construction,  there  is  no  net  force  act¬ 
ing  on  the  frame. 

Figure  4  illustrates  the  trajectories  of  one  four- 
bomb  group.  In  the  actual  cluster  there  are  three  such 
groups  of  bombs  having  a  30-degree  angular  relation 
between  groups.  The  other  two  groups  of  bombs, 
not  shown  in  the  figure,  fall  in  between  those  shown 
and  produce  an  elliptical  pattern  of  12  bombs. 


Fkajrf.  4.  Theoretical  trajectory  of  four-bomb  group. 
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The  width  of  the  elliptical  pattern  obtained  is 
determined  solely  by  the  altitude  of  the  aircraft;  the 
pattern  length  is  controlled  by  both  altitude  and 
speed.  The  scatter  bomb  is  designed  to  be  dropped 
from  aircraft  in  level  (light  at  altitudes  of  from  100 
to  500  ft  and  at  speeds  up  to  approximately  210 
knots.  The  pattern  si/es  for  various  altitudes  and 
speeds  are  shown  in  Figure  5.  For  surfaced  targets, 
the  plane  altitude  should  be  at  least  100  ft  to  insure 
adequate  time  for  arming  of  the  individual  bombs. 
For  submerged  targets,  drops  from  less  than  100  ft 
may  be  made,  but  the  pattern  width  will  be  small. 

When  attacking  submerged  targets,  the  duster 
should  be  dropped  from  altitudes  and  at  aircraft 
speeds  which  produce  a  water  entry  velocity  of  less 
than  150  fps  in  order  to  avoid  detonating  the  bombs 
on  the  water  surface.  Since  water  entry  without  det¬ 
onation  is  not  required  for  attacks  on  surfaced  tar¬ 
gets,  these  drops  may  he  made  at  greater  speeds  and 
altitudes. 

If  the  aircraft  is  “drifting”  (misaligned  with  its 
direction  of  flight),  the  cluster  axis  is  also  out  of 
horizontal  alignment  with  its  trajectory.  This  dis¬ 
torts  the  pattern  in  such  a  way  that  its  width  is 
reduced.  The  width  is  then  proportional  to  the 
cosine  of  the  angle  between  the  trajectory  and  the 
cluster  axis.  If  for  any  reason  the  cluster  is  tilted 
nose  up  at  the  instant  it  bursts,  the  pattern  is  short¬ 
ened.  If  it  is  tilted  nose  down,  the  pattern  length  is 
increased  for  slight  tilt  but  is  decreased  for  extreme 
tilt. 

Timing  Delay  System 

The  delay  system  to  time  the  bursting  of  the  clus¬ 
ter  1  sec  after  release  is  positive  in  its  action.  Slightly 
more  than  ]/2  sec  of  delay  is  provided  by  4 ]/2  ft 
of  slack  in  the  arming  cord,  so  that  no  electric  func¬ 
tions  are  initiated  until  the  cluster  has  fallen  41/2 
ft.  The  remainder  of  the  1-sec  delay  is  provided  by 


delay  squibs  which  operate  electric  switches  to  close 
the  cluster-bursting  circuit.  As  shown  in  the  sche¬ 
matic  wiring  diagram  in  Figure  6,  the  d.p.s.t  switch 
is  closed  by  the  pull-out  cord  when  the  cord  becomes 
taut.  This  connects  the  aircraft’s  24-v  battery, 
through  the  cord,  to  two  1/10-sec  delay  squibs.  As 
each  squib  fires,  it  closes  one  of  the  squill-operated 
switches.  When  both  squib-operated  switches  are 
closed,  the  band  shearing  caps  and  the  spreading 
charges  are  fired  by  current  drawn  from  the  charged 
7-juf  condenser. 

If  the  probability  of  a  squib's  firing  without  delay 
is  1  in  12,000,  the  probability  of  a  premature  cluster 
burst  from  this  cause  with  the  double-squib  switch 
(both  squibs  instantaneous)  would  be  only  1  in 
1 1 1,000,000,  since  the  two  squibs  independently  op¬ 
erate  two  switches,  both  of  which  must  be  dosed  to 
complete  the  cluster-bursting  circuit. 
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Arming  For  Attack 

In  order  to  arm  the  duster  for  attack,  the  switch 
in  the  line  connecting  the  aircraft’s  24-v  battery  to 
the  cluster  must  be  closed  for  at  least  2  min  before 
the  cluster  is  dropped,  and  the  switch  must  remain 
closed  as  the  cluster  is  dropped.  The  2-min  period 
is  required  to  allow  the  power  pack  within  the  dus¬ 
ter  to  warm  up.  This  power  pack  is  similar  to  the 
vibrator  11  supply  in  automobile  radios. 

Regardless  of  the  position  of  the  21-v  switch,  a 
safe  or  “dud’’  drop  results  if  the  aircraft’s  standard 
arming  control  is  in  the  "safe"  position  when  the 
cluster  is  dropped,  because  the  pull-out  cord  pulls 
clear  ol  the  shackle  without  operating  the  internal 
switches  ol  the  cluster.  This  is  accomplished  by  the 
mi.  of  a  shear  wire  in  the  fitting  through  whieh  the 
pull-out  cord  enters  the  upper  tube  of  the  cluster. 

If  the  24-v  switch  has  been  off  for  If)  sec  or  longer 
when  the  cluster  is  released,  the  result  is  a  safe  or 
"dud”  drop  regardless  of  the  position  of  the  air¬ 
craft’s  standard  arming  control,  because  the  power 
pack  condensers  within  the  cluster  are  discharged 
to  less  than  minimum  operating  voltage.  When  a 
safe  drop  is  desired,  either  or  both  of  the  above 
methods  may  be  used.  'Ihc  21-v  battery  may  be 
connected  to  the  cluster  numerous  times  or  left 
connected  lor  toiTg  jrerimls  without  harmful  dfevt. 

Horn  Condenser  Five 

The  electric  circuit  for  the  individual  bomb  fu/es 
in  the  condense) -fused  cluster  is  shown  in  Figure  ti, 
and  the  position  of  the  fuze  in  the  bomb  appears 
in  Figure  2. 

Whet?  the  4tt*e  sfidtY  is  in  the  pnsmon  shewtt  m 
Figure  2,  the  booster  and  H.E.  load  cannot  be 
detonated  by  firing  the  detonating  cap.  If  the  slider 
is  moved  to  the  right,  aligning  the  tetryl  leads,  an 
explosion  of  the  detonating  cap  would  detonate  the 
tetryl  leads,  booster,  and  H.E.  load.  The  slider 
is  normally  restrained  in  the  safe  position  by  a 
shear  wire. 

In  actual  operation  the  explosion  of  the  9/10- 
sec  delay  squib  parts  the  shear  wire  and  moves  the 
slider  to  the  armed  position.  The  slider  strikes  the 
bomb-tail  wall  with  sufficient  energy  to  swage  the 
end  of  the  slider  so  that  it  cannot  bounce  hack. 
This  movement  of  the  slider  aligns  the  tetryl  leads 
for  detonation  and  also  accomplishes  an  electric 
switching  function.  The  bomb  is  still  not  fully  armed 
when  the  slider  is  moved  over,  however,  since  at 
that  instant  there  is  not  sufficient  energy  stored  in 


condenser  C-2  (Figure  6)  to  be  capable  of  firing 
the  detonating  cap. 

When  the  cluster  is  released  from  the  plane,  all 
switches  are  in  the  positions  shown  in  Figure  (i;  the 
28-  and  7-gf  condensers  are  charged  to  500  v  direct 
current;  and  the  3-jnf  condenser  sections  (C-l  and 
C-2)  in  the  fuzes  have  no  charge.  When  the  cluster 
has  fallen  ft,  the  pull-out  cord  becomes  taut, 
operating  the  d.p.s.t.  switch.  I  bis  energizes  the  4/10- 
sec  delay  squibs  for  the  cluster-bursting  circuit,  as 
previously  described,  and  also  applies  the  aircraft 
battery  to  the  individual  bomb  tail  wires.  If  any 
bomb  horn  has  been  shorted  in  shipment  or  han¬ 
dling,  the  electrical  fuse  associated  w i ill  it  is  burned 
out  by  the  aircraft  battery  at  this  time,  thus  dis- 
((iiitrectit.ig  null  Lioriw  Jr  um  i5w  circuit 

and  leaving  the  bomb  still  operable  with  the  re¬ 
maining  uncrtished  horns. 

After  the  cluster  has  fallen  another  1  in.,  the 
pull-out  cord  operates  the  d.p.d.t.  switch.  This  trans¬ 
fers  the  bomb  tail  wires  from  the  24-v  aircraft  bat¬ 
tery  to  the  charged  28-^f  condenser,  which  sends  a 
surge  of  current  through  the  9/ 10-sec  delay  squib, 
its  associated  electrical  fuse,  and  the  3-gf  condenser 
C-l,  charging  C-l  to  approximately  220  v,  burning 
out  the  electrical  fuse,  and  igniting  the  9/ 1 0-sec 
dz.'Eiy  tjjnib  (The  ?4-v  luuu-sy  prfvti'mdy  jqqdml 
to  this  circuit  provides  much  too  small  a  surge  to 
ignite  the  squib.)  Burning  out  the  electrical  fuse 
associated  with  the  9/10-sec  delay  squib  isolates  C-l 
from  the  external  bomb  tail  wires,  so  that  the  charge 
of  C-l  is  not  lost  through  these  wires  when  im¬ 
mersed  in  sea  water. 

The  charge  cm  <.  !  ratlw  a  currcni  through  the 
I -megohm  resistor,  charging  C-2.  In  \'/2  sec  from 
the  time  that  operation  of  the  d.p.d.t.  switch  charges 
C-l,  C-2  accumulates  sufficient  charge  to  be  capable 
of  firing  the  SSS  detonating  cap  if  the  circuit  through 
this  cap  is  then  closed  by  the  crushing  of  one  or 
more  horns.  While  this  transfer  of  charge  from  C-l 
to  C-2  is  in  progress,  the  9/10-sec  delay  squib  fires, 
moving  the  slider  as  previously  described. 

Movement  of  the  slider  operates  the  arming 
switch  of  the  fuze,  transferring  the  horns  from  the 
bomb  tail  wires  to  the  SSS  detonating  cap.  If  a 
horn  is  crushed  after  operation  of  the  d.p.s.t.  switch 
and  before  C-2  has  accumulated  enough  charge  to 
be  capable  of  firing  the  SSS  detonating  cap,  the 
bomb  becomes  a  dud,  because  continuous  leakage 
through  the  SSS  cap  discharges  C-2  without  raising 
the  cap  filament  to  the  detonating  temperature.  If 
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a  horn  is  crushed  after  C-2  has  accumulated  suffi¬ 
cient  charge,  the  bomb  detonates.  II  the  bomb  misses 
the  target,  the  charge  on  C-2  slowly  leaks  olf  through 
the  30-megohm  resistor,  so  that  after  2/2  min  the 
bomb  becomes  electrically  disarmed. 

Detonation  is  extremely  rapid  in  this  bomb,  oc¬ 
curring  approximately  0.0002  sec  after  the  electric 
circuit  is  established  by  crushing  a  horn.  This  pre¬ 
vents  appreciable  distortion  of  the  bomb  against  the 
target  before  detonation.  Such  distortion  would  re¬ 
duce  the  effectiveness  of  the  shaped  charge. 

Hvurosi Atici-Fi  zed  Cu  ster 

Because  early  tests  of  the  condenser-fu/ed  cluster 
frequently  resulted  in  premature  detonations  (later 
found  to  be  due  to  high-voltage  insulation  failure), 
a  second  version  of  the  weapon  was  concurrently 
designed  to  obviate  this  difficulty. 

[it  litis  design  l fie  Itutu-r'UtileuNt  type  ol  Iiuv 
is  replaced  by  a  standard  hydrostatic  (Mark  110) 
fu/e.  I  he  individual  bombs,  shown  in  Figure  7,  are 
"general  blast"  projectiles  somewhat  larger  than 
those  of  the  condenser-fuzed  cluster.  They  incorpo¬ 
rate  some  of  the  features  of  the  previous  design  such 
as  the  tail  assembly  and  drawn  steel  body,  but  they 
do  not  include  the  shaped  charge. 

Since  this  weapon  is  designed  to  be  dropped  from 
type  K  airships  in  level  flight  under  conditions  iden¬ 
tical  with  those  specified  for  the  condenser-fuzed 
cluster,  its  scatter  mechanism  and  pattern  are  es¬ 
sentially  the  same  as  in  the  earlier  version.  Although 
the  framework  is  of  slightly  different  design  to  ac¬ 
commodate  the  larger  bombs  and  there  arc  minor 


differences  such  as  in  the  arming  device,  the  angu¬ 
lar  relation  of  the  bombs  to  one  another  is  un¬ 
changed.  The  electric  energy  required  for  firing  the 
spreading  charges  and  band-shearing  caps  is  sup¬ 
plied  from  batteries  (two  2-v  wet  cells  for  use  in  all 
temperature  ranges,  or  four  1  /2-\  dry  cells  for  use 
in  temperatures  above  freezing)  contained  within 
the  cluster  frame.  Figure  8  is  a  wiring  diagram  of 
the  Mark  1 10  fuzed  cluster  as  finally  designed. 

HU  PERFORMANCE  AND  CONCLUSIONS 

When  manufactured  in  strict  accordance  with  the 
blueprints  developed  for  the  purpose,  the  horn- 
condenser-fuzed  cluster  has  performed  satisfactorily 
in  operational  tests.  When  manufacturing  errors 
are  made,  however,  it  is  possible  that  the  individual 
bombs  may  become  armed  even  though  the  cluster 
has  failed  to  scatter.  When  such  a  cluster  strikes 
the  water,  the  bombs  may  be  broken  loose  from 
the  frame,  crushing  one  or  more  bomb  horns  in  the 
process.  This  would  result  in  a  surface  detonation 
dangerous  to  low-flying  aircraft.  It  is  suggested  that 
experiments  be  conducted  in  which  aircraft  flying 
at  standard  attack  elevation  and  speed  would  drop 
clusters  as  duds  into  water  10  to  20  ft  deep  with 
a  sand  bottom.  The  clusters  could  then  be  recov¬ 
ered  and  investigated  for  failure  of  the  bomb-rc- 
tatning  bands  and  lor  crushing  ol  bomb  horns,  fl 
it  is  found  that  surface  detonations  could  occur,  the 
ttoiidvi ruling  cm  nil*  utmukt  be  redesigned  so  i'wi 
the  electric  arming  surge  would  be  delivered  to  the 
bombs  only  after  the  spreading  charges  had  fired. 
The  necessary  redesign  would  be  fairly  extensive 
and  would  require  a  considerable  amount  of  testing. 

In  the  case  of  the  Mark  HO  fuzed  cluster,  a  pro¬ 
duction  design  has  been  achieved  which  could  be 
put  to  service  use.  Since  this  cluster  does  not  arm 
until  it  enters  the  water,  there  is  no  danger  of 
premature  detonation.  From  time  to  time,  as  new 
types  of  batteries  become  available,  their  applica¬ 
tion  to  this  cluster  might  profitably  be  considered. 

The  scatter  principle  also  should  be  useful  in  the 
design  of  other  weapons,  particularly  antipersonnel 
and  incendiary  bombs. 
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Scatter  Charge  for  Surface  Vessels 

The  scatter  charge  was  designed  to  permit  surface 
vessels  to  attain  greater  effectiveness  in  placing  depth 
charges.  It  consists  of  a  cluster  of  six  Mark  It)  depth 
charges  surrounding  and  hound  to  a  bursting  unit 
assembly.  It  is  held  by  a  nose  stop  and  stabilizer  plate 
in  a  modified  Mark  1  depth-charge  arbor  and  pro¬ 
jected  from  a  ship's  modified  K  gun.  The  bursting 
unit  assembly  contains  a  charge  which  is  fired  me¬ 
chanically,  approximately  t)A  sec  after  the  cluster 
leaves  the  K  gun,  dispersing  the  projectiles  without 
detonating  them  or  damaging  their  fuzes.  Xine  grams 
of  20  M / M  smokeless  powder  is  used  for  this  bursting 
charge.  The  charges  fall  on  the  water  surface  in  a 
circular  pattern  approximately  DO  ft  in  diameter 
and  centered  about  “>0  yd  from  the  A  gun.  Although 
Division  6  was  not  responsible  for  the  design  of  the 
Mark  It)  depth  charges,  work  on  the  scatter  mecha¬ 
nism  was  done  by  the  division  at  CUDU'R-Xl.l.. 

io*  INTRODUCTION 

The  development  of  the  scatter  charge  for  stir 
face  vessels  parallels  the  development  of  the  anti¬ 
submarine  scatter  bomb  for  aircraft.  As  in  the  case 
of  the  scatter  bomb,  the  idea  was  to  eliminate  the 
need  for  absolute  accuracy  in  placing  a  depth  charge 
so  as  to  hit  a  submarine.  It  was  thought  that  a  group 
of  depth  charges  fired  from  a  single  gun  but  dis¬ 
persed  in  a  circle  would  greatly  increase  the  prob¬ 
ability  of  striking  the  target.  This  requirement  was 
met  by  binding  six  Mark  10  depth  charges  around 
a  bursting  unit,  and  modifying  the  standard  Mark  7 
depth-charge  arbor  and  K  gun  so  that  the  cluster 
could  be  projected  from  them.  The  firing  mecha¬ 
nism  provided  was  equipped  with  a  delay  squib  to 
insure  that  the  bursting  unit  would  be  fired  ap¬ 
proximately  4/10  sec  after  the  cluster  left  the  K 
gun. 

Tests  of  the  cluster  as  finally  designed  showed 
that  the  six  depth  charges  strike  the  water  surface 
spaced  about  the  edge  of  an  essentially  circular  pat¬ 
tern  of  the  required  size.  Following  sea  tests  the 
scatter  charge  was  put  in  production  and  effectively 
used  in  antisubmarine  warfare. 

io.6  NATURE  OF  THE  PROBLEM 

The  core  of  the  problem  was  to  devise  a  means 
of  projecting  a  cluster  of  six  Mark  10  depth  charges 


l'K.t  Ri  9.  Scatter  charge  for  surface  vessels. 


from  a  ship’s  K  gun  so  that  the  water  surface  pat¬ 
tern  of  the  projectiles  would  be  a  circle  (iO  ft  or 
more  in  diameter  with  a  space  of  30  ft  or  more 
between  projectiles  and  the  center  of  the  pattern 
50  yd  from  the  base  of  the  K  gun.  (Later  the  pat¬ 
tern  requirement  was  increased  to  an  optimum  di¬ 
ameter  of  120  ft  with  a  minimum  allowable  diame¬ 
ter  oi  80  It.)  To  this  end  various  mechanical  de¬ 
signs  for  the  c  luster,  with  appropriate  modifications 
of  the  arbor  and  K  gun  to  hold  them,  had  to  be 
evolved  and  tested.  A  bursting  unit  had  to  be  de¬ 
vised  to  disperse  the  projectiles  in  mid-air  with¬ 
out  detonating  them  or  damaging  their  fuzes.  A 
firing  mechanism  for  the  bursting  unit  was  needed, 
with  a  delay  system  to  insure  that  the  cluster  would 
burst  at  an  appropriate  time  after  leaving  the  K 
gun,  and  with  safety  features  to  prevent  premature 
firing.  Finally,  the  various  factors  governing  the 
size  and  shape  of  the  water  surface  pattern  of  the 
projectiles  had  to  be  determined  and  brought  under 
control  in  order  to  secure  the  pattern  required. 

'»•*  TECHNICAL  DEVELOPMENT 

Mechanical  Design 

In  the  first  scatter-charge  designs  tested,  the  six 
Mark  10  depth  charges  were  mounted  on  a  cylindri- 
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Fu.t  re  10.  Itursting  unit  assembly  with  mechanical  firing 
device. 


cal  central  core  the  same  length  as  the  projectiles. 
Later  designs  incorporated  a  shorter  cylindrical  core, 
as  shown  in  Figure  10.  This  core  contains  the  burst¬ 
ing  charge  and  its  firing  mechanism,  six  dispersing 
pistons  associated  with  the  arbors  on  which  the  pro¬ 
jectiles  are  mounted,  and  a  shear  piston  which,  at 
the  moment  of  firing,  operates  the  shear  blade  in 
the  flat  extension  of  the  core,  thus  cutting  the  bind¬ 
ing  strap  around  the  projectiles  (see  Figure  II). 

Pattern  Characteristics 

In  the  early  stages  of  the  development,  experi¬ 
ments  were  conducted  to  determine  whether  clus¬ 
ters  of  sidewise-thrown  projectiles  or  clusters  of  for¬ 
ward-thrown  projectiles  would  produce  the  best  pat¬ 
tern. 

Studies  of  slow  motion  pictures  of  tests  showed 
that,  although  the  air  flight  characteristics  of  the 
sidewiseAhrown  cluster  (see  Figure  12)  before  burst¬ 
ing,  and  of  the  individual  projectiles  after  disper¬ 
sion,  were  eccentric,  the  water  surface  pattern  was 
a  reasonably  regular  circle,  varying  from  30  to  80 
ft  in  diameter  on  different  tests.  The  K-gun  arbor, 
although  released  from  the  cluster,  followed  it  closely 
in  flight.  At  times  this  resulted  in  interference  at 
dispersal,  since  the  projectiles  adjacent  to  the  arbor 
struck  it,  and  their  normal  trajectory  was  disturbed 
although  all  projectiles  entered  the  water  nose  down 
or  nearly  so. 

In  an  attempt  to  secure  a  more  regular  flight  of 
the  projectiles  and  to  eliminate  arbor  interference, 
a  new  arbor  was  designed  to  project  the  cluster  from 
the  K  gun  with  the  projectiles  nose  first.  Tests  using 
this  new  arbor  produced  regular  flight  but  an  ellip¬ 
tical  pattern  which  was  no  larger  than  that  secured 
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Fiu  kk  II.  Details  of  bursting  unit  assembly. 


with  the  sidewise-thrown  cluster.  A  time  delay  of 
2/10  sec  in  the  bursting  charge  was  used  with  the 
idea  that  the  projectile  separations  would  he  greater 
if  given  more  time  to  spread.  This  was  not  the  case, 
l'he  use  of  heavier  bursting  charges,  up  to  33  g  (the 
capacity  of  the  cartridge  chamber),  likewise  pro¬ 
duced  no  better  results.  When  the  dispersal  force 
was  applied  I  in.  above  the  center  of  gravity  of 


Fim'RK  12.  Sidewise-thrown  scatter  charge  bursting  (l  l-g 
bursting  charge.  0.5-scc  delay  electrically  ignited  detonat¬ 
ing  squib,  inertia-operated  safety  switch,  No.  3  K-gun 
impulse  charge). 
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ITm  ki  13.  Diagram  of  mechanical  firing 


the  projectiles,  the  air  flight  characteristics  of  the 
projectiles  were  destroyed  and  the  pat  tern  si/e  was 
not  increased. 

From  the  slow  motion  pictures"  made  of  these 
and  other  tests,  and  from  plots  made  of  each  charge 
fired,  it  was  determined  that  the  factors  governing 
the  si/c  and  shape  of  the  pattern  arc  (1)  the  amount 
of  powder  used  in  the  bursting  charge,  (2)  the  effi¬ 
ciency  of  the  gas  seals  in  the  bursting  unit,  and  (3) 
the  position  of  the  cluster  in  the  air  at  the  instant 
of  bursting. 

Nine  grams  of  20  M/M  smokeless  powder  is  used 
for  the  bursting  charge.  A  cartridge  of  all  plastic 


*  Moving  pictures  of  all  tests  are  on  file  at  the  II.  S.  Navy 
Underwater  Sound  Lalmratory,  New  London. 


material  was  tested  without  success.  Loss  of  the  gas 
seal  provided  by  the  metal  cartridge  base  resulted 
in  small  ground  patterns,  even  with  large  increases 
in  the  weights  of  the  bursting  charges.  The  cartridge 
finally  adopted  is  a  standard  Mark  IV  Hedgehog 
cartridge  base  into  which  is  cemented  a  plastic  pow¬ 
der  container.  This  cartridge  is  inserted  in  the  scat¬ 
ter  charge  when  the  K  gun  is  readied  for  action. 

It  has  been  found  that  the  cluster  should  burst 
about  0.35  to  0.4  sec  after  the  charge  leaves  the  K 
gun.  Use  of  a  percussion  squib  of  this  time  delay 
in  the  bursting  charge  and  a  standard  No.  1  (I2yi- 
<>/)  impulse  charge  in  the  K  gun  has  resulted  in  the 
center  of  the  pattern  falling  approximately  50  yd 
from  the  base  of  the  K  gun. 

It  has  been  found  that  the  placement  of  the  cluster 
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in  the  K-gun  Mark  7  arbor  tray  materially  affects 
the  orientation  of  the  cluster  in  flight.  If  the  pro¬ 
jectile  noses  are  placed  about  3  in.  above  the  lower 
lip  of  the  tray  (which  brings  the  center  of  gravity 
of  the  cluster  directly  on  the  axis  of  the  K-gun 
barrel  and  the  arbor  stein),  the  nose  of  the  cluster 
tends  to  rise  in  flight,  resulting  in  bursting  when 
the  cluster  is  approaching  the  horizontal  position 
with  respect  to  the  water.  Dropping  the  nose  end 
of  the  duster  to  the  lower  lip  of  the  tray  results 
in  a  flight  such  that  the  bursting  takes  place  with 
the  bombs  nose  down  in  the  most  favorable  position 
for  water  entry.  This  slight  displacement  of  the 
center  of  gravity  caused  neither  damage  nor  appar¬ 
ent  strain  on  the  Mark  7  arbor  of  the  K  gun. 

Tests  of  the  effect  of  the  setback  forces  on  the 
Mark  110  fuzes  in  the  individual  Mark  10  projec¬ 
tiles  indicate  that  no  damage  results  to  the  fuze 
when  used  in  the  scatter  charge. 

Hi  RsriNo  Charge  Firing  Mechanism 

Because  a  mechanical  firing  system  requires  no 
connection  to  the  K  gun  and  is  therefore  independ¬ 
ent  of  the  ship's  firing  circuit,  this  type  of  firing 
mechanism  was  finally  adopted.  (An  electric  firing 
s\ stein1  was  used  in  early  models  of  the  scatter 
charge.) 

Figure  13  shows  how  the  mechanical  filing 
device  operates.  Mounted  on  the  cover  plate  of  the 
bursting  unit,  it  employs  a  spring-driven  hammer 
held  in  cocked  position  by  a  ball  latch.  The  latch 
is  operated  by  a  weight  or  pendulum  which  is 
moved  to  the  releasing  position  by  the  acceleration 
of  the  c  luster  leaving  the  K  gun.  Tripping  the  latc  h 
releases  the  hammer  which  drives  the  firing  pin  in 
the  cover  plate  into  the  percussion  initiated  delay 
squib  and  fires  the  bursting  charge. 

Three  safety  features  are  built  into  the  device: 
(I)  the  weight  is  maintained  in  the  safe  position  by 
a  cam  or  stop;  (2)  a  shutter  is  held  between  the  ham¬ 
mer  and  the  firing  pin  to  prevent  premature  move¬ 


ment  of  the  firing  pin  toward  the  cartridge;  and 
(3)  even  in  the  armed  condition,  a  torsion  return 
spring  holds  the  weight  in  the  locking  position  until 
the  latter  is  moved  to  the  releasing  position  by  a 
force  greater  than  40  G’s. 

In  arming  the  equipment,  the  weather-light  cover 
is  removed  and  the  arming  knob  is  moved  from 
the  safe  to  the  arm  position.  I  bis  removes  the  pen 
dulum  stop  and  moves  the  shutter  to  a  position 
enabling  the  mechanism  to  arm  when  it  is  fired 
from  the  K  gun.  If  the  scatter  charge  is  not  fired, 
the  arming  knob  can  be  returned  to  the  safe  posi¬ 
tion,  thus  replacing  the  safety  stop  and  shutter  and 
allowing  replacement  of  the  weather-tight  cover. 

Modification  of  Arbor  and  K  Gun 

The  standard  Mark  7  arbor  was  modified  for  use 
with  the  scatter  charge  by  the  addition  of  a  nose 
stop  and  stabilizer  plate  to  hold  the  cluster  in  place 
before  filing  and  by  the  substitution  of  a  longer 
retaining  cable  than  that  required  for  the  Mark  fi 
depth  charge. 

The  K  gun  was  modified  for  use  with  the  scatter 
charge  by  providing  an  additional  positioning  notch 
and  a  lashing  loop  on  the  side  of  the  barrel  oppo¬ 
site  the  breech,  between  the  original  notches  and 
lashing  loops.  This  makes  it  possible  to  use  either 
Mark  (>  depth  charges  or  scatter  charges  in  the 
same  K  gun. 


I0*  PERFORMANCE  AND  CONCLUSIONS 
« 

Sea  tests  of  the  cluster  showed  that  the  six  depth 
charges  strike  the  water  surface  spaced  about  the 
edge  of  an  essentially  circular  pattern  approximately 
130  ft  in  diameter,  whose  t  enter  is  about  50  yd  from 
the  base  of  the  K  gun.  The  scatter  charge  is  safe  to 
handle  and  has  proved  efficient  in  operation,  and  it 
is  considered  that  the  objectives  enumerated  at  the 
beginning  of  this  summary  have  been  met. 
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c  hief  rcc|uircincni  was  a  carriage  level  with  the  arbor 
10.9  INTRODUCTION  of  the  K  gun  and  running  on  a  track.  This  carriage 

had  to  have  interchangeable  cradles,  one  adapted  to 
The  roller  loader  was  designed  as  part  of  the  clevel-  hold  a  Mark  ('»  depth  c  harge,  and  the  other  to  hold  a 
opment  of  the  scatter  charge  for  surface  vessels.  The  scatter  charge. 


Roller  Loader  for  Scatter  Charge  and 
Depth  Charge 

The  roller  loader  is  a  dual-purpose  T-shaped  struc¬ 
ture  which  facilitates  the  loading  of  a  standard  K  gun 
with  either  the  scatter  charge  or  the  Mark  6  depth 
charge.  Tor  this  purpose  it  is  equipped  with  a  carriage 
running  on  a  track  level  with  the  arbor  of  the  K  gun. 
This  carriage  has  interchangeable  cradles, one  adapted 
to  hold  Mark  (i  depth  charges,  the  other  to  hold  scat¬ 
ter  charges,  hi  addition  to  the  ready  charge  in  the 
A'  gun,  three  charges  can  be  held  in  the  roller  loader: 
one  in  the  loading  carriage  on  the  front  leg  of  the  I., 
and  two  in  the  ready-storage  position  on  the  side  leg 
of  the  /..  Development  work  was  done  hy  CUDIVR 
XU.. 


I  k.i  rk  1  I.  Roller  loader. 


Figure  15.  Roller  loader  with  scatter  charges. 
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Fii.i  rk  10.  Roller  loader  with  Mark  6  depth  charges. 


'»■'«  DESCRIPTION 

In  its  final  form,  till'  roller  loader  isa  welded  frame¬ 
work  of  structural  angles  and  channels.  In  plan  it  is 
1,-shaped,  extending  clown  one  side  and  across  the 
mti//le  ol  the  K  gun  (see  Figure  I  I).  The  front  leg  of 
i he  I.  is  a  trac  k  on  whic  h  a  carriage  operates  to  trans¬ 
fer  charges  from  the  ready-storage  section  in  the  side 
leg  of  the  I.  to  the  loading  position  in  front  of  the 
gun.  This  carriage  is  provided  with  two  interchange- 
ahlc  cradles,  one  for  the  scatter  charge,  the  other  for 
the  depth  charge. 

In  handling  the  scatter  charge,  the  cluster,  in  its 
normal  nose-down  position,  is  moved  on  a  roller  track 
from  the  ready-storage  section  to  the  carriage  (see 
F  igure  15).  The  track  in  the  ready-storage  section  con¬ 
sists  of  a  double  row  of  narrow  1-in.  diameter  rollers 


and  a  central  guide  fin  projecting  y2  in.  above  the 
rollers,  which  prevents  the  cluster  from  turning  on 
the  track  while  in  motion.  Outside  the  steel  angles, 
c  arrying  rollers,  one  located  at  each  side  of  the  cluster 
and  placed  slightly  below  the  level  of  the  center  track, 
stabilize  the  duster  in  an  upright  position.  The  car¬ 
riage  running  on  the  track  in  the  front  leg  of  the  I. 
is  permanently  ccpiippcd  with  an  extension  of  the 
storage  section  tracks  to  facilitate  transfer  of  clus¬ 
ters  to  the  carriage.  The  cradle  for  the  scatter  charge 
is  provided  with  back  railing  to  stabilize  the  clus¬ 
ter.  A  locking  device  prevents  movement  of  the 
cluster  during  transport  to  the  loading  position. 
Figure  15  shows  one  scatter  charge  in  the  K  gun, 
one  in  the  loading  carriage,  and  two  in  the  ready- 
storage  section. 
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In  handling  the  Mark  6  depth  charge,  the  charge 
is  rolled  on  its  own  periphery  front  the  ready-storage 
section  to  the  carriage  on  steel  angle  tracks  which 
serve  also  as  bracing  members  of  the  structure.  The 
cradle  with  which  the  carriage  is  fitted  to  receive 
the  depth  charge  is  in  the  form  of  a  curved  tray 
equipped  with  a  locking  device  to  prevent  move¬ 
ment  of  the  charge.  Figure  16  shows  the  loader  with 


one  depth  charge  in  the  K.  gun,  one  in  the  loading 
carriage,  and  two  in  the  ready-storage  position. 

Suitable  damps  and  stops  are  provided  to  prevent 
any  movement  of  the  charges  in  the  storage  rack 
and  carriage  when  the  equipment  is  secured. 
Charges  of  either  type  are  fed  into  the  loader  from 
the  deck  by  means  of  a  davit  installed  at  the  in¬ 
board  end  of  the  storage  section. 


Fast-Sinking  Depth  Charge 

The  just-sinking  depth  charge  teas  designed  to  elim¬ 
inate  such  shortcomings  of  the  conventional  depth 
charge  as  excessive  handling ,  weight,  low  sinking 
speed,  and  deviation  from  the  desired  trajectory.  The 
latest  design  of  the  fast-sinking  depth  charge  (Mark 
12)  has  the  form  of  an  elongated, streamlined  cylinder 
with  a  blunt  nose  and  a  tapering  afterbody.  A  tail- 
mounted  shroud  ring  and  set  of  fins  improve  the  dy¬ 
namic  characteristics  of  the  projectile.  This  unit,  de¬ 
signed  for  individual  or  multiple  barrage  launching 
from  surface  craft,  is  6  in.  in  diameter,  16  in.  long, 
and  carries  a  charge  of  1 6  lb  of  Torpex  2.  It  weighs  1>1 
lb  and  has  a  sinking  speed  of  /  5  fps.  The  shape  of  an 
earlier  model  (7A0-M)  of  the  fast-sinking  depth 
charge  was  utilized  in  the  Murk  12  depth  bomb  de¬ 
signed  for  projection  from  blimps.  This  missile  is  7 
in.  in  diameter  and  7/  in.  long.  It  contains  12  lb  of 
Torpex  2  and  weighs  approximately  WO  lb.  The  de¬ 
velopment  of  the  fast-sinking  depth  charge  was  con¬ 
ducted  by  C.VDU  n  XLL.  Certain  related  investiga¬ 
tions  were  carried  out  at  MIT-LISI.  and  at  CAT. 

ton  INTRODUCTION 

The  development  of  the  fast-sinking  depth  charge 
was  initiated  to  overcome  many  of  the  objectionable 
features  of  the  conventional  depth  charge,  such  as 
slow  sinking  rate,  uncertain  trajectory,  and  excessive 
handling  weight.  At  the  time,  little  information  was 
available  concerning  the  factors  which  affect  the 
resistance  anil  stability  of  a  body  in  free  underwater 
travel.  There  was  also  little  understanding  of  the 
phenomena  associated  with  passing  a  body  through 
an  air-water  interface  at  velocities  of  30  fps  or  more. 
Neither  the  minimum  acceptable  explosive  charge 
nor  the  size  and  shape  of  the  fuze  mechanism  had 
yet  been  determined  quantitatively. 

From  this  starting  point,  an  intensive  investiga- 


Fk.lrk  17.  Full  -stale  model  of  proposed  Mark  12  fast- 
sinking  depth  charge. 
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tion  and  development  program  was  undertaken  on 
scale  model  projectiles  to  obtain  basic  information 
on  the  resistance  and  the  stability  requirements  of 
certain  underwater  depth-charge  shapes.  Measure¬ 
ments  of  the  time  required  to  reach  different  depths 
were  recorded  electrically.  The  velocities  and  resis¬ 
tance  coefficients  were  calculated  from  the  oscillo¬ 
graph  records.  The  tests  showed  the  effects  on  sta¬ 
bility  of  changes  in  the  position  of  the  center  of 
gravity  and  of  certain  variations  in  nose  and  tail 
design.  In  particular,  this  work  had  an  important 
bearing  on  development  of  the  value  of  projectile 
spin  accomplished  through  oblique  tail  fins.  In  ex¬ 
periments  to  gain  knowledge  of  entry  phenomena, 
models  were  projected  from  an  air  gun,  and  high¬ 
speed  moving  pictures  recorded  the  underwater 
travel.  Several  hundred  tests  of  approximately  full- 
si/e  models  verified  the  results  obtained  with  smaller- 
stale  ratios.  I'he  project  was  carried  to  a  point  where 
pre-production  samples  of  a  charge  designated  the 
Mark  12  depth  charge  were  built  and  tested,  achiev¬ 
ing  a  sinking  rate  of  45  fps  in  170  ft  of  water. 

Conflicting  opinions  persisted,  however,  on  such 
matters  as  terminal  velocity  versus  deep  water  dis¬ 
persion  and  explosive  content  versus  size  and  weight. 
A  coincidental  projec  t  devoted  to  the  development 
of  fuzes  suitable  for  use  in  last-sinking  depth 
fat  a  lau-t  utMfattt  ttf  tfifa  efattjtfaAj 
did  not  succeed  in  evolving  a  fuze  which  was  both 
safe  and  efficient,  since  requirements  for  safety  and 
for  certainty  of  operation,  particularly  in  proximity 
fuzes,  tend  to  conflict.  Service  acceptance  and  use 

the-  Mari  1 2  dejdt  vliAfgt-  w w  ihfarahtw  Uatw 
pered  by  lack  of  adequate  fuzes. 

It  was  felt,  however,  that  the  experiments  and  in¬ 
vestigations  undertaken  in  the  development  of  the 
Mark  12  added  considerably  to  the  existing  knowl¬ 
edge  of  depth-charge  behavior  and  should  be  of 
value  in  any  future  work  of  this  nature. 

i®-12  DESIGN  REQUIREMENTS 

In  addition  to  the  general  requirements  that  the 
underwater  depth  charge  be  of  a  faster-sinking  type, 
that  it  lie  more  certain  in  trajectory,  arid  that  •*  Ik- 
lighter  in  weight  than  the  1941  standard  depth 
charge,  the  Bureau  of  Ordnance  required  that  it 
be  capable  of  hciiifr  dmpp-d  indotflnd'y  oJ  in  j 
multiple  barrage  from  surface  craft.  Later,  the  de¬ 
sire  to  use  such  charges  from  aircraft  was  indicated. 
The  depth  charge  was  to  have  safety  features  ade¬ 


quate  to  protect  operating  personnel  from  the  haz¬ 
ards  of  accidental  explosion.  It  was  to  be  provided 
with  a  fuze  that  would  not  become  armed  until  it 
reached  a  water  depth  of  approximately  .40  ft.  The 
firing  mechanism  was  to  be  either  of  a  type  ener 
gized  by  impact  with  a  rigid  body  or  of  a  type 
actuated  by  close  proximity  to  a  ferromagnetic 
body. 

tots  HYDRODYNAMIC 

CONSIDERATIONS 

Preliminary  investigations  embracing  some  400 
experiments  with  spheres,  cylinders,  darts,  and  va¬ 
rious  other  shaped  bodies  moving  through  water 
provided  a  background  of  data  for  the  design  of 
a  stable  and  last-sinking  projectile.1'  The  final  de¬ 
sign  and  its  various  modifications  were  subjected 
to  exhaustive  dynamic  tests.  Some  of  the  significant 
observations  and  conclusions  resulting  from  these 
experiments  are  described  below. 

A  sphere  falling  freely  in  water  does  not  descend 
in  a  straight  line  but  follows  a  helical  path.  Cylin¬ 
ders  falling  end-on  have  maximum  stability  when 
they  possess  a  length diameter  ratio  of  about  live. 
By  "stability"  in  the  case  of  a  projectile  is  meant 
the  tendency  of  the  projectile  to  assume  and  main- 
fain  tut  otiettUtuttt  vucit  UtM  fa*  tuitytt  fa  tatc 
gem  to  its  trajectory. 

Streamlined  bodies  are  inherent Iv  unstable.  I'he 
shape  of  the  nose  and  the  afterbody  of  a  projectile 
can  be  modified  to  increase  stability  but  at  the 
eitpam*  fal  i  tfecfavag  eMWw^wwfafatftiy.  llw 

shape  of  the  nose  is  most  important  in  the  transi¬ 
tional  section  where  the  nose  meets  the  cylindrical 
body.  The  central  60  per  cent  of  the  projected  nose- 
area  may  be  made  flat  with  little  effect  on  stability 
and  with  an  increase  in  drag  of  only  about  10  per 
cent.  An  otherwise  streamlined  afterbody  may  be 
terminated  abruptly  without  serious  increase  in 
drag.  Increasing  the  diameter  of  the  Hat  end  of  such 
a  terminated  afterbody  from  14  to  25  j>er  cent  of 
the  cylinder  diameter  increases  the  drag  by  only 
6  per  cent. 

The  stability  «f  a  streamlined  pmjceiiU  caw  lie 


i>  This  program  was  carried  out  al  the  Training  Tank, 
U  s  sulan*ru»-  Hlf  Vtt  I  OUsluM  lUUII  -  it  tluOUk  tWtt 
near  I’asadcna,  Calif.;  al  the  Alden  Hydraulics  Lalxnatory, 
Worcester.  Mass.;  al  the  Massachusetts  Institute  of  Technol¬ 
ogy,  Cambridge.  Mass.;  and  al  [he  II.  S.  Navy  Underwater 
Sound  l.alioralory.  New  London.  Conn.-' 
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increased  with  very  little  increase  in  drag  by  the 
addition  of  a  shroud  ring  and  set  of  fins  to  the  tail 
structure.  The  shroud  ring  is  particularly  effective. 
For  maximum  stability  the  length  of  the  ring  should 
be  between  40  and  50  per  cent  of  the  projectile 
diameter.  Alignment  should  he  such  that  angular 
tilt  does  not  exceed  about  30  min  of  arc.  Radial 
displacement  up  to  about  \  '/  per  cent  of  diameter 
produces  no  noticeable  effect  on  stability.  There 
appears  to  be  a  best  location  for  the  leading  edge 
of  the  shroud  ring  relative  to  the  curved  afterbody. 
An  airfoil  cross  section  is  desirable  but  a  bevelled 
profile  is  a  satisfactory  compromise  for  ease  of  fab¬ 
rication. 

Stability  is  greatly  increased  by  causing  the  pro¬ 
jectile  to  spin  around  its  longitudinal  axis.  To  ac¬ 
complish  this,  spiral  (hclicoida!)  fins  having  a  pitch 
angle  of  from  10  to  15  degrees  are  most  effective. 
However  plane  fins  inclined  to  the  axis  of  the  pro¬ 
jectile  yield  essentially  the  same  stability  and  pro¬ 
duce  an  increase  of  only  a  few  per  cent  in  drag 
above  the  corresponding  spiral  fins.  With  spin,  minor 
irregularities  in  body  dimension  are  less  significant 
and  hence  manufacturing  tolerances  may  be  less 
stringent. 

Stability  is  measured  in  terms  of  the  Loring  fac¬ 
tor.  The  Loring  factor  of  a  projectile  is  the  dis¬ 
tance  beiw uli  its  teiitci  of  giatit)  and  ceiitu  >>1 
longitudinally  projected  area  divided  by  its  overall 
'eugtft  ti  i*  •*  tmiMUttuE  the  iumuwiu  anu  on  which 
the  hydrodynamic  turning  forces  act.  In  general, 
the  larger  its  value,  the  more  stable  the  projectile. 

Not  only  should  a  last-sinking  depth  charge  be 
stable  but  it  should  also  describe  a  trajectory  which 
rapidly  approaches  the  vertical  so  that  its  horizon¬ 
tal  position  may  be  known  more  accurately.  The 
force  of  buoyancy  acts  at  the  center  of  volume  of 
the  projectile  and  is  responsible  for  producing  the 
desired  vertical  motion.  I  he  eccentricity  of  a  pro¬ 
jectile  is  defined  as  the  ratio  of  the  distance  between 
the  cent  jr  oJ  grsuity  turn!  mm*  of  volume  m  Uw 
overall  length.  It  is  thus  a  measure  of  the  moment 
arm  on  which  the  buoyant  force  acts,  and  the  larger 
its  value,  the  more  rapidly  the  trajectory  approaches 
the  vertical.  The  eccentricity  of  a  projectile  can,  of 
course,  be  increased  by  adding  weight  to  the  nose 
or  by  removing  weight  from  the  tail.  Increasing  the 
eccentricity  also  increases  the  Loring  factor  and, 
hence,  improves  the  stability  as  well. 

A  large  number  of  moving  pictures  were  taken  to 
determine  the  behavior  of  a  recommended  projec¬ 


tile,  both  at  water  entry  and  also  during  its  sub¬ 
sequent  descent  into  the  water.  The  recommended 
projectile  had  a  diameter  of  6  in.,  a  length  of  49 
in.,  a  hemispherical  nose,  and  an  approximately 
streamlined  afterbody  fitted  with  fins  and  a  shroud 
ring.  Plane  fins  inclined  at  10  degrees  to  the  axis 
were  used.  The  shroud  ring  was  about  3  in.  long. 
The  41-lb  load  was  so  adjusted  that  the  eccentricity 
was  about  0.12. 

When  launched  underwater,  such  a  projectile 
duplicated  quite  accurately  its  entire  trajectory.  The 
rms  dispersion  on  a  large  number  of  trials  was  only 
about  4 y2  in.  at  a  depth  of  180  ft. 

When  launched  from  air  into  water,  however, 
dispersion  was  considerably  greater.  A  variable 
amount  of  air  is  carried  along  with  the  projectile 
as  it  splashes  into  the  water.  This  entrapped  air 
reduces  the  ability  of  the  tail  fins  and  shroud  ring 
to  stabilize  the  motion.  Even  for  vertical  axis  entry 
the  rms  dispersion  was  70  in.  at  180  ft.  When  the 
projectile  is  thrown  into  the  water  with  a  velocity 
of  from  35  to  45  fps  along  a  trajectory  making  an 
angle  of  from  45  to  55  degrees  from  the  vertical  and 
with  a  Ixxly  orientation  of  between  45  and  90  de¬ 
grees  from  the  trajectory  (but  in  the  same  plane), 
the  rms  dispersion  is  about  12  ft  at  180  ft.  When  the 
projectile  axis  is  skewed  out  of  the  plane  of  the 
lidjcctoiy  by  as  uiiuh  as  20  degiees,  little  im  lease 
in  deviation  is  observed.  However,  increasing  the 
slew  to  45  degree*  ttppwtMUurtefy  ckmldts  (he  dis 
pel  s  ion. 

Out  of  this  work  came  the  conclusion  that  the 
range  of  (i-  to  7-in.  diameters  seems  fairly  close  to 
optimum  and,  considering  fuze  sizes,  explosive 
charge  sizes,  and  gross  projectile  weights,  this  range 
permits  choice  of  projectile  diameter  in  accordance 
with  practical  design  consideration.  For  the  depth 
charge  using  the  inertia-type  fuze,  it  seemed  desir¬ 
able  to  maintain  the  ti-ui.  diameter,  but  the  mag¬ 
netic  fuze  required  a  7-in.  diameter  projectile.  '1  lie 
CxpUwite  originhUy  wt  si  £ci  lb  cvf  I  N  I  wa* 
later  increased  to  40. 

I  he  K  gun  was  at  first  indicated  as  the  probable 
dispenser  for  the  proposed  fast-sinking  depth  charge. 
Model  tests  of  simulated  K  gun  launching,  how¬ 
ever,  indicated  that  better  methods  could  be  found 
for  the  purpose.  Parallel  projects,  discussed  later  in 
this  chapter,  were  therefore  undertaken  to  develop 
(1)  two  types  of  surface  craft  dispensers,  and  (2) 
the  Mark  53  bomb  rack  for  launching  the  projec¬ 
tiles  from  blimps. 
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I-'k.i  ki  IN.  St  ic-w-i\|>c- |M>wcT-n|>c-nilc-(l  <tis|>c-iiscT  (|>u- 

«»"  DESCRIPTION  OF  FINAL  MODEL 

I  lie  latest  and  most  effective  model  of  the  last- 
sinking  depth  charge  designed  hefore  the  project 
was  discontinued  was  designated  the  Mark  12  depth 
charge  (see  Figure  17).  It  is  (i  in.  in  diameter  and 
36  in.  long,  exclusive  of  the  Mark  MO  fu/e  protec¬ 
tive  cap.  The  charge  has  a  capacity  of  36  ll>  of  Tor- 
pex  2  with  a  gross  weight  in  air  of  01  II)  including 
fu/e  and  boosters.  The  sinking  rate  is  15  fps  as 
determined  by  tests  of  pre-production  samples  in 
170  ft  of  water. 

File  Bureau  of  Ordnance  also  produced  the  Mark 
52  bomb  for  use  from  blimps.  It  conforms  in  shape 
to  one  of  the  earlier  models  of  the  last-sinking  depth 
charge,  known  as  the  7-10-M  depth  charge.3  The 
dimensions  are  7  in.  in  diameter  and  -12  in.  in  length 
exclusive  of  the  Mark  MO  fu/e  protective  cap.  The 
explosive  cavity  holds  about  52  lb  of  Torpex  2.  The 
gross  weight  in  air  is  about  100  11). 

10,5  CONCLUSIONS 

Conflicting  opinions  on  cjuestions  of  terminal 


limiuan  assetnlib  without  gear  amt  motor  enclosure) . 

velocity  versus  deep  water  dispersion,  and  explosive- 
content  versus  si/e  and  weight,  together  with  the 
lack  of  acletpiate  fuzes  delayed  actual  production 
and  use  of  the  last-sinking  depth  charge.  Neverthe¬ 
less,  a  model  was  developed,  the  Mark  12,  which 
gave  promise  in  pre-production  tests  of  greater  effi 
ciency  than  the  then  standard  depth  charges,  par¬ 
ticularly  in  sinking  rate.  The  investigations  under¬ 
taken  on  this  project  added  considerably  to  knowl¬ 
edge  of  depth-charge  behavior  and  should  be  of 
value  in  any  future  work  of  this  nature. 

»"fi  SURFACE  CRAFT  DISPENSERS 
FOR  FAST- SIN  KING  DEPTH  CHARGES 

In  the  early  stages  of  development  of  the  fast- 
sinking  depth  charge,  simulated  K-gun  launching 
tests  revealed  that  the  K  gun  did  not  provide  an 
ideal  method  of  launching.  As  a  corollary  to  the 
fast-sinking  depth-charge  project,  therefore,  a  pro¬ 
ject  was  initiated  to  develop  a  device  for  launching 
or  projecting  fast-sinking  depth  charges  from  de¬ 
stroyers  and  similar  surface  craft. 
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Finimr.  19.  Mark  12  depth  charge  in  gravity-type  dispenser. 


The  mechanism  was  to  be  capable  of  launching 
in  multiple  barrages  depth  charges  of  the  type  which 
had  been  under  development  at  the  New  London 
Laboratory  up  to  that  time.  One  of  these  charges 
was  6  in.  in  diameter  and  49  in.  long;  the  other 
was  7  in.  in  diameter  and  44  in.  long.  A  power- 
operated,  twin-screw  dispenser  (see  Figure  18)  was 
built  for  test  purposes  only  and  had  a  capacity  of 
ten  6-in.  diameter  charges.  A  gravity-operated  type 
(see  Figure  19)  intended  for  Service  was  developed 
for  launching  three  6-  or  7-in.  diameter  units  at 
one  time. 

Both  types  of  fast-sinking  depth-charge  dispenser 
were  tested  under  operating  conditions  and  satis¬ 
factorily  met  the  requirements  laid  down  for  their 
design.  As  the  screw-type  dispenser  had  been  de¬ 
signed  for  test  purposes  only,  its  development  did 
not  extend  beyond  the  model  stage.  Fifty  units  of 
the  gravity-type  dispenser  were  put  into  produc¬ 
tion,  but,  since  use  of  the  Mark  12  fast-sinking  depth 
charge  was  postponed,  the  dispenser  project  was 
likewise  hatted. 


Fuzes  for  Fast-Sinking  Depth  Charges 


Fuzes  for  fast-sinking  depth  charges  are  detonating 
dex’ices  mounted  inside  the  nose  of  the  projectile. 
The  two  types  deiwloped  by  the  Bell  Telephone  Labo¬ 
ratories,  Inc.  and  the  New  London  Laboratory  are 
inertia-actuated  and  magnetically  actuated  fuzes. 
The  former  type  includes  a  mercury  jiggle  switch 
which,  upon  impact  of  the  projectile,  starts  a  detonat¬ 
ing  current  flowing.  This  sets  off  the  booster  charge 
which  in  turn  causes  explosion  of  the  principal 
charge.  The  latter  type  differs  from  the  inertia- 


actuated  fuze  in  that  the  detonating  current  is  ob¬ 
tained  by  a  change  or  a  distortion  of  a  magnetic  field, 
hi  the  magnetic  flux-change  fuze,  a  current  is  induced 
in  a  coil  surrounding  a  permanent  magnet  when  the 
magnetic  field  changes;  in  the  balanced-bridge  mag¬ 
netic  fuze,  two  Permalloy  strips  are  mounted  at  right 
angles  to  a  strong  balanced  field  and  become  mag¬ 
netized  and  come  together,  thereby  actuating  a  bat¬ 
tery,  when  a  ferro-rnagnetic  body  distorts  the  existing 
field  balance. 


Fif.URF  20.  Inertia-actuated  fuze,  bellows  armed. 


CONFIDENTIAL 


INERTIA-ACTUATED  FUZES  207 


>o  '7  INTRODUCTION 

The  development  of  a  suitable  fuze  for  the  last- 
sinking  depth  charge  paralleled  the  development  of 
the  depth  charge  itself  which  was  discussed  earlier  in 
this  chapter,  page  202.  The  design  of  an  efficient 
underwater  projectile,  as  well  as  its  effective  use, 
depends  in  considerable  measure  on  the  fu/e  em¬ 
ployed. 

An  acceptable  fuze  must  be  designed  so  that  it 
can  be  accommodated  in  the  (>-  or  the  7-in.  diameter 
depth-charge  shell.  It  should  not  fire  on  impact  with 
the  surface  of  the  water  whether  launched  from 
surface  craft  or  from  aircraft.  Furthermore,  it  should 
remain  unarmed  until  a  depth  of  about  -10  ft  is 
teat  lied  at  which  level  it  should  become  fully  armed. 
I  he  mechanism  should  provide  safety  protection 
for  all  personnel  during  assembly  and  shipment,  in 
operations,  and  in  case  of  own-ship's  sinking.  It 
must  also  be  weatherproof 

Two  types  of  firing  mechanisms  were  developed, 
one  actuated  on  impact  as  a  result  of  inertia  effects 
jmhI  iIm-  otlwi  acuwaa!  m  %  <4  Mvsgwtic  Ai¬ 

led  s  when  in  close  proximity  to  a  ferromagnetic 
body.  In  each  case  the  fuze  is  mounted  in  the  nose 
of  the  projectile.  To  arm  the  mechanism  certain 
mechanical  and  electrical  steps  must  be  completed. 
Final  explosion  of  the  principal  charge  is  initiated 
b\  the  explosion  of  a  booster  charge  which  in  turn 
is  set  oil  by  the  electric  detonation  of  a  blasting 
cap.  In  the  case  of  the  inertia-actuated  mechanism, 
the  electric  detonator  is  initiated  when  its  electric 
circuit  is  completed  through  a  mercury  “jiggle 
switch."  Two  types  of  magnetically  actuated  fuzes 
were  developed.  In  one,  when  the  system  moves 
close  to  a  ferromagnetic  body,  the  change  in  mag¬ 
netic  flux  through  a  coil  associated  with  a  perma¬ 
nent  magnet  produces  the  electric  current  for  the 
detonator.  In  the  other,  a  balanced  magnetic  bridge 
becomes  unbalanced  when  brought  near  a  ferro¬ 
magnetic  body  and  hence  magnetizes  two  metallic 
strips  so  that  they  move  together  and  close  the  nec¬ 
essary  electric  circuit. 

None  of  these  fuzes  was  developed  to  the  point 
where  it  was  considered  entirely  safe  and  reliable 
for  operation,  and  further  work  was  discontinued 
with  the  termination  of  the  last-sinking  depth- 
charge  project.  However,  it  is  fell  that  the  experi¬ 
mental  results  may  be  valuable  in  future  similar 
investigation. 


■o '»  INERTIA-ACTUATED  FUZES 

Two  inertia-actuated  fuzes  were  developed,  dif¬ 
fering  from  each  other  primarily  in  the  method  of 
arming.  In  both  cases  an  electric  current  initiates 
the  detonator  when  a  mercury  jiggle  switch  closes 
as  the  result  of  a  collision  with  a  rigid  body.  Arm¬ 
ing  is  initiated  by  the  removal  of  a  safety  plug  in 
the  nose  cap  of  the  projectile  when  it  is  released. 
I  he  arming  process  is  completed  when  hydraulic 
pressure  is  sufficient  to  cause  the  detonator  to  en¬ 
gage  the  booster  and  close  a  safety  arming  switch 
in  the  detonator  circuit.  One  of  the  fuzes  employs  a 
plunger  to  accomplish  this  step;  the  others,  a  bel¬ 
lows,  I  he  bellows-armetl  type  appeared  more  promis¬ 
ing  than  the  other. 

10-18,1  Bellows-Armed  Fuze 

Ct.NKRAt.  Df.SCIRII'TION 

The  mechanism  of  the  bellows-armetl  fuze  is 
shown  in  cross  section  in  Figure  20.  I  he  safety 
plug  i»  o'cmwccf  w  %  c4  tlwMpwtUtcMt  c4IaumcU- 
ing,  thereby  tearing  out  the  threaded  stem  of  the 
sea  cell.  This  permits  activation  of  the  sea  cell  and 
admits  water  pressure  to  the  metal  bellows.  The 
bellows  and  the  safety  spring  hold  the  detonator 
in  the  safe  position  until  water  pressure  acting  on 
the  bellows  compresses  the  spring,  causing  the  det¬ 
onator  jacket  and  detonator  to  engage  the  booster 
and  the  safety  switch  to  close.  Arming  is  then  com¬ 
plete  and  the  detonator  is  fired  when  the  mercury 
switch  is  closed  as  the  result  of  impact  against  a 
target. 

Tests  and  Rk.sih.ts 

Very  few  tests  were  made  on  this  fuze.  One  unit 
was  dropped  through  air  twice  from  a  height  of  10 
ft  onto  a  steel  target.  On  neither  occasion  did  it 
explode.  When  dropped  -10  ft  through  water  onto 
a  steel  target  the  fuze  exploded  as  expected.  Sta¬ 
tistical  tests  were  never  carried  out.  The  limited 
number  of  tests  nevertheless  indicated  that  this  mech¬ 
anism  could  probably  be  made  to  fulfill  all  the  re¬ 
quirements  of  an  inertia-actuated  fuze. 

10.18.2  Type  HIR  Fuze 

In  an  effort  to  hasten  Service  trials  of  the  fast¬ 
sinking  depth  charge,  the  HIR  fuze  which  had  al- 
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ready  been  approved  by  the  Bureau  of  Ordnance 
was  installed  in  a  number  of  projectiles.  I  bis  re¬ 
quired  certain  modification  in  the  design  of  the 
nose  to  receive  the  fuze  and  booster. 

A  number  of  the  modified  depth  charges  (loaded 
with  40  lb  of  TN  I  )  were  drop-tested  from  a  blimp 
at  an  altitude  of  000  ft.  The  first  was  dropped  on 
land  and.  properly,  did  not  explode.  Four  others 
did  not  explode  when  dropped  in  10  ft  of  water 
over  a  hard  bottom.  Fen  others  were  dropped  in 
70  ft  of  water  over  a  soft  bottom  and  all  exploded 
upon  hitting  the  bottom.  The  number  of  tests  was 
insufficient  to  give  more  than  a  rough  indication 
of  the  range  of  performance  of  the  HIR  fuze. 

MAGNETICALLY  ACTUATED 
FUZES 

A  magnetically  actuated  fuze  should  fire  as  the 
result  of  a  glancing  blow  or  a  near  miss  and  hence 
should  have  a  somewhat  huger  range  of  actuation 
than  an  inertia-actuated  fuze.  Furthermore  the  mag¬ 
netic  fuze  should  not  fire  on  impact  with  the  bottom. 

Two  types  of  magnetically  actuated  fuzes  were 
developed  and  tested.  Each  has  a  plunger  arming 
mechanism  similar  to  that  described  above.  The 
two  fuzes  differ  primarily  in  the  method  of  initiat¬ 
ing  the  electric  current  to  the  detonator.  In  one,  a 
llux-change  type  of  fuze,  the  detonating  current  is 
induced  in  a  coil  associated  with  a  permanent  mag¬ 
net  when  the  unit  is  moved  close  to  a  ferromagnetic 
body.  In  the  other,  a  balanced-bridge  type  of  fuze, 
the  current  is  obtained  from  a  battery  as  the  result 
of  contact  between  two  ferromagnetic  strips.  The 
strips  are  mounted  at  right  angles  to  a  strong  local 
magnetic  field  such  that  when  the  field  is  distorted 
by  the  presence  of  a  nearby  ferromagnetic  body, 
they  become  magnetized  and  attract  each  other. 

Development  work  on  the  flux-change  fuze  was 
not  completed  in  view  of  the  apparently  greater 
promise  ollered  by  the  balanced-bridge  fuze.  The 
results  obtained  with  the  latter  are  discussed  below. 

ltU9J  The  Balanced-Bridge  Magnetic 
Fuzes 

Theory 

Figure  21  illustrates  the  principle  of  operation 
of  the  balanced-bridge  mechanism.  Two  ferromag¬ 
netic  tubes  T,  with  an  air  gap  between  them,  are 


\ 


A  EQUIPOTENTIAL  LINES  IN  ABSENCE  OF  IRON 


B  EQUIPOTENTIAL  LINES  IN  PRESENCE  OF  IRON 

I'n. i  hi  21.  M oi>nct it  field  in  \ it inils  of  magnetic  bridge. 

plat  ed  at  one  side  of  an  electromagnet  as  shown. 
In  the  spate  between  the  lubes  two  flexible  ferro¬ 
magnetic  strips  S  are  mounted  with  adjacent  ends 
overlapping,  and  oriented  to  lie  at  right  angles  to 
the  lines  of  llux  of  the  magnetic  field  (i.e„  parallel 
to  the  cquipotential  lines  shown  in  the  figure).  The 
strips  are  supported  at  their  far  ends  so  that  on 
bending  toward  each  other  the  near  ends  can  make 
contact.  In  the  normal  balanced  condition  the  strips 
do  not  touch.  W  hen  a  ferromagnetic  hotly  is  brought 
near  the  system,  as  in  Figure  21 B,  the  magnetic 
field  is  distorted,  thereby  magnetizing  the  strips  lon¬ 
gitudinally  so  that  they  attract  each  other.  Contact 
between  the  strips  is  used  to  complete  the  circuit  to 
an  elec  tric  detonator. 

DEVEI.OI’M  ent 

The  specifications  established  for  the  balanced- 
bridge  fuze  required  that  it  function  when  the  nose 
of  the  projectile  comes  within  about  4  in.  of  an 
iron  body.  Deck  planking  and  other  barriers  to  in¬ 
timate  contact  should  not  prevent  explosion.  To 
obtain  the  required  sensitivity  it  is  necessary  to  main¬ 
tain  a  high  degree  of  balance  in  the  magnetic  cir¬ 
cuit,  and  yet  the  mechanism  must  be  sufficiently 
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rugged  io  be  unaffected  by  shock  experienced  in 
handling,  launching,  and  entering  the  water. 

The  original  design  called  lor  permanent  magnets 
to  produce  the  magnetic  field  and  for  dry  cells  to 
actuate  the  electric  detonator.  These  were  soon  dis¬ 
carded  in  favor  of  an  electromagnet  powered  by  a 
sea-activated  battery,  (See  Chapter  12.)  This  pro¬ 
vided  a  more  reliable  magnetic  field  and  was  easier 
to  construct  than  a  balanced  permanent-magnet 
bridge.  The  sea  cell  also  served  to  ignite  the  det¬ 
onator  and  thus  provided  an  additional  safety  meas¬ 
ure  in  that  the  detonator  could  not  be  fired  by  acci¬ 
dental  closing  of  the  magnetic  switch  before  salt 
water  reached  the  cell.  The  problem  of  dry-cell 
shelf  life  was  also  thereby  avoided. 

To  determine  the  optimum  design  for  the  va¬ 
rious  components  of  the  system,  it  was  necessary 


first  to  develop  a  magnetic  switch  having  the  great¬ 
est  possible  sensitivity  consistent  with  reliable  oper¬ 
ation.  1'he  switch  finally  adopted  is  shown  in  Fig¬ 
ure  22.  The  two  ferromagnetic  strips,  gold-tipped 
for  good  electric  contact,  are  sealed  in  a  hydrogen- 
filled  glass  tube.  The  application  of  a  magnetic  field 
equivalent  to  about  15  ampere-turns  along  the  axis 
of  the  tube  is  sufficient  to  magnet  i/e  the  strips  so 
that  their  free  ends  make  contact. 

A  number  of  sea  cells  which  would  furnish  the 
power  required  and  also  become  activated  quickly 
on  entry  of  salt  water  were  designed  and  tested.  The 
cell  finally  adopted  to  power  the  electromagnet  em¬ 
ployed  17  alternate  silver  and  magnesium  plates, 
with  phenol  fiber  separators.  The  cell  for  firing  the 
detonator  employed  only  3  plates.4 

Final  Mooli. 

Description.  A  cross-sectional  drawing  of  the  bal¬ 
anced-bridge  Itt/e  appears  in  Figure  23.  T  he  arm¬ 
ing  mechanism  is  housed  inside  the  Permalloy  tube 
which  lies  along  the  axis  of  the  projectile.  Between 
this  "collector  tube"  and  the  electromagnet  assem¬ 
bly  is  the  glass-sealed  magnetic  switch.  The  sea  cell 
is  mounted  next  to  the  coils  of  the  electromagnet  in 
the  nose  of  the  projectile.  Between  this  “collector 
tube"  and  the  electromagnet  assembly  is  the  glass- 
sealed  magnetic  switch.  T  he  sea  cell  is  mounted  next 
to  the  coils  of  the  electromagnet  in  the  nose  of  the 
projectile.  In  order  that  the  magnetic  llux  extend 
into  the  region  surrounding  the  projectile,  it  is 
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necessary  that  the  housing  be  of  nonmagnetic  ma¬ 
terial. 

Operation.  There  are  three  phases  to  the  opera¬ 
tion  of  the  balanced-bridge  magnetic  fn/e:  (I)  me¬ 
chanical  arming,  (2)  electric  arming,  and  (.'$)  mag¬ 
netic  firing. 

A  safely  wire  which  locks  the  arming  piston  in 
the  safe  position  is  withdrawn  when  the  safety  plug 
is  removed  at  the  time  when  the  depth  charge  is 
launched.  This  admits  water  to  the  sea  cell  and  also 
through  a  hole  in  the  electromagnet  to  the  arming 
piston.  As  the  pressure  increases,  the  piston  moves 
back  and  compresses  the  safety  spring.  At  a  depth 
of  about  3:>  It  the  detonator  engages  the  booster 
and  the  safety  switch  is  closed.  This  requires  about 
2  sec  with  overside  launching.  Electric  arming  is 
completed  when  the  cell  becomes  activated  and  en¬ 


ergizes  the  electromagnet.  This  is  well  under  way  in 
about  i/3  sec,  although  the  current  to  the  coils  con¬ 
tinues  to  rise  for  several  seconds. 

When  the  presence  of  a  target  distorts  the  mag¬ 
netic  field  sufficiently,  the  magnetic  switch  closes 
and  thereby  completes  the  circuit  to  the  detonator. 
Firing  of  the  detonator  explodes  the  booster  and 
hence  the  main  charge. 

It  should  be  noted  that  there  are  “dead'’  regions 
in  the  vicinity  of  the  nose  of  the  projectile  —  regions 
in  which  a  target  will  not  operate  the  magnetic 
switch.  This  is  because  the  distortion  which  actu¬ 
ates  the  switch  must  be  one  which  creates  a  differ¬ 
ence  between  the  magnetic  paths  from  the  collector 
tube  to  the  two  poles.  In  general,  if  the  direction 
of  the  target  (the  line  from  the  center  of  the  elec¬ 
tromagnet  to  the  target  and  perpendicular  thereto) 
lies  in  the  plane  which  is  at  right  angles  to  the  axis 
of  the  electromagnet,  the  switch  will  not  close.  Fig¬ 
ure  21  shows  the  range  within  which  the  mechanism 
does  function  for  various  orientations  of  the  projec¬ 
tile  with  respect  to  the  target.  To  increase  the  prob¬ 
ability  of  firing,  the  projectile  is  given  spin  as  it 
descends  through  the  water.  This  is  accomplished 
by  the  use  of  spiral  tail  fins. 

I,U9-2  Results 

Laboratory  tests  on  the  magnetic  bridge  mech¬ 
anism  and  on  the  other  components  of  (he  ftt/e 
demonstrated  that  reliable  field  performance  of  the 
final  model  might  be  expected.  However,  such  a 
result  was  not  realized.  The  sea  trials  of  the  mag¬ 
netic  bridge  ftt/e  showed  cptiic  conclusively  that 
the  mechanism  was  unreliable  and  also  unsafe  for 
use  by  surface  craft.  Furthermore,  the  fuze  would 
be  costly  and  complicated  to  manufacture.  Conse¬ 
quently,  further  development  was  discontinued. 

•°2o  CONCLUSIONS 

The  entire  fuze  program  for  the  last-sinking 
depth  charge  was  terminated  along  with  the  depth- 
charge  program  itself.  No  satisfactory  fuzes  were 
developed.  However,  it  is  believed  that  a  consid¬ 
erable  amount  of  design  art  evolved  and  this  should 
be  of  value  in  any  future  fuze  work. 
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Mark  53  Bomb  Rack 

The  Mark  53  bomb  rack  was  developed  by 
CUDWR-NLL  In  permit  launching  of  fast-sinking 
depth  charges  from  lighter-than-air  craft.  Its  design 
(1 )  provides  for  dispensing  projectiles  either  individ¬ 
ually  or  in  a  "stick"  barrage,  and  (2)  obviates  any 
necessity  for  protuberances  or  indentations  on  a  pro¬ 
jectile's  surface  which  might  impair  its  hydrodynamic 
performance.  A  utomatic  release  for  normal  operation 
and  manual  release  for  emergency  conditions  are 
available.  The  equipment,  weighing  about  95  lb,  in¬ 
dudes:  bomb  release  mechanism  and  support, arming 
and  forward  spacer  assembly,  aft  spacer,  release  spring 
assembly,  and  bomb  release  handle.  Sixteen  projec¬ 
tiles  constitute  a  full  load  for  the  rack;  eight  is  the 
maximum  number  that  can  be  dispensed  in  a  single 
“stick.’’ 


Fici'RK  25.  Lower  section  of  lx>nil>  rack. 


i02i  INTRODUCTION 

Though  fast-sinking  depth  charges  were  origin¬ 
ally  intended  to  be  launched  from  surface  craft,  it 
soon  appeared  desirable  to  launch  them  from 
lighter-than-air  craft  as  well.  Accordingly  it  became 
necessary  to  develop  a  special  rack  for  carrying  and 
automatically  dispensing  them. 

Fhe  requirements  established  for  the  rack  were 
(1)  that  it  be  suitable  for  “stick”  bombing,  (2)  that 
its  design  not  impose  the  necessity  of  any  protuber¬ 
ances  on,  or  indentations  in,  the  projectile  which 
might  disturb  its  hydrodynamic  characteristics,  and 
(.3)  that  it  carry  up  to  16  of  the  6-40  projectiles 
(6  in.  in  diameter,  49  in.  long,  40  lb  of  TNT)  to 
be  dispensed  either  individually  or  in  sticks.  This 
requirement  was  later  expanded  to  include  the  7-40 
projectile  (7  in.  in  diameter,  44  in.  long,  40  lb  of 
TNT). 

I0-’-  DEVELOPMENT 

Since  the  6-40  and  7-40  bombs  were  originally 
designed  for  launching  from  surface  craft,  air  flight 
tests  were  first  made  on  one-third  scale  models 
launched  from  a  K-type  ship.  The  projectiles  were 
found  to  have  satisfactory  air  flight  characteristics 
when  launched  horizontally  with  nose  forward. 

Design  of  a  suitable  rack  and  dispensing  mecha¬ 
nism  commenced  with  a  wood  mockup  model.  After 
testing  in  the  laboratory  this  rack  was  installed  in 
a  K-type  airship  for  further  tests.  These  indicated 
the  need  for  an  automatic  release  mechanism  to 
space  the  projectiles  more  uniformly  in  a  "stick" 


barrage.  The  final  model,  the  Mark  53  bomb  rack, 
incorporated  automatic  release  and  provision  for 
dispensing  either  the  6-40  or  the  7-40  bomb.  After 
further  tests,  manufacture  of  20  units  of  the  final 
design  was  undertaken  at  the  Naval  Gun  Factory, 
Washington,  D.  C. 

10.23  FINAL  DESIGN 

10.23.1  General  Description 

Figure  25  shows  how  two  rows  of  four  depth 
charges  each  are  mounted  in  the  Mark  53  bomb 
rack.  Two  additional  rows  of  projectiles  may  be 
supported  so  that  16  depth  charges  can  be  dispensed 
from  a  single  rack.  Each  projectile  is  supported  by 
a  cable,  one  end  of  which  can  be  released.  The 
two  layers  are  separated  by  a  pair  of  spacers;  one 
end  of  the  forward  spacer  appears  in  the  figure. 
These  spacers  swing  down  out  of  the  way  when  the 
lower  row  of  projectiles  has  been  released.  Spacers 
are  available  for  both  the  6-  and  the  7-in.  diameter 
depth  charges. 

w.23.2  Bomb  Release  Mechanism 

The  section  of  the  bomb  rack  shown  in  Figure  25 
is  supported  by  the  truss  framework  of  Figure  26. 
The  release  hooks  for  the  support  cables  and  their 
associated  trigger  mechanisms  are  mounted  in  the 
V-shaped  member  of  this  truss.  This  member  also 
houses  the  cable  take-up  units  for  the  fixed  ends 
of  the  support  cables.  The  release  mechanisms  are 
triggered  in  sequence  by  the  escapement  wheel  which 
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iii  turn  is  actuated  by  the  solenoid.  Electric  im¬ 
pulses  from  an  external  interval-timing  circuit  (the 
Navy  K-2  intervalonieter  powered  by  the  ship’s  bat¬ 
tery)  operate  the  solenoid  and  thus  determine  the 
pattern  of  the  barrage. 

Manual  control  of  bomb  releases  is  also  avail¬ 
able.  A  lever  installed  in  the  front  of  the  ship  can 
be  used  to  trip  the  escapement  mechanism  by  way 
of  an  interconnecting  cable. 


10.23.3 


Arming  Mechanism 


Arming  is  initiated  in  some  of  the  fast-sinking 
depth  charges  by  removing  a  small  plug  soldered 


into  the  fu/e  in  the  nose  of  the  projectile.  A  plug- 
removing  wrench  is  attached  to  each  of  these  plugs 
when  the  projectile  is  mounted  in  the  bomb  rack 
(see  Figure  25).  A  cable  connects  the  arm  of  each 
wrench  to  a  cam-ac  tuated  lever.  The  associated  cams 
and  cam  shaft  are  controlled  by  the  escapement 
mechanism  (see  Figure  20).  Timing  is  so  adjusted 
that  just  prior  to  the  release  of  a  particular  pro¬ 
jectile  the  arm  of  the  appropriate  wrench  is  jerked 
upwards.  This  action  tears  out  the  soldered  plug. 

Some  of  the  fast-sinking  depth  charges  require 
the  removal  of  an  arming  wire  to  effect  arming.  This 
is  readily  accomplished  by  connecting  the  loop  in 
the  arming  wire  to  the  arming  cable. 
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Depth-Charge  Intervalometer 

The  depth-charge  intervalometer  is  an  electronic¬ 
ally  operated  timing  mechanism  for  surface  craft  use 
in  releasing  depth  charges  and  firing  depth-charge 
projectors.  It  may  also  be  used  to  actuate  the  dis¬ 
charge  of  signals  for  manually  operated  depth-charge 
tracks  or  projectors.  The  instrument  automatically 
lays  a  complete  depth-charge  pattern  properly  ad¬ 
justed  for  the  range  rate,  which  is  manually  inserted 
in  the  intervalometer  up  to  the  time  of  firing.  The 
available  sizes  and  types  of  pattern  depend  upon  the 
kind  and  number  of  tracks  and  projectors  connected 
to  the  control  circuits.  These  circuits  are  governed  by 
a  multichannel  rotary  selector  switch  which  is  the 
essential  feature  of  the  intervalometer.  The  operation 
of  this  unit  is  controlled  by  the  action  of  a  gaseous  dis¬ 
charge  tube  associated  with  a  resistor-capacitor  cir¬ 
cuit,  whose  time  constant  is  controlled  by  the  inserted 
value  of  range  rate.  The  device  was  developed  by 
CIDUR-XLL. 


'°2<  INTRODUCTION 

The  use  of  closely  spaced  patterns  of  fast-sinking 
depth  charges  from  surface  craft  imposes  demands 
on  the  release  gear  not  likely  to  he  fulfilled  by  man¬ 
ual  operation.  Automatic  release  of  charges  from 
conventional  tracks  and  projectors  improves  the 
shape  of  the  pattern  and  the  probability  of  success 
in  the  attack.  As  existing  interval  timers  of  the  air¬ 
craft  type  were  not  suitable  for  surface  craft  use, 
the  electronic  timer  called  the  depth-charge  inter- 
valometci  was  developed. 

*»•“  DEVELOPMENT 

The  first  model  was  battery-operated  and  limited 
to  an  18-charge  pattern.  It  was  used  successfully  to 
demonstrate  the  accuracy  and  flexibility  of  an  inter- 
valoinetcr  for  laying  depth-charge  patterns.  Time 
of  release  was  determined  by  a  multiple-position 
rotary  switch  of  the  type  used  in  automatic  tele¬ 
phone  circuits  with  its  stepping  magnet  actuated 
by  a  pair  of  interlocked  relays,  l'hc  liming  pulse 
to  the  relays  was  provided  by  a  variable  resistor- 
capacitor  network  together  with  a  cold  cathode  dis¬ 
charge  tube. 

A  second  model  was  constructed  to  operate  on 
115  v  direct  current  which  eliminated  the  need 


Fich'rk  27.  Front  view  of  intervalometer. 


for  batteries.  It  provided  31  external  firing  circuits 
in  a  manner  similar  to  the  first  model. 

Since  d-c  regulation  aboard  ship  is  poor  and  since 
the  trend  in  new  ship  construction  is  toward  alter¬ 
nating  current,  it  was  decided  to  design  the  final 
model  for  a-c  operation.  Furthermore,  it  was  de¬ 
cided  to  base  the  timing  cycle  on  range  rate  instead 
of  ship’s  speed,  so  that  the  projectile  discharge  rate 
would  be  independent  of  own-ship's  motion. 


Fiw'hf  28.  Interior  view  of  intervalometer. 
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10  26  FINAL  DESIGN 

Views  of  the  final  model  of  the  depth-charge  in- 
tervalometer  are  shown  in  Figures  27  and  28.  The 
heart  of  the  unit  is  the  25-position  six-bank  rotary 
selector  switch  which  can  be  seen  in  Figure  28.  This 
switch  connects  the  electric  firing  circuits  to  the 
various  tracks  and  projectors  at  the  correct  time 
and  in  proper  sequence.  The  other  elements  con¬ 
trol  the  operation  of  the  selector  switch  and  pro¬ 
vide  certain  safety  features. 

Pushing  the  firing  button  causes  the  contact  arms 
of  the  selector  switch  to  move  at  once  to  the  first 
contact  and  then  advance  at  regular  intervals  to 
subsequent  contacts.  The  time  interval  between  con¬ 
tacts  is  determined  by  a  resistor-capacitor  combi¬ 
nation  in  conjunction  with  a  gaseous  discharge  tube. 
The  operator  selects  the  combination  appropriate 
to  the  range  rate  at  the  moment  so  that  the  result¬ 


ing  sparing  with  respect  to  the  submarine  is  10  yd 
for  side-track  launched  depth  charges  and  40  yd  lor 
those  launched  from  stern  tracks  and  from  pro¬ 
jectors. 

Other  switches  are  available  to  enable  the  oper¬ 
ator  to  select  the  bank  of  projectiles  to  be  dis¬ 
charged  and  the  number  of  charges  to  be  used  in 
a  particular  barrage. 

An  electric  circuit  drawing  of  the  intcrvalometer 
and  a  detailed  explanation  of  its  operation  may  be 
found  in  the  completion  report  on  the  device.5 

1027  CONCLUSION 

Two  units  of  the  depth-charge  intcrvalometer  were 
constructed  and  delivered  to  the  Bureau  of  Ord¬ 
nance.  One  of  these  was  installed  under  NDRC 
supervision  aboard  the  USS  Ashville  for  use  in  sea 
trials  under  the  direction  of  ASDcvLant. 


Hydrostatically  Detonated  Exploder 


The  hydrostatically  detonated  exploder  developed 
by  is  a  device  which  explodes  with 

hydrostatic  pressure  at  an  approximate  depth  of 
1,000  ft  about  61/2  mill  after  entering  the  water.  It 
comprises  a  cylinder  loaded  with  TXT.  a  hydrostati¬ 
cally  armed  and  fired  fuze,  a  sea-water  battery,  and  a 
tail.  It  can  be  launched  from  airships, aircraft  .surface 
vessels,  or  underwater  craft. 


INTRODUCTION 

In  connection  with  the  experimental  investiga¬ 
tions  of  the  Woods  Hole  Oceanographic  Institu¬ 
tion  in  long-distance  underwater  sound  transmis¬ 
sion,  a  need  arose  for  devices  to  generate  explosions 
at  depths  of  several  thousand  feet  beneath  the  sur¬ 
face  of  the  ocean.  The  hydrostatically  detonated 
exploder  [HDE]  described  below  is  the  first  design 
in  a  program  undertaken  to  develop  a  special  type 
of  ordnance  for  such  work. 

Satisfactory  performance  was  obtained  from  the 
first  group  of  15  HDE  test  units  constructed.  Ar¬ 
rangements  were  then  made  with  a  manufacturer 
for  the  construction  of  110  additional  units  to  be 
used  for  further  test  and  experimental  work  by  the 
Bureau  of  Ships  and  the  Bureau  of  Ordnance.  Fu- 


I  k.i  hi  29.  Hulrostaticallv  detonated  exploder. 

Hire  plans  for  the  laboratory  program  call  for  devel¬ 
opment  of  a  multiple-unit  type  of  exploder  with 
controllable  time  intervals  between  successive  ex¬ 
plosions. 

1029  DESCRIPTION  OF  DESIGN 

The  present  design  of  the  HDE  consists  of  a 
body,  fuze,  and  tail.  These  parts  arc  shown  in  the 
assembled  and  exploded  views  of  Figure  29.  The 
fuze  is  attached  to  the  body  of  the  exploder  by 
engaging  six  10/32-in.  socket-headed  Allen  screws. 
The  fact  that  the  fuze  is  detachable  facilitates  ship¬ 
ping  and  permits  insertion  of  the  booster  at  the  final 
point  of  assembly.  The  tail  section  is  fastened  to 
the  opposite  end  of  the  body  by  a  coarse-threaded 
plug  which  forms  a  part  of  the  tail  section.  The  en- 
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tire  unit,  when  assembled,  is  2\l/2  in.  long,  weighs 
approximately  121/2  lb,  and  withstands  pressures 
of  3,000  psi  without  damage. 

Body 

The  body  of  the  exploder  is  1 1 1/2  in.  long  and 
filled  with  4  lb  of  TNT.  One  end,  recessed  to  ac¬ 
commodate  the  booster  end  of  the  fuze,  also  incor¬ 
porates  a  watertight  cell  between  fuze  and  body. 
The  other  end  of  the  body  has  a  threaded  hole  to 
accommodate  the  tail  section  and  to  permit  load¬ 
ing  of  the  body  with  molten  explosive. 

Tail  Assembly 

The  tail  assembly  is  a  split-vein  construction  with 
a  spoiler  ring  on  its  upper  end.  This  assembly  is 
fastened  to  a  hexagon-shaped  plug  which  is  threaded 
into  the  filler  hole  of  the  exploder. 

Ft  zi: 

The  fuze  is  armed  and  fired  by  hydrostatic  pres¬ 
sure.  Removal  of  a  safety  wire  permits  operation 
of  the  arming  mechanism  when  external  pressure 
is  applied  to  a  copper  bellows.  This  bellows  is  at¬ 
tached  to  a  yoke  supported  by  two  helical  coil 
springs.  The  springs  are  brought  under  compres¬ 
sion  as  the  bellows  is  elongated  by  increasing  pres¬ 
sures.  Compression  of  the  two  springs  and  elonga¬ 
tion  of  the  bellows  require  approximately  1 ,000  psi 


to  permit  sufficient  motion  of  the  combination  to 
release  the  safety  shutter.  This  shutter  contains  the 
detonating  cap,  electric  closing  contact,  and  lock¬ 
ing  detent  for  the  armed  position.  The  travel  of 
the  shutter  is  approximately  i/o  in.  When  locked  in 
the  armed  position,  the  detonating  cap  is  in  line 
with  the  detonating  train. 

The  detonating  sequence  is  performed  at  a  pres¬ 
sure  of  approximately  2,000  psi  (±10  per  cent). 
This  pressure  shears  one  of  the  two  special  alloy 
diaphragms  which  are  placed  over  the  metering  ori¬ 
fices  entering  the  sea-cell  cavity.  Two  diaphragms 
and  two  separate  metering  orifices  are  used  to  in¬ 
sure  more  accurate  control  of  the  detonating  depth, 
since  any  damage  to  the  shearing  surface  of  a  meter¬ 
ing  orifice  increases  its  detonating  depth  an  appre¬ 
ciable  amount.  (Similar  applications  of  this  type  of 
diaphragm  and  metering  orifice  can  be  found  in  the 
safety  control  mechanisms  of  all  commercial  gas 
cylinders  and  fire  extinguishers.) 

Battery 

The  sea  water-activated  battery  is  sealed  in  a 
pressure-proof  chamber.  When  the  exploder  has 
reached  sufficient  depth,  hydrostatic  pressure  shears 
the  special  diaphragms  and  admits  water  to  the  sea- 
cell  cavity.  Thus  activated,  the  sea  cell  fires  the 
electric  cap  and  detonates  the  main  charge  of  the 
exploder. 
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Mark  V  Float  Light 


The  Mark  V  float  light  for  use  with  the  magnetic 
airborne  detector  is  a  cylindrical  projectile  which 
may  he  dropped  from  a  blimp  to  mark  suspected  tar¬ 
get  location.  Enclosed  in  the  body,  which  is  3  in.  in 
diameter  and  l'>  in.  long,  is  a  single  pyrotechnic  col¬ 
umn  which  has  a  burning  time  of  approximately  1 5 


min.  The  light  has  an  impact-type  firing  mechanism 
and,  while  burning,  floats  vertically  in  the  water,  tip¬ 
ping  as  the  flare  material  is  consumed,  but  remaining 
sufficiently  vertical  to  complete  the  burning  period. 
It  was  developed  by  the  Columbia  University  Divi¬ 
sion  of  I Var  Research  at  Xew  London. 


I'M. i  m  I.  Cross  si’dion  ol  Mark  V  lloal  li^lil  as  linalh  tk-sif>nc<l. 


INTRODUCTION 

KVKI.OPMKM  of  the  magnetic  airborne  detector 
[MAD]"  and  later  the  expendable  radio  sono 
buoy  [ERSB]1'  treated  a  need  by  the  Navy  for  two 
new  types  of  float  lights  to  supplement  the  Mark  IV 
then  in  service.  One  of  these  was  needed  for  use  with 
MAD  for  marking  the  location  of  a  suspected  target 
during  brief  tactical  maneuvers  of  the  searching  air¬ 
craft.  The  other,  required  for  ERSB,  was  for  use 
as  a  marker  during  the  buoy's  operating  life  of 
approximately  2  hours. 

The  Mark  IV7  was  being  used  with  MAD  at  the 
time  but  its  burning  time  was  not  sufficient  for  a 
blimp  to  circle  and  return  to  the  target  area  after 
dropping  a  flare.  However,  its  performance  in  other 
respects,  namely  launching,  flight,  ignition,  and  vis¬ 
ibility,  were  satisfactory.  There  was  no  float  light 
available  which  was  considered  usable  with  ERSB. 

As  a  result  of  these  requirements,  the  Mark  V 
and  Mark  VI  float  lights  were  developed  for  use 


»  Dcscrilxxl  in  Division  (i.  Volume  5. 

*>  Descril>ed  in  Division  (i,  Volume  H. 


with  MAD  and  ERSB  respectively.  To  facilitate 
presentation  of  the  material  in  this  report  each 
model  will  be  covered  separately.  This  section  de¬ 
scribes  the  Mark  V  light. 

1,2  DEVELOPMENT 

In  developing  the  first  Mark  V  float  lights,  the 
original  Mark  IV  was  employed  as  a  basic  design. 
The  3-in.  diameter  of  the  Mark  IV  was  retained; 
however  its  length  was  increased  from  13  to  19  in. 
to  accommodate  additional  flare  material  which  it 
was  believed  would  give  the  desired  15-min  burning 
time.  This  also  raised  the  weight  from  2  to  I  lb. 

I  he  first  Mark  V  lights  produced  a  large  per¬ 
centage  of  duds  due  to  inconsistent  ignition.  At  the 
time,  it  was  fell  that  this  wras  due  entirely  to  faulty 
ignition  mechanism  and  a  method  of  electric  igni¬ 
tion  was  designed.1  However,  later  experiments  in¬ 
dicated  that  poor  flight  characteristics  were  the  real 
source  of  the  trouble.  The  water-impact  type  of 
ignition  used  in  the  Mark  V  lights  depends  entirely 
upon  almost  head-on  contact  between  the  nose  of 
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the  light  and  the  water  surface,  so  that  water  at 
high-impact  pressure  can  enter  the  opening  in  the 
nose  and  drive  the  ignition  piston  against  the  prim¬ 
ing  cap.  As  the  original  Mark  V  was  striking  the 
water  at  all  angles,  it  was  impossible  to  expert  con¬ 
sistent  ignition. 

After  the  flight  characteristics  had  been  improved 
by  installing  a  Hat  nose  on  the  light  in  place  of  the 
original  pointed  ype,  more  tests  were  made  with 
the  impact-type  i.„  lition  and  satisfactory  results  were 
obtained  immediately.  Accordingly,  this  type  of  ig¬ 
nition  was  incorporated  in  the  final  design  which 
is  shown  in  Figure  1. 

l  ools  were  then  made  for  die-casting  the  flat  nose, 
and  a  production  run  of  Mark  V'  float  lights  for 
further  testing  was  supplied  by  a  commercial  manu¬ 
facturer.  l  lie  lights  were  tested  by  several  different 
groups,  ill  of  whom  arrived  at  similar  findings.  Per¬ 
formance  efficiency  was  approximately  85  per  cent, 
average  ignition  time  was  14  sec,  average  burning 
time  was  12  min,  and  the  flight  characteristics  were 
excellent. 

li  was  noticed  hi  these  tests  that  a  few  of  the 
lights  exploded  on  the  surface  of  the  water  after 


they  had  ignited.  This  and  the  fact  that  they  were 
floating  quite  low  in  the  water  was  discussed  with 
the  manufacturer,  who  analyzed  the  difficulty  and 
furnished  the  New  London  Laboratory  with  another 
test  quantity  which  had  been  modified  slightly  in 
internal  construction,  and  in  which  the  nose  weight 
had  been  decreased  slightly. 

»'3  RESULTS 

The  lights  thus  modified  were  tested  immediately 
with  the  following  results:  100  per  cent  successful 
ignition;  95  per  cent  successful  burning;  average 
ignition  time,  20  sec;  average  burning  time,  14.7 
min;  air  flight  excellent;  and  floating  position  sat¬ 
isfactory.  These  tests  were  made  from  a  plane  travel¬ 
ing  125  mph  at  altitudes  ranging  front  250  to  4,000 
ft. 

Evidence  produced  by  tests,  together  with  dem¬ 
onstrations  before  interested  naval  personnel,  re¬ 
sulted  in  Navy  acceptance  of  the  Mark  V.  Accept¬ 
ance,  however,  was  accompanied  with  a  request  that 
the  ignition  time  be  reduced  from  20  sec  ,  if  possible. 
It  has  since  been  cut  to  15  sec. 


Mark  VI  Float  Light 

Ulie  UfuAI’J  fhwt  togJW  Mwnmrf'iwff  tfiwmJretf  Jftwtf  wwlefi  ignited,  wwl  dtvuwgrtf  «•  (nww  rsmsmtTreef’t. 
light  used  to  mark  the  position  of  expendable  radio  The  Mark  IT  barns  for  40  to  tt)  min  but  otherwise  has 
sono  buoys.  Essentially,  it  is  a  group  of  Mark  F  float  the  same  burning  characteristics  as  the  Mark  V.  It  was 
lights  mounted  in  a  single,  square,  oblong  unit,  pull-  developed  by  the  CUDWR  at  Xew  London. 


Kiel  ki.  2.  Cio*s  section  of  Mark  VI  float  li^lit  as  finally  designed. 


"■*  DEVELOPMENT 

Since  the  Mark  V  was  the  only  float  light  in  pro¬ 
duction  with  acceptable  smoke  and  light  properties, 
it  was  employed  as  the  basic  design  unit  in  pro¬ 
ducing  the  Mark  VI.  In  the  initial  trials,  four  15- 
min  candles  such  as  are  used  in  the  Mark  V  were 


incorporated  in  both  dummy  and  live  wood  models 
which  were  suitable  for  launching  from  an  aircraft. 

These  models,  in  various  body  shapes  with  and 
without  tail  assemblies,  and  several  with  parachutes, 
were  given  extensive  static  dropping  tests  from 
New  London  Bridge  into  the  Thames  River.  These 
tests  resulted  in  the  further  developments  of  two 
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models,  one  a  square,  oblong  body  without  a  tail 
assembly,  the  other  a  round  body  with  a  tail  as¬ 
sembly  similar  to  that  of  the  Mark  V.  Although 
the  latter  model  had  somewhat  better  flight  char¬ 
acteristics,  it  was  decided  that  the  advantage  did 
not  justify  the  more  complicated  structure. 

A  subsequent  design,  supplied  by  a  commercial 
manufacturer,  consisted  of  a  square  oblong  wood 
body  built  up  of  three  thicknesses,  with  suitable 
holes  for  the  four  candles  and  a  metal  nose  for 
the  impact  ignitors.  Tests  of  these  units  showed 
burning  periods  up  to  06  min  but  indicated  that 
the  unit  was  subject  to  “crossover”  trouble,  i.e.,  the 
candle  which  was  burning  ignited  an  adjacent  one 
prematurely  through  the  glued  joint  between  the 
wood  sections  of  the  body. 

The  design  was  modified  to  incorporate  four  wood 
sections  glued  together  with  a  candle  hole  drilled 
in  each.  Tests  of  samples  of  this  design  showed 
that  the  crossover  difficulty  had  been  remedied  but 
that  some  failures  resulted  because  of  inadequate 
sealing  of  the  nose  to  the  Ixxly.  Another  fault  was 
the  failure  in  transfer  of  ignition  from  the  starter 
mixture  to  the  pellet  at  the  top  of  each  candle. 
These  difficulties  were  remedied  in  subsequent  units. 

In  all  the  original  Mark  VI  float  lights,  impact 
ignitors  were  used  to  fire  the  fuze  to  the  first  candle. 
The  four  candles  have  interconnecting  fuzes  at  the 
nose  end  of  the  body.  Upon  ignition  the  internal 
pressure  in  the  candle  chamber  expels  a  perforated 
metal  cap  which  is  held  in  place  by  wax  at  the  tail 
end  of  the  bexly.  The  flame  of  the  burning  candle 
melts  the  wax  holding  the  metal  caps  of  the  re¬ 
maining  candles  which  are  burned  successively. 
Tests  with  the  marker  thus  equipped  indicated  that 
under  normal  floating  conditions  water  was  apt  to 
dislodge  these  caps,  enter  the  chamber,  and  impair 
operation  of  the  light.  It  was  found  that  a  piece 
of  adhesive  tape  somewhat  larger  than  the  metal 
cap  and  placed  over  the  cap  held  it  in  position  and 
prevented  access  of  water  to  the  unburned  candles. 

Further  laboratory  tests  of  the  light,  thus  altered, 
led  to  the  belief  that  the  ,\Uik  VI  would  give  sat¬ 
isfaction  under  normal  conditions  of  usage. 

«'5  PULLMATCH  IGNITION  FOR 
THE  MARK  VI 

However,  when  quantities  of  the  Mark  VI  lights 
began  to  reach  various  operating  units  of  the  Atlan¬ 


tic  Fleet,  they  were  used  for  various  purposes  in 
addition  to  the  one  for  which  they  were  originally 
designed,  and  were  launched  from  many  types  of 
air  and  surface  craft.  Launching  speeds  and  heights 
varied  widely  and,  since  the  light  depended  for 
ignition  upon  hitting  the  water  nose  first,  a  large 
percentage  of  them  failed  to  function. 

To  correct  this  situation,  a  pull-match  type  of 
ignition2  was  tested  and  adapted  to  the  Mark  VI 
float  light  by  the  New  London  Laboratory. 

Design 

In  the  Mark  VI  thus  converted,  two  standard 
Ensign  Bickford  pull  matches  are  used  to  ignite  the 
fuze  to  the  first  candle  as  shown  in  Figure  2.  The 
metal  nose  cap  containing  the  impact-fired  caps  is 
replaced  by  a  blank  nose  cap  which  is  made  water¬ 
tight  with  hot  pitch  and  fastened  to  the  body  of  the 
light  with  four  small  nails.  This  precludes  any  pos¬ 
sibility  of  water  leaking  in  at  the  bottom.  A  hole 
is  drilled  through  the  full  length  of  the  body  at  the 
center  to  accommodate  the  pull  matches  and  pull 
wires.  Into  the  top  of  this  hole  is  fitted  a  plug  hav¬ 
ing  two  openings  just  large  enough  to  allow  the 
pull  wires  to  pass  through.  Pull  rings  are  fastened 
to  the  wires  and  left  in  position  to  be  readily  avail¬ 
able  during  launching  operations.  These  rings  are 
covered  with  tape  to  prevent  accidental  ignition 
during  handling  anti  shipping.  Burning  character¬ 
istics  duplicate  those  of  the  Mark  VI  with  impact 
ignition. 

Launching 

When  launching  Mark  VI  float  lights  from  air¬ 
craft,  the  adhesive  tape  over  the  pull  rings  is  re¬ 
moved  and  the  rings  are  attached  to  one  end  of  a 
light  static  line.  The  other  end  of  the  static  line  is 
fastened  to  some  secure  point  inside  the  aircraft. 
The  line  must  be  of  sufficient  length  to  permit  the 
light  to  clear  the  ship  before  the  rings  are  pulled. 

To  launch  a  Mark  VI  light  from  surface  craft 
it  is  necessary  only  to  pull  the  rings  manually  and 
throw  the  light  overside.  This  method  also  may  be 
used  in  aircraft  where  extreme  haste  is  required. 

Conclusion 

Pull-match  ignition  has  proven  applicable  to  the 
Mark  VI  float  light  because  its  operation  is  not 
aflected  by  the  altitude  and  speed  of  aircraft,  the 
position  of  launching,  the  stability  of  air  flight,  or 
the  angle  of  entry  into  the  water.  The  same  unit 


CONFIDENTIAL 


PNEUMATIC  PROJECTORS 


219 


can  be  used  successfully  from  surface  craft  as  well 
as  from  aircraft. 

11.6  MODIFIED  MARK  VI  FLOAT  LIGHT 

Although  the  square,  pull-match  type  Mark  VI 
gave  acceptable  performance,  efforts  were  made  later 
toward  design  of  a  float  light  with  a  round  body, 
capable  of  being  projected  from  launching  tubes  in 
naval  aircraft.8  Specific  requirements  also  called  for 
longer  burning  time  and  less  weight.  Development 
consisted  largely  of  modifying  the  square  Mark  VI 
so  that  it  would  conform  to  these  requirements. 

Although  results  of  first  tests  were  satisfactory  so 
far  as  launching  and  initial  ignition  were  concerned, 
the  average  burning  time  was  not  up  to  expecta¬ 


tions.  The  flare  was  so  limited  in  size  by  having 
to  fit  inside  a  standard  launching  tube  that  the  in¬ 
tense  heat  generated  by  the  first  and  second  pyro¬ 
technic  columns  could  not  be  dissipated  readily. 
This  resulted  in  pre-ignition  of  the  third  and  fourth 
columns.  All  attempts  to  insulate  the  columns  from 
each  other  met  with  failure.  However,  the  situa¬ 
tion  was  corrected  by  changing  to  a  starting  com¬ 
pound  having  a  higher  ignition  temperature. 

Although  indications  during  development  pointed 
to  achievement  of  the  specified  requirements,  work 
was  not  completed  by  the  laboratory  because  of  a 
decision  of  the  Navy  to  eliminate  launching  tubes 
in  naval  aircraft,  thus  removing  any  need  for  the 
modified  Mark  VI  float  light. 


Pneumatic  Projectors 


The  pneumatic  projectors  are  devices  designed  to 
fire  lloat  lights  from  blimps  and  from  airplanes  by 
means  of  the  release  of  com  pressed  air.  Each  type  of 
projector  consists  of  a  pressure  regulating  system,  a 
charge  I'alve  and  chamber,  and  a  firing  trigger  which 
releases  the  air.  The  projectors  may  be  azimuth- 
trained  about  the  gun  pivot  bolt,  liotli  projechns 
were  developed  by  Cl'DIVH-XLl.. 


Fiwrk  3.  Cross  section  of  pneumatic  projector  for  the 
Mark  V  float  light  (lot  use  on  blimps). 


i'7  INTRODUCTION 

During  one  phase  of  antisubmarine  activity,  de¬ 
sire  was  expressed  by  the  Navy  for  a  means  of  achiev¬ 
ing  vertical  descent  for  lloat  lights  to  mark  as  nearly 
as  possible  the  exact  point  of  maximum  indication 
on  the  magnetic  airborne  detector  [MAD].  This  end 
was  met  with  the  development  of  two  types  of  pneu¬ 
matic  launching  tubes  for  use  with  lighter-than- 
air  craft  and  heavier-than-air  craft  respectively. 
Although  launching  tubes  were  finally  removed 
from  naval  aircraft,  they  are  reported  to  have  given 
valued  assistance  in  the  field  prior  to  their  elimi¬ 
nation. 

Both  types  developed  by  the  laboratory  were 
capable  of  ejecting  Mark  V  float  lights  at  relative 
velocities  equal  to,  and  opposite  in  direction  to,  the 
velocity  of  the  launching  craft.  In  this  manner  rea¬ 
sonably  vertical  Bight  was  achieved  by  canceling 
the  forward  velocity  of  the  lights  relative  to  the 
water,  thus  making  possible  their  initial  water  con¬ 
tact  at  the  point  indicated  by  the  MAD  response. 


"•»  DEVELOPMENT 

In  designing  pneumatic  launching  tubes  for  float 
lights,  the  basic  problem  faced  was  that  of  over¬ 
coming  and  canceling  out  variable  projectile  veloci¬ 
ties  ranging  as  high  as  8ft  mph  with  blimps  and  230 
tttph  with  airplanes.  Even  though  fulfilment  of  these 
specifications  would  theoretically  make  possible  a 
practically  vertical  drop,  other  limitations  interfere 
with  complete  nullification  of  the  velocity  and  mo¬ 
tion  of  the  launching  craft.  Rolling,  pitching,  and 
yawing  of  the  craft  caused  by  wind  at  the  moment 
of  firing  affect  accuracy  of  placement  to  a  much 
greater  extent  than  any  of  the  other  limitations, 
rite  operator's  skill  in  aiming  so  as  to  compensate 
for  the  motion  of  the  craft  is  another  variable  fac¬ 
tor.  Similarly,  the  experience  of  the  MAD  operator 
in  anticipating  the  duration  and  strength  of  the 
signal  before  firing  the  projector  limits  the  degree 
of  success  in  placement. 

Launching  Devices.  The  first  projector  tlesigned 
for  use  with  the  Mark  V  float  light,  a  spring-oper- 
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Fk.I'RI  I.  Sdicmutu  (li.i^iain  of  pneumatic  projector  assembly  for  blimps. 


ated  gun,  proved  dangerous  to  handle  and  too  low- 
powered  for  speeds  above  40  mph.  These  and  other 
mechanical  design  problems  involved  suggested  the 
alternative  investigation  of  a  pneumatic-type  pro¬ 
jector.  Carbon  dioxide,  nitrogen  and  air,  and  com¬ 
pressed  air  were  tried  as  propellants,  the  latter  being 
found  most  satisfactory.  Initial  calibration  of  the 
speed  indicator  was  made  by  firing  projectiles  from 
the  projector  mounted  on  the  ground,  with  the  re¬ 
sult  that  the  projectile  was  affected  by  air  resistance. 
In  actual  use  the  projectile  velocity  at  a  given 
charge-chamber  pressure  is  higher,  because  not  only 
is  there  no  tlecrease  in  projectile  velocity  due  to 
air  resistance,  but  there  is  an  increase  due  to  the 
slip  stream  of  the  ship.  Calibration  of  the  equip¬ 
ment  could  be  corrected,  it  was  believed,  under 
conditions  of  actual  use.  To  reduce  placement  er¬ 
rors  due  to  wind  effect  on  the  initial  stage  of  flight 
of  a  free-falling  projectile,  provision  was  made  for 
a  20-degrec  declination  of  the  gun.  Remote  firing 
control  was  also  installed  to  enable  the  MAD  opera¬ 
tor  to  fire  the  gun  at  the  exact  moment  of  maximum 
MAD  detection. 

Design  for  Blimps.  The  final  design  of  the  pneu¬ 
matic  flare  gun  for  blimps4  is  shown  in  cross  section 
in  Figure  3.  Figure  4  is  a  schematic  diagram  of  the 
complete  assembly.  Rotation  of  the  projector  and 
its  mounting  plate  about  the  gun  pivot  bolt  pro¬ 
vides  azimuth  training.  A  spring-loaded  ball  sys¬ 


tem  holds  the  float  light  in  position  until  it  is  fired. 
The  pressure  regulator  is  adjusted  until  the  speed 
indicator  needle  points  to  the  figure  equal  to  the 
ship’s  ground  speetl,  thus  insuring  that  the  pressure 
is  sufficient  to  impart  to  the  flare  an  initial  velocity 
equal  to  that  speed.  The  charge  valve  when  opened 
admits  air  at  the  proper  pressure  to  the  charge  cham¬ 
ber.  Then,  when  the  firing  trigger  is  depressed,  air 
is  admitted  into  a  large-diameter,  small-volume  fir¬ 
ing  chamber.  The  firing  chamber  actuates  a  poppet 
valve  in  the  charging  chamber  to  release  the  air, 
which  expels  the  flare.  If  the  air  supply  tank  is  filled 
with  dry  air  at  a  maximum  allowable  pressure  of 
2,000  psi,  about  25  projectiles  can  be  discharged  at 
45  mph. 

Design  for  Airplanes.  The  design  of  the  pneu¬ 
matic  projector  for  use  by  heavier-than-air  craft® 
is  similar  to  that  of  the  flare  gun  for  blimps,  except 
that  the  greater  energy  called  for  necessitates  an 
increase  in  length  of  barrel,  volume  of  charge  cham¬ 
ber,  air  pressure,  and  capacity  of  recoil  mechanism. 
Preliminary  experiments  were  largely  concerned 
with  the  problem  of  obtaining  a  satisfactory  air  seal 
between  the  barrel  wall  and  the  float  lighi  at  the 
time  when  the  air  propulsion  charge  is  released. 
Several  materials  were  tried  for  air  sealing.  The  best 
combination  found  was  a  ]/2-in.  thickness  of  Celo- 
tex  and  a  14-in.  thickness  of  plywood,  placed  with 
the  plywood  against  the  nose  of  the  float  light,  which 
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faces  aft  when  loaded  in  the  gun.  When  a  solid  air 
seal  is  used  with  an  impact  ignition  device,  the 
float  light  ignites  in  the  usual  manner  upon  impact 
with  the  water  surface.  Another  type  of  air  seal, 
which  has  a  ]/2-in.  diameter  hole  in  the  center,  is 
used  to  cause  ignition  within  the  gun  barrel.  In  this 
case,  air  upon  sudden  release  from  the  charge  cham¬ 
ber  is  forced  through  the  hole  immediately  before 
the  float  light  is  discharged,  and  operates  the  igni¬ 
tion  device. 

In  preliminary  tests  it  was  found  necessary  when 
operating  at  altitudes  of  50  to  75  ft  to  ignite  the 
float  light  inside  the  gun,  because  these  altitudes 
did  not  allow  time  for  it  to  reach  a  velocity  high 
enough  to  set  off  the  impact  ignition  device  when  it 
hit  the  water.  Igniting  the  float  light  inside  the 
gun  possesses  the  added  advantage  of  eliminating 
the  falling  time  delay  in  starting  the  float  light  fuze. 

The  flare  gun  assembly  for  airplanes  operates  in 
a  similar  way  to  the  blimp  flare  gun.  When  the 
tank  is  filled  with  dry  air  at  a  maximum  allowable 
pressure  of  1,800  psi,  about  38  float  lights  can  be 
discharged  at  ground  speeds  of  150  mph,  or  2-4  at 
200  mph. 

"9  PERFORMANCE  AND  CONCLUSIONS 

In  the  case  of  the  pneumatic  projectors  developed 
for  discharging  Mark  V  lloat  lights  from  blimps  and 
airplanes,  only  approximately  satisfactory  results 
have  been  obtained.  Extreme  placement  accuracy 
can  be  obtained  principally  by  a  greater  degree  of 
control  of  the  overall  motion  of  the  ship.  An  addi¬ 
tional  degree  of  accuracy  may  be  achieved  by  a 
more  accurate  calibration  of  the  speed  indicator 
under  conditions  of  actual  use  and  by  more  experi¬ 
ence  on  the  part  of  personnel  in  the  operation  of 
both  the  flare  gun  and  the  MAI)  equipment. 

Underwater  Flares  for  Antisubmarine 
Operations 

The  underwater  flares  for  nighttime  antisubmarine 
operations  may  be  launched  from  aircraft  or  surface 
craft  to  burn  under  water  for  2 \/2  min,  thus  silhouet¬ 
ting  enemy  submarines  submerged  in  shallow  water. 
The  flares  comprise  essentially  an  ignitor  and  a  flare 
mixture  encased  in  a  water-resistant  material.  Dexiel- 
opment  work  was  carried  out  by  CUDWR-NLL, 
UCDIVR,  and  NDRC  at  Wesleyan  University. 


I'K.i'Ki  !>.  I'mlmvaltT  Halt. 
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ii.io  INTRODUCTION 

During  a  period  when  enemy  submarines  were 
operating  of!  the  Atlantic  Coast  of  the  United  States, 
the  development  of  underwater  flares  was  under¬ 
taken  as  an  aid  to  the  detection  of  submarines  at 
night.  I  hus,  in  relatively  shallow  coastal  waters, 
the  submarine  might  be  located  by  its  silhouette. 
Later,  when  enemy  submarines  had  withdrawn  to 
deep  waters  where  underwater  Hares  would  have 
been  useless,  the  project  was  discontinued.  The 
work  had  progressed  far  enough,  however,  to  indi¬ 
cate  that  the  Hare  composition  developed  was  sat¬ 
isfactory  for  the  specified  application  anti  that  the 
proposed  mechanical  design  was  operable.  Slight 
modification  in  the  mechanical  design  might  be 
found  desirable  during  final  testing. 

PRELIMINARY  INVESTIGATION 

Commercial  and  Aircraft  Parachute  Flares 

In  the  first  experiments,  tests  were  made  on  small 
commercial  movie  Hares  having  a  burning  time  in 
ait  of  1  min  and  on  large  aircraft  parachute  Hares 
with  a  burning  lime  in  air  of  3  min.  Both  types 
burned  irregularly  under  water,  with  a  flickering 
light,  f  he  light  intensity  and  burning  time  de¬ 
creased  markedly  at  the  lower  depths.6 

B-l  Star  Shell  Flares 

Flares  made  up  by  the  Bureau  of  Ordnance  with 
B-l  star  shell  formula  were  given  preliminary  tests. 
Some  were  clamped  in  frames  which  were  supported 
at  predetermined  depths  by  floats,  so  that  the  light 
intensity  of  the  Hares  could  be  observed  at  different 
depths.  A  horizontal  “flag"  simulating  a  submarine 
was  lowed  at  various  depths  over  the  area  illumi¬ 
nated  by  the  flares.  Its  silhouette  was  visible  from 
immediately  above  and  out  to  angles  of  55  degrees 
from  the  vertical  and  from  altitudes  varying  be¬ 
tween  *100  and  700  ft.  Clearest  silhouettes  were  ob¬ 
tained  when  the  Hag  was  near  the  surface,  but  even 
with  the  Hag  at  a  depth  of  HO  ft  and  the  flare  at 
90  ft,  the  silhouette  was  visible.7  However,  the  fact 
that  half  the  flares  failed  to  ignite  or  to  burn  under¬ 
water  satisfactorily  indicated  the  need  for  a  better 
ignition  device  and  an  improved  flare  mixture. 

Capacity-Tyre  Ignitors 

Lite  capacity  ignitors  with  which  experiments 
were  performed8  were  of  two  different  types:  one 


CHARGIN0 
POTENTIAL 
135  VOLTS 


Fk.i'RK  (>.  Schematic  (liaRiam  of  impact-type  capacity 
ignitor  for  iimlenvatcT  Hare. 


which  fires  upon  impact,  and  the  other  which  fires 
after  a  definite  time  interval  following  release. 

lhe  mechanism  of  the  impact-type  capacity  ig¬ 
nitor,  shown  schematically  in  Figure  H,  consists  of 
a  main  capacitor  C-l,  a  firing  capacitor  C-2,  a  re¬ 
sistor  R-l,  a  charging  jack  J-l,  an  inertia  switch  S-l, 
and  a  safety  jack  switch  S-2,  modified  so  that  the 
plunger  can  be  completely  withdrawn.  A  135-v  po¬ 
tential  is  applied  to  C-l  through  J-l  shortly  before 
the  Hare  is  dropped.  As  the  Hare  is  released,  it  pulls 
the  plunger  of  S-2  and  the  charging  leads  by  means 
of  its  own  weight.  Switch  S-2  then  operates  to  open 
contacts  A  and  B,  and  C  and  l),  and  to  close  con¬ 
tacts  B  and  C.  This  allows  C-2  to  become  charged 
through  B  and  C  from  C-l,  R-l  providing  a  “sale 
time”  of  about  2  sec  before  the  potential  is  built 
up  sufficiently  to  fire  the  squib.  As  the  Hare  hits  the 
water,  S-l  operates,  and  the  squib  is  fired  by  dis¬ 
charge  of  the  firing  capacitor. 

Other  designs  evolved  and  tested  were  a  lanyard- 
pulled,  multiple-friction  ignitor  and  a  time-delay 
type  of  capacity  ignitor  (Figure  7),  which  was  essen¬ 
tially  the  same  as  the  contact  type  except  that  the 
inertia  switch  is  replaced  by  a  neon  lamp  serving 
as  a  potential  relay.  In  trials  of  Baldwin  B-l  flares 
with  capacity  ignitors,  only  66  per  cent  successful 
ignition  was  achieved.  It  was  believed  that  rela¬ 
tively  high  humidity  conditions  might  have  affected 
the  primer  elements  to  such  an  extent  that  they 
would  not  burn  after  ignition  of  the  fuze.  Tests  of 
Baldwin  B-l  flares  with  lanyard  pull  ignitors  gave 
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CHARSIN6  POTENTIAL 
155  VOLTS 


NOTE: 

CHANQINO  PLUS  WHEN  INSERTEO  IN 
J-l  ACTS  AS  SAPTY  PIN  ALSO 


Fii.i  ki  7.  Sihcmutir  (liaRinm  of  limi'-cli'las  t\|>c  c.ipadn 
ii’iiiior  for  umliTuntci  Hare. 

consistently  successful  ignition,  but  the  flares  were 
all  extinguished  shortly  after  they  submerged,  sug¬ 
gesting  some  fault  in  the  flare  material. 

FLARE  DEVELOPMENT  AT 
WESLEYAN  UNIVERSITY 

Fi.ark.  Mixtures 

The  Wesleyan  group,  after  testing  1)3  flare  mix¬ 
tures,  developed  a  combination  known  as  the  Wes¬ 
leyan  No.  -17  mixture.1'-1"  The  reliability  and  rela¬ 
tive  effec  tiveness  of  the  B-l  star  shell  mixture  and  the 
Wesleyan  mixture  were  investigated  exhaustively. 
It  was  found  that  the  II- 1  flare  must  burn  at  least 
If)  sec  in  air  before  it  can  be  successfully  submerged. 
Otherwise  it  is  extinguished  in  water,  based  on  an 
average  of  20  flares  the  b-l  apparently  produced 
about  (if), 000  cp  when  submerged.  The  Wesleyan 
No.  17  flare  is  rated  at  only  (>0,000  cp  in  water,  but 
it  can  be  submerged  with  little  or  no  likelihood  of 
failure  as  soon  as  it  is  ignited. 

Two  formulas  of  the  No.  47  mixture  are  given: 

I 


Magnesium  (200  mesh)  16% 

Aluminum  (100  mesh  or  finer;  paint  flake 

or  scrap)  12% 

barium  sulfate  (USP  “For  X-ray  diag¬ 
nosis”)  40% 

barium  nitrate  (CP;  ground  to  200  mesh; 
dried  at  1 10  C  before  use)  31% 


Manganese  dioxide  (native  pyrolusite 


ground  to  200  mesh)  1% 

II 

Magnesium-aluminum  alloy  (50%  each 

metal;  ground  to  200  mesh)  27% 

barium  sulfate  (specifications  as  above)  40% 
barium  nitrate  (specifications  as  above)  32% 


Manganese  dioxide  (specifications  as  above)  1% 

The  No.  47  formula  has  the  advantages  of  safety 
from  accidental  ignition,  positive  ignition  by  primer, 
great  water  resistance,  and  slow,  sure  burning  when 
submerged.  Although  its  light  output  is  somewhat 
lower  than  that  of  the  b-l  mixture,  its  efficiency  in 
water  is  high.  It  does  not  seem  to  deteriorate  with  age 
and  is  not  quenched  in  water  when  the  flare  mass  is 
cold  (lowest  temperature  tested  — 10  C). 

A  disadvantage  of  the  No.  47  mixture,  on  the 
other  hand,  is  its  tendency  to  form  a  solid  ash  cake, 
which  interferes  with  smooth  burning  in  water.  This 
fault  may  be  mitigated  to  some  extent  by  a  suitable 
type  of  flare  casing.  A  casing  which  disintegrates 
completely  as  the  flare  burns  offers  no  protection 
to  the  ash  cake,  which  consequently  is  dissipated 
as  soon  as  it  is  formed. 

Priming  Compositions 

From  previous  experience  with  the  use  of  mag¬ 
nesium-sodium  nitrate  mixtures  as  flash  powders, 
the  Wesleyan  group  believed  that  such  mixtures,  if 
slowed  by  a  binder,  might  be  effective  primers  with 
match  ignition.  They  therefore  prepared  and  tested 
the  following  mixture: 

Magnesium  (200  mesh)  38% 

Sodium  nitrate  (CP  200  mesh  dried)  57% 
boiled  linseed  oil  5% 

Such  a  mixture  packed  to  6,000  psi  burns  at  ap¬ 
proximately  0.2  in.  per  second,  and  hence  if  a  %-in. 
cake  can  be  used,  it  will  burn  well  within  the  set 
time  limit  (the  flare  mass  to  be  ignited  2.7  sec  after 
firing).  It  was  thought  advisable  to  use  a  first  and 
second  fire  primer,  the  first  fire  mixture  to  be 
"spiked”  with  meal  powder  to  insure  match  igni¬ 
tion,  and  the  second  to  produce  a  hotter  fire  to 
ignite  the  Hare  cake.  The  above  mixture  was  there¬ 
fore  used  as  second  fire  and  was  mixed  with  meal 
powder  to  form  the  first  fire,  as  follows: 

Meal  powder  25% 

Second  fire  75% 
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The  Problem  of  Aging 

With  the  use  of  heavy  paperboard  cases  and  high 
packing  pressures,  it  was  found  that  the  oil-hound 
flare  cakes  remain  rather  soft  for  a  month  or  two. 
With  fairly  porous  cases  and  light  packing,  hard¬ 
ening  is  much  more  rapid.  As  a  result  of  tests  made 
on  samples  aged  for  1  month,  it  was  concluded  that 
age  does  not  produce  any  significant  change  in  burn¬ 
ing  speed  or  efficiency  of  the  No.  47  composition, 
and  hence  fresh  flares  can  be  used  for  test  purposes 
with  the  expectation  of  valid  results.  Mechanical 
strength  varies  greatly  with  age,  however,  and  tac¬ 
tical  tests  retpiire  aged  and  hardened  flare  masses. 

11.13  PERFORMANCE  and  conclusions 

Sea  tests  of  the  underwater  flares  designed  by  the 
New  London  Laboratory  indicated  that  the  mechan¬ 
ical!  ikwign  ywerf'tnwd  and  that  clcv- 

tric  ignition  of  the  impact  or  time-delay  type, 

Navigational  Marker  Buoy 

The  mwigational  marker  buoy  [A'.U/f]  was  an  ex¬ 
perimental  beacon  for  night  operation  off  enemy 
shorelines.  After  being  launched  from  an  airplane, 
the  unit  urns  to  submerge,  descend  to  the  ocean  bot¬ 
tom,  remain  anchored  until  the  predetermined  time 
for  action,  then  rise  to  the  surface  and  display  its 
signal  light  to  offshore  observers.  Through  proper 
shielding  and  automatic  orientation ,  the  light  was  to 
be  concealed  from  enemy  sentinels  inshore.  The  latest 
version  of  the  A ’MB  had  a  large,  cylindrical  main  sec¬ 
tion  resembling  a  standard  300-lb  aerial  bomb.  At¬ 
tached  to  the  lower  end  of  this  main  section  teas  a 
short,  heavy,  detachable  anchor  cap.  An  extensible 
supporting  mast  in  the  main  section  was  designed  to 
erect  the  beacon  light  several  feet  above  the  surface  of 
the  sea  during  the  period  of  operation.  Located  with¬ 
in  'lie  main  section  were(l)a  pressure-actuated  switch, 
to  provide  for  detachment  of  the  anchor  cap  upon 
submergence  of  the  buoy,  (2)  a  clock-operated  timing 
mechanism,  to  provide  for  surfacing  and  illumination 
at  the  proper  time,  and  (3)  the  necessaiy  batteries  to 
pnnnde  power  for  the  light  and  detonating  currents 
for  two  blasting  caps  used  during  anchoring  and  sur¬ 
facing  operations.  Experiments  on  the  NMB  were 
conducted  by  the  Armour  Research  Foundation. 


or  lanyard-pulled  multiple-friction-match  ignition 
served  to  ignite  the  flare.  Burning  of  the  B-i  Hare 
mixture  used  was  unsatisfactory,  however. 

Laboratory  and  quarry  tests  conducted  by  the 
Wesleyan  group  indicated  that  the  Wesleyan  No. 
17  flare  mixture,  used  with  the  Wesleyan  primer 
cake,  burns  well  under  water  for  the  required  min¬ 
imum  2 14  min.  These  materials,  however,  were 
never  incorporated  in  a  mechanical  design  for  tac¬ 
tical  use  and  tested  operationally. 

As  a  recommendation  in  the  event  of  further 
work,  the  Wesleyan  group  advises  the  use  of  a  de¬ 
structible  casing  to  insure  steady  burning  of  the 
Hare,  e.g.,  a  light  canvas  casing  coated  with  water- 
and  air-impervious  lacquer.  For  flight  stability,  un¬ 
coated  canvas  Haps  may  be  allowed  to  hang  from 
the  trailing  end  of  the  flare.  To  give  strength  to 
the  flare  body,  a  central  paperboard  tube  is  also 
recommended.  With  the  impact  type  of  ignition,  the 
Cww  Ihtw  i'gtmcT  t-w  primer  wtitM  IbUvm  the  t  haw 
nel  in  this  central  lube. 


I'k. I  k i-  X.  Completed  buoy.  II.  (Hit  with  mast  raised. 
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”•14  INTRODUCTION 

In  November  1943,  it  appeared  evident  that  there 
wot.  Id  be  a  need  for  a  marker  buoy  which  could  be 
established  on  an  enemy  coast  line  to  give  a  visible, 
offshore,  nighttime  signal  without  disclosing  its  pres¬ 
ence  to  inshore  observers.  Since  existing  equipment 
could  not  fill  this  need,  the  navigational  marker 
buoy  [NMD]  was  designed  and  several  experimental 
models  were  constructed. 

In  its  final  form,  as  shown  in  Figure  8,  the  NMB 
was  a  bomb-shaped,  airplane-launched  buoy,  de¬ 
signed  to  emit  a  unidirectional  light  beam  with  any 
desired  orientation  over  a  predetermined  time  in¬ 
terval.  Its  major  components  were  a  light-orienting 
unit  supported  on  a  collapsible  mast,  a  large,  cyl¬ 
indrical,  buoyant  section  containing  the  timing 
mechanism  and  batteries,  and  a  small,  detachable 
nose  section  utilized  as  an  anchor  after  the  buoy’s 
entry  into  the  water. 

The  intended  operating  sequence  was  as  follows: 
the  stabilizing  fins,  which  guide  the  buoy’s  aerial 
(light,  were  discarded  as  the  buoy  submerged.  Simul¬ 
taneously,  the  extending  mast  raised  the  light-orient¬ 
ing  unit  above  the  main  section  of  the  buoy,  while 


Figure  9.  Buoy  heeling  in  calm  sea,  light  on. 


the  detachable  anchor  fell  away  beneath  it.  After 
being  moored  near  the  ocean  bottom  until  the  time 
selected,  the  buoyant  section  rose  to  the  surface  and 
the  light  beam  came  into  action  (see  Figure  9).  A 
compass-controlled  light  shield  restricted  the  beam 
to  the  desired  direction,  regardless  of  the  buoy’s  ori¬ 
entation. 

The  very  high  percentage  of  failures  encountered 
in  performance  tests  make  it  evident  that  further 
developments  are  required  before  the  NMB  can  be 
of  value  in  tactical  operations.  I  he  most  frequently 
encountered  source  of  trouble  was  stoppage  of  the 
timer.  Increased  power  for  this  component  and  im¬ 
proved  protection  against  corrosive  battery  fumes 
would  be  primary  objectives  if  tactical  considera¬ 
tions  should  demand  resumption  of  development 
work. 

"•'*  EARLY  DEVELOPMENT 

File  original  design  requirements  tailed  for  an 
airplane-launched  buoy,  capable  of  emitting  a  uni¬ 
directional  light  beam  with  good  orientation,  over 
a  maximum  period  of  12  hr.  Allowance  was  to  be 
made  for  a  maximum  launching  altitude  of  500  ft 
and  for  a  maximum  water  pressure  of  150  psi. 

The  major  problems  encountered  were  the  in¬ 
corporation  of  sufficient  shock  resistance  in  the  va¬ 
rious  components  and  the  design  of  a  satisfactory 
light-orienting  device. 

A  shock-resistance  development  program  was  tar¬ 
ried  out  until  each  component  could  pass  a  1,000 
G  test.  Although  a  large  share  of  this  program  was 
devoted  to  the  timing  mechanism,  the  final  result 
with  that  unit  was  still  not  completely  satisfactory. 

Early  work  on  the  light-orienting  device  centered 
around  a  compass-governed,  selector  switch  con¬ 
trolling  a  group  of  lamps  spaced  around  a  horizon¬ 
tal  circle.  Because  of  operating  difficulties  and  the 
weight  of  the  batteries  needed  for  relays  in  this 
arrangement,  it  was  eventually  discarded.  In  its 
stead,  direct  compass  control  of  the  light  beam  from 
a  single  bulb  was  adopted. 

To  secure  orientation,  a  shielded  mirror  was  so 
fastened  to  the  compass  card  as  to  rotate  around  a 
centrally  located  bulb,  suspended  front  above.  In 
the  final  model,  the  mirror  was  replaced  by  an  en¬ 
closing  cylinder  or  light  shield  containing  an  aper¬ 
ture  for  directing  the  outgoing  beam.  For  the  guid¬ 
ing  compass,  a  type  utilizing  a  jewel-bearing  sup- 
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port  was  chosen.  A  float  type  was  also  considered 
but  the  danger  of  short  circuits  arising  from  spilled 
liquid  caused  its  rejection. 

ii  16  FINAL  MODEL 

I’hc  external  appearance  of  the  NMB  is  shown 
in  Figure  8.  It  resembled  in  general  configuration  a 
standard  3001b  bomb,  with  a  flat,  blunt  nose  instead 
of  the  usual  type. 

The  main  section,  5fi  in.  long  and  15  in.  in  diam¬ 
eter,  was  a  steel  cylinder,  tightly  sealed  at  both  ends. 
In  addition  to  providing  buoyancy,  it  served  as  a 
housing  for  the  batteries  and  the  timing  mechanism. 
Down  its  center  ran  a  steel  tubing  or  well  which 
contained  the  collapsible  mast  before  erection  oc¬ 
curred.  To  the  lower  end  of  the  main  section  was 
fastened  a  detachable  anchor  section.  This  had  the 
form  of  a  short,  heavy,  cylindrical  cap  and  it  en¬ 
closed  the  mooring  cable  and  the  anchor  chain  (see 
Figure  10).  It  was  clamped  in  place  initially  by  an 
extension  on  the  “mast  bolt,"  a  special  bolt  which 


Figure  10.  Partial  assembly  of  lower  end  of  buoy. 


locked  both  mast  and  anchor  in  position.  This  bolt 
contained  a  blasting  cap  which  exploded  on  sub¬ 
mergence  of  the  buoy,  thereby  permitting  detach¬ 
ment  of  the  anchor  section  and  erection  of  the  mast. 

The  collapsible  mast  is  shown  in  Figure  11.  It 
was  a  stainless  steel  tube  w'ith  the  light-support  cast¬ 
ing  fastened  on  its  uppti  end.  From  a  terminal 
block  on  its  lower  portion,  a  bn  -i/e  lift  cable  ran 
up  the  center  well  and  down  the  outside  of  the 
buoy  to  the  anchor  section.  When  the  anchor  left 
the  main  section,  this  cable  pulled  the  mast  erect 
and  then  disengaged  as  a  mast  lock  clamped  into 
place. 

While  mast  erection  proceeded,  the  stabilizing 
(ins,  which  arc  visible  in  Figure  8A,  were  being 
discarded.  Initially  they  were  clamped  in  place  by 
projections  on  the  light-support  casting.  The  up¬ 
ward  motion  of  the  mast  released  them  and  a  spring 
threw  them  dear  of  the  buoy. 

Mounted  on  gimbal  rings  within  the  light-support 
casting,  was  the  light-orienter  unit.  In  this  device, 
a  magnetic  compass,  utilizing  two  Alnico  magnets 
and  mounted  upon  a  "V”  jewel  bearing,  was  used. 
It  oriented  a  phosphor  bronze,  cylindrical  light 
shield  which  had  an  aperture  for  the  emerging  beam 
(Figure  12).  The  light  source  was  a  special  12-v, 
2-amp  bulb  suspended  in  the  center  of  the  light 
shield.  A  Lucitc  cylinder  served  as  a  transparent  and 
watertight  housing  for  this  assembly  and  carried 
external,  vertical  louvers  to  reduce  stray  light  (see 
Figure  13). 

,U6,1  Timing  Circuits 

There  were  three  electric  circuits  controlling  the 
automatic  operation  of  the  buoy.  They  arc  discussed 
in  the  order  of  their  operational  sequence. 

The  pressure-switch  circuit  shown  in  Figure  14 
was  arranged  to  detonate  the  mast-bolt  blasting  cap 
when  the  buoy  submerged.  As  a  special  safety  meas¬ 
ure  it  contained  an  arming  switch.  This  switch  was 
a  spring-operated,  plunger  type  (see  Figure  10),  nor¬ 
mally  held  open  by  the  arming  wire.  When  this 
wire  was  withdrawn  as  the  buoy  left  the  plane,  the 
arming  switch  closed  and  full  control  of  the  circuit 
was  assumed  by  the  pressure-operated  switch.  The 
latter  was  designed  for  actuation  by  a  metal  bel- 
lows-driving  element  which  closed  the  circuit  when 
external  water  pressure  reached  5  psi. 

The  cable-release  circuit  is  drawn  in  Figure  15. 
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Figure  ll.  Mast  assembly. 
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Kk.i  kf  12.  Culauai  view  of  orienting  unit. 


Lite  blasting  cap  shown  was  embedded  in  a  bolt 
damping  the  outer  end  ol  the  mooring  cable  near 
its  junction  with  the  anchor  chain.  While  this  cable 
bolt  held,  the  buoyant  section  could  rise  above  the 
anchor  only  to  the  extent  permitted  by  the  10-ft 
chain.  When  the  dock-operated  switch  dosed  and 
the  bolt  was  shattered,  the  mooring  cable  paid  out 
and  the  buoy  ascended  to  the  surface. 


Figure  13.  Light  unit  and  upper  end  of  buoy. 


The  light  circuit  (Figure  16)  was  also  controlled 
by  the  timing  mechanism.  The  main  switch  shown 
was  closed  by  hand  when  the  buoy  was  being  pre¬ 
pared  for  use.  Shortly  after  the  buoy  surfaced,  the 
dock-operated  switch  closed  and  turned  on  the  light 
beam. 

The  timing  mechanism  used  for  controlling  these 
circuits  was  built  with  a  Seth  Thomas,  double¬ 
spring  engine  lever  clock  as  a  basis.  Switch  contacts 
were  closed  at  the  desired  times  by  pawls  which 
rode  on  the  surface  of  a  slotted  cylindrical  cam. 


11 16,2  Operation 

The  designed  sequence  of  operations  follows. 

In  preparation  for  launching,  the  buoy  was  sus¬ 
pended  on  die  bomb  rack  of  a  plane  and  its  arming 
wire  was  attached  to  the  appropriate  fitting.  As 
launching  look  place,  this  wire  pulled  out  of  the 
arming  switch  and  permitted  its  contacts  to  close. 

When  the  buoy  hail  submerged  to  a  depth  of 
10  ft,  the  pressure-operated  switch  closed  and  the 
mast  boll  was  shattered.  The  anchor  separated  from 
the  buoyant  section  and  dropped  to  the  end  of  the 
anchor  chain.  Simultaneously  the  mast  rose  into  po¬ 
sition  under  the  pull  of  the  lift  cable  and  the  de¬ 
tachable  fins  were  discarded.  The  entire  buoy  then 
descended  to  the  bottom  where  it  remained  until 
the  time  set  for  surfacing.  During  the  waiting  in¬ 
terval,  the  10-ft  length  of  the  anchor  chain  per¬ 
mitted  the  buoyant  section  to  remain  clear  of  en¬ 
tangling  obstructions  on  the  ocean  floor. 

At  the  appointed  time  the  cable  release  circuit 
was  closed  by  its  clock-operated  switch  and,  as  the 
cable  unreeled,  the  buoyant  section  rose  to  the  sur¬ 
face.  After  a  short  delay  to  allow  attainment  of 
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Fku'rk  15.  Cable  release  circuit. 
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equilibrium,  the  clock  mechanism  closed  the  lamp 
circuit  and  turned  on  the  light  beam.  Proper  orien¬ 
tation  was  effected  by  the  compass-controlled  light 
shield,  and  continuous  operation  over  a  12-hr  period 
was  possible  with  the  size  of  battery  installed. 


LIGHT  BULB  IN 
COMPASS  UNIT 


Fk.i  ri  lfi.  Uglil  circuit. 

On  the  favorable  side,  orientation  and  visibility 
of  the  light  beam  were  good  in  cases  where  the  op¬ 
erating  sequence  was  completed.  On  plane  launch¬ 
ings,  moreover,  good  aerial  performance  indicated 
that  the  buoy  was  properly  balanced. 


,M6-S  Performance 

Performance  tests,  including  both  shipboard  and 
airplane  launchings,  were  carried  out  on  a  pilot 
model  and  on  a  group  of  six  additional  units.  Of 
the  13  trials  attempted,  only  two  shipboard  launch¬ 
ings  were  successful. 

Since  several  buoys  were  not  retrieved,  investi¬ 
gation  of  all  failures  was  not  possible.  In  most  of 
the  observed  cases,  however,  stoppage  of  the  clock 
was  the  source  of  the  trouble.  Leakage,  battery  fume 
corrosion,  blasting  cap  failure,  and  jamming  of  the 
detachable  fins  were  other  causes  of  failure. 


Submarine  Marker  Buoy 

The  submarine  marker  buoy  designed  byCUDWR- 
A 'LL  is  an  S-ft  long  buoy  used  to  mark  the  position  of 
submerged  submarines  in  training  and  testing  exer¬ 
cises.  It  is  attached  to  a  submarine’s  conning  tower 
by  a  cable  so  that  it  can  be  made  to  float  on  the  water 
surface  just  over  the  stern  of  lhex<essel.  With  a  100-ft 
cable  attached  to  a  USS  SIS  type  submarine  traveling 
at  7  knots,  the  buoy  will  remain  on  the  surface  with 
the  submarine  submerged  to  97  ft.  To  increase  the 
perception  distance,  a  4-fl  steel  flagstaff  with  a  large 
colored  pennant  was  attached  to  the  buoy.  Later,  the 
FS  smoke  agent  and  the  British  marine  marker  were 
tested;  rnsttal  ranges  up  to  4,000  yd  were  attained  in 
clear  weather. 


in?  CONCLUSIONS 

The  test  results  indicate  that,  although  the  gen¬ 
eral  design  was  sound  in  principle,  further  devel¬ 
opment  would  be  needed  before  the  buoy  could 
be  of  service  in  tactical  operations.  If  conditions 
should  necessitate  such  development,  the  timing 
mechanism  should  be  improved  by  increasing  its 
power  and  by  protecting  it  from  corrosive  battery 
fumes.  Also,  increased  simplicity  and  reliability  in 
operation  could  be  achieved  by  elimination  of  both 
the  collapsible  type  of  mast  and  the  detachable 
type  of  fin. 


Fk.urk  17.  Submarine  marker  buoy. 


CONFIDENTIAL 


t 


} 


230 


SEA  MARKERS 


ills  INTRODUCTION 

Early  in  1942,  engineers  concerned  with  the  test¬ 
ing  of  antisubmarine  attack  aids  reported  the  need 
for  a  towed  marker  buoy  to  mark  continuously  a 
submerged  submarine’s  position  while  under  way 
during  training  exercises.  To  satisfy  this  need,  the 
design  of  a  submarine  marker  buoy  [SMB]  primar¬ 
ily  for  use  by  the  laboratory  in  antisubmarine  at¬ 
tack  aitl  tests  was  undertaken.  Upon  completion  of 
successful  trials  of  the  first  models,  the  Navy  be¬ 
came  interested  in  the  buoy  for  use  in  other  sub¬ 
marine  exercises  as  well.  Plans  were  made  to  con¬ 
struct  additional  units  for  transfer  to  the  Navy. 

Description  of  Buoy 

A  design  of  the  buoy  is  shown  in  the  photograph 
of  Figure  17.  The  fins  give  towing  stability  and  the 
tow  point  is  located  so  that  the  cable  pull  passes 
through  the  approximate  center  of  buoyancy  in 
order  that  the  pull  may  have  a  minimum  effect  on 
the  fore  and  aft  trim.  The  cable  recommended  for 
strength  and  availability  was  i/g-in.  tinned  aircraft 
strand  (American  Steel  and  Wire  Company). 

Observations  of  the  submarine  marker  buoy  with 
its  pennant  mounted  on  a  4-ft  rod  have  been  made 
from  surface  craft  at  distances  up  to  4,000  yd  on 
days  when  good  visibility  conditions  prevailed. 

Operation 

In  order  to  mark  a  submarine’s  position  while 
submerged  and  underway,  the  buoy  should  be  fast¬ 
ened  to  the  submarine  at  the  farthest  forward  point 
possible  so  that  the  trail  of  the  buoy  places  it  over 
the  submarine. 

To  operate  successfully,  a  submarine  marker  buoy 
must  have  a  high  ratio  of  reserve  buoyancy  to  drag, 
since  the  lower  limit  on  its  trail  distance  behind 
the  submarine  is  the  point  at  which  the  buoy  is 
pulled  under  the  water  by  the  cable.  The  force 
diagram  for  the  buoy  operating  at  this  limit  point 
of  submergence  is  shown  in  Figure  18.  The  tangent 
of  6  at  submergence  is  the  drag  divided  by  the 
difference  between  maximum  displacement  and 
weight. 

A  desirable  characteristic  of  the  buoy  is  that  the 
drag  of  the  cable  be  sufficiently  low  to  allow  the 
cable  to  operate  with  little  curvature  so  that  the 
trail  distance,  depth  of  submergence,  and  cable 
length  are  approximately  related  by  the  square  law. 
If  the  buoy  is  small  the  cable  may  be  small,  but  the 


drag  of  the  cable  is  a  large  percentage  of  the  buoy 
drag  for  great  depths.  By  increasing  the  buoy  dis¬ 
placement,  the  diameter  of  the  cable  necessary  to 
submerge  the  buoy  without  breaking  increases  only 
as  the  square  root  of  the  displacement,  and  hence 
the  ratio  of  cable  drag  to  buoy  drag  varies  in¬ 
versely  as  the  stptarc  root  of  the  buoy  displacement. 
Therefore,  the  buoy  as  designed  is  large  (94  in.  long) 
and  the  cable  is  the  smallest  possible  to  carry  the 
load. 


•mo  IN  KNOT* 
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SPEED  IN  KNOTS  PON  f.B  P00T  PHOTOTYPE 

Figure  19.  Curves  of  drag  tests  on  one-third  scale  model. 
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hK.l  RK  20.  Cm  vc  showing  low  comlilions  of  Imoy. 
Performance  Tests 

With  reference  to  the  force  diagram  of  Figure 
18,  the  performance  of  the  buoy  can  be  predicted 
from  the  drag  and  buoyancy  if  the  cable  drag  can 
be  disregarded.  Following  are  test  results  which  in¬ 
dicate  that  the  cable  drag  is  small.  The  buoy  drag 
was  measured  by  lowing  a  one-third  scale  model 
loaded  to  imminent  submergence  and  stepping  up 
the  drag  to  full  size  by  similarity  laws.  Data  from 
these  tests  arc  plotted  in  Figure  11)  where  model 
test  results  are  shown  above  and  the  prototype  pre¬ 
diction  indicated  below. 

The  prototype  buoy  was  towed  from  a  submarine 
at  given  speeds  while  the  submarine  slowly  sub¬ 
merged.  The  depth  at  which  the  buoy  was  pulled 
under  was  determined  from  a  lime  record  of  depth 
kept  by  an  observer  in  a  surface  boat.  The  two 
watches  were  accurately  synchronized  and  calibrated. 

At  a  speed  of  6  knots  and  with  a  76-ft  cable,  the 
float  just  pulled  under  at  a  submergence  of  the 
anchorage  point  of  52.5  ft.  Therefore  the  angle  9 
from  Figure  18  at  which  the  buoy  submerged,  as¬ 
suming  no  appreciable  cable  curvature  was 

cos-1  =  52.5/76  =  46.2°. 


At  this  speed  the  drag  for  each  pound  of  displace¬ 
ment  was  0.41  as  seen  in  Figure  19.  Since  the  float 
had  a  displacement  of  300  lb,  the  drag  was  123  lb. 
The  weight  of  the  float  was  157.5  lb;  hence  the 
vertical  cable  component  was  300  —  157.5,  which 
equals  142.5  lb.  Therefore,  the  value  of  9  at  the 
buoy  was 


tan-i  =  123/142.5  =  40.8°. 

This  show's  that  the  actual  cable  angle  departs  only 
about  5  degrees  from  that  formed  by  a  straight 
line. 

From  the  data  obtained,  it  is  evident  that  the 
curvature  of  the  cable  can  be  neglected  without 
prohibitive  error  and  that  the  buoy  trails  the  point 
of  attachment  by  a  distance  corresponding  to  a 
straight  cable  even  up  to  6  knots.  Thus  the  problem 
of  trail  distance  versus  depth  for  a  given  cable 
length  tan  be  computed  by  the  solving  of  a  right 
triangle  with  two  known  sides. 

From  the  resistance  curve  shown  in  Figure  19, 
the  limiting  approach  of  the  buoy  to  the  vertical 
position  above  the  attachment  point  can  be  com¬ 
puted  for  various  speeds  with  the  force  diagram 
method  used  in  the  preceding  paragraphs.  These 
results  are  plotted  in  Figure  20. 
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HORIZONTAL  DISTANCE  BUOY  TRAILS 
ATTACHMENT  POINT  IN  FEET 

Figure  21.  Curves  showing  submarine  submergence 
versus  trail  distance. 
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By  use  of  the  data  in  Figure  20  and  through 
consideration  of  the  fact  that  the  cable  is  practically 
straight,  the  performance  curves  of  Figure  21  were 
prepared.  The  circle  arcs  indicate  buoy  trail  dis¬ 
tance  versus  submarine  anchor  point  submergence 
for  a  given  length  of  cable.  The  radial  lines  are 
the  limits  to  which  the  vertical  is  approached  by  the 
cable  at  the  point  of  buoy  submergence.  For  any 
particular  speed  and  cable  length,  the  part  of  the 
circle  arc  to  the  right  of  the  radial  line  for  that 
speed  corresponds  to  a  floating  buoy;  the  part  to 
the  left  of  the  line  corresponds  to  a  submerged 
buoy. 

For  example,  if  the  buoy  is  used  with  a  submarine 
of  the  USS  S48  type  (approximately  260  ft  long), 
and  is  towed  from  a  point  just  aft  of  the  conning 
tower,  the  buoy  is  well  ahead  of  the  propellers  when 
a  100-ft  cable  is  used.  This  length  of  cable  permits 
operation  to  a  keel  depth  of  97  ft  at  a  maximum 
speed  of  7  knots.  The  distance  from  the  keel  to  the 
top  of  the  conning  tower,  where  the  cable  would 
be  attached,  is  32.5  ft  and  this  distance  is  added 
to  the  submergence  depth  of  the  attachment  point 
to  obtain  the  operating  keel  depth  of  Figure  21.  At 
this  depth  the  trail  of  the  buoy  behind  the  attach¬ 
ment  point  is  76  ft. 

Thirteen  units  of  this  buoy  were  built  by 
CUDWR.  Four  were  expended  in  tests  incident  to 
development;  seven  were  transferred  to  the  Navy; 
and  two  were  retained  for  laboratory  tests  involv¬ 
ing  the  use  of  submarines. 


»'-'9  SMOKE  SIGNAL  FOR  PRACTICE 
SUBMARINE  MARKER  BUOY 

To  increase  the  distance  from  which  the  sub¬ 
marine  marker  buoy  could  be  seen,  steps  were  taken 
to  replace  the  pennant  with  a  device  for  producing 
a  smoke  signal.  The  development  of  such  a  device 
was  undertaken  at  the  New  London  Laboratory  in 
June  1943. 

Preliminary  tests  were  made  at  the  laboratory  pier 
using  (1)  individual  candles  such  as  were  used  in 
the  Mark  IV  and  Mark  V  float  lights,  and  (2)  a 
container  of  titanium  tetrachloride  equipped  with 
a  nozzle  for  spraying.  These  materials  were  found 
unsuitable.  Tests  on  the  FS  smoke  mixture  and  the 
British  marine  marker  showed  promise  and  these 
were  more  thoroughly  investigated. 


Fk:i'kk22.  Modified  Ml  A2  cy  lindcr  attached  to  submarine 

marker  buoy. 

FS  Smoke  Am. nt 

File  FS  smoke  agent  (described  in  War  Depart¬ 
ment  Technical  Manual  TM  3-315)  is  an  anhydrous 
liquid  mixture  of  chlorosulfonic  acid  and  sulfur 
trioxide.  Carbon  dioxide  was  dissolved  in  the  FS 
mixture  which  was  contained  in  a  standard  M1A2 
steel  cylinder  equipped  with  an  atomizing  nozzle 
(see  Figure  22).  A  distinct  disadvantage  in  the  use 
of  this  mixture  is  the  extreme  danger  in  handling. 
Under  operating  conditions,  pressure  from  the  dis¬ 
solved  carbon  dioxide  caused  a  dense  white  smoke 
to  spray  through  the  nozzle  into  the  air. 

British  Marine  Marker 

The  British  "Marker,  Marine,  Aircraft,  12’  is 
shown  in  Figure  23  attached  to  a  submarine  marker 
buoy.  A  material  very  much  like  calcium  carbide 
and  an  igniting  chemical  are  stored  dry  in  the  lower 
end  of  the  metal  container,  the  upper  end  of  which 
serves  as  a  buoyancy  tank.  To  prepare  the  marker  for 
operation,  the  nozzle  is  exposed  by  removal  of  a  cap 
and  nipple  from  the  top,  and  a  plastic  seal  at  the 
bottom  is  broken  so  that  the  marker  is  activated  by 
entrance  of  water  into  the  container  when  it  is  placed 


I  k, I  KK  23.  Submarine  marker  buoy  with  British  "Marker, 
Marine,  Aircraft  T2"  attached. 
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in  operation.  The  water  reacts  with  the  material  in 
the  container  to  produce  gas  which  ignites  spontane¬ 
ously  at  the  nozzle.  When  floating  freely  this  marker 
sinks  alter  1  /2  to  2  hr,  but  when  attached  to  a  buoy  it 
provides  a  good  signal  for  over  2y2  hr. 

Comparative  Performance. 

t  he  l'S  mixture  in  a  container  with  a  suitably 
designed  nozzle  provided  a  satisfactory  signal.  Its 
disadvantages  were  the  possibility  of  clogging  at  the 


pin-size  orifice  in  the  nozzle  and  the  extreme  danger 
in  handling. 

l  he  British  marker  as  designed  supplies  a  satisfac¬ 
tory  signal  for  approximately  2]/2  hr.  h  is  much 
more  reliable,  simpler  to  use,  and  much  safer  to 
handle  than  the  FS  mixture. 

'File  two  markers  provide  signals  which  arc  ap¬ 
proximately  equally  visible  at  ranges  greatly  in  ex¬ 
cess  of  those  possible  when  using  an  orange-colored 
pennant  with  the  buoy. 
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Sea -Water  Batteries 

The  sea-water  battery  is  a  primary  battery  which 
utilizes  magnesium  alloy  and  silver  chloride  elec¬ 
trodes  functioning  in  a  sea-water  electrolyte.  It  is 
much  smaller  and  lighter  than  conventional  batteries 
of  similar  output  capacity.  Altogether  20  to  2 5  differ¬ 
ent  types  of  sen-water  batteries  have  been  produced. 
They  range  from  a  small  detonator  battery  weighing 
I  oz  and  delivering  1  w  for  I  min  to  torpedo  propul¬ 
sion  batteries  weighing$75  lb  and  delivering  approxi¬ 
mately  220  kw  for  5  min.  In  addition  to  the  detonator 
batteries  and  the  torpedo  batteries,  the  types  devel¬ 
oped  include  low-power,  long-time  batteries;  AB  type 
high-i'oltage,  low-current,  intermediate-time  bat¬ 
teries;  and  the  battery  designed  for  the  7—JO-M  prox¬ 
imity  fuze.  Ihmelopment  was  directed  primarily,  how¬ 
ever,  toward  the  attainment  of  a  suitable  unit  for 
torpedo  propulsion.  Successful  construction  of  such 
units,  and  further  experimental  work  on  the  im¬ 
proved  “ duplex ”  type,  urns  carried  out  by  the  Hell 
T elephoue  Laboratories. 

121  INTRODUCTION 

i2.i. 1  General  Description  of  Sea-Water 
Batteries 

hf.  sea-water  batteries  described  in  this  chap¬ 
ter  employ  a  magnesium  alloy  as  the  anode,  sil¬ 
ver  chloride  as  the  cathode,  and  sea  water  as  the 
electrolyte.  Their  chief  advantage  lies  in  the  fact 
that  they  are  capable  of  delivering  larger  amounts 
of  power  per  unit  weight  and  per  unit  volume  than 
any  other  type  of  battery.  They  were  developed 
principally  for  torpedo  propulsion,  but  many  other 
applications  have  been  found  for  them  in  marine 
signaling  devices,  detonator  actuators,  and  various 
underwater  ordnance  devices.  This  report  describes 
the  research,  development,  and  construction  work 
done  on  all  types  of  magnesium-silver  chloride  sea¬ 
water  batteries  developed  to  date  (January  1,  1946). 1 

In  sea-water  batteries,  just  as  in  other  primary 
batteries,  materials  are  consumed  in  chemical  re¬ 
actions  which  yield  electric  energy.  In  the  case  of 


Ficurk  I.  Miilliplalc  battery  showing  complete  plate 
.  pile-up. 

these  batteries,  magnesium  was  chosen  as  the  most 
satisfactory  material  for  the  negative  electrode,  the 
anode,  and  silver  chloride  was  chosen  as  the  best 
material  for  the  positive  electrode,  the  cathode.  At 
the  antxle,  the  magnesium  goes  into  solution  as 
magnesium  chloride,  and  at  the  cathode,  the  silver 
chloride  is  reduced  to  elementary  silver.  Hydrogen 
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is  evolved,  which,  along  with  certain  insoluble  cor¬ 
rosion  products,  must  be  removed  in  order  to  keep 
the  battery  from  poisoning  itself. 

On  open  circuit  the  voltage  of  a  single  cell  is 
about  1.55  v.  Batteries  of  this  type  are  capable  of 
delivering  current  at  rates  as  high  as  7.5  amp  per 
square  inch  of  plate  surface  without  becoming 
passive.  Satisfactory  efficiencies  can  be  developed  at 
any  current  density  up  to  the  maximum.  However, 
for  most  applications  where  considerable  amounts 
of  power  are  required  for  periods  of  several  min¬ 
utes,  current  densities  of  from  1  to  2.5  amp  per 
square  inch  are  in  the  range  of  maximum  efficiency. 
The  optimum  rates  for  batteries  with  long  periods 
of  discharge  are  much  lower. 

Since  the  magnesium  anode  of  these  batteries  re¬ 
acts  with  the  moisture  of  the  atmosphere,  it  was 
found  desirable  to  seal  the  batteries  as  soon  as  they 
were  assembled.  When  the  battery  is  put  into  use, 
the  seal  is  broken,  sea  water  is  admitted  to  the 
plates  and  continuously  flushes  them  as  long  as  the 
battery  is  in  operation.  1  his  irrigating  action  not 
only  furnishes  the  electrolyte,  but  also  removes  the 
ctrmwrm  pfmhttfs  <vml  diss-ijratvs  the  heal  grmaied 
by  the  chemical  reaction. 

121 2  Advantages  of  Sea -Water  Batteries 

One  of  the  chief  advantages  of  sea-water  batteries 
over  the  conventional  battery  is  that  they  are  much 
lighter  in  weight  and  much  more  compact  per  unit 
of  power  delivered.  For  example,  one  of  the  torpedo 
batteries  developed  has  a  volume  advantage  oi  1 
to  1,  and  a  weight  advantage  of  5  to  1,  over  tile  best 
lyprv  <i  primary  or  vtvnoiUiry  lafirt it-*  pirvioudy 
used.  Other  sea -water  battery  advantages  which 
might  lie  mentioned  are  as  follows:  (1)  they  re¬ 
quire  no  maintenance,  (2)  they  do  not  deteriorate 
during  storage  provided  they  are  kept  in  a  com¬ 
pletely  dry  atmosphere,  (3)  the  sea-water  electrolyte 
is  drawn  from  their  operating  environment  and 
hence  need  not  be  separately  stored  or  transported, 
(4)  the  discharge  curve  is  very  flat  throughout  the 
useful  range  of  the  battery,  and  (5)  in  most  appli¬ 
cations  it  is  possible  to  simplify  the  design  of  the 
batteries  because  all  the  cells  can  be  operated  in  a 
common  electrolyte  chamber  without  excessive  in¬ 
ternal  electrical  leakage.  The  reason  for  this  is  that 
the  conductivity  of  sea  water  is  less  than  that  of 
other  commonly  used  electrolytes. 


1213  Research  and  Development 

After  sea  water  was  decided  upon  as  the  electro¬ 
lyte  to  be  used  with  these  batteries,  a  program  of 
research  work  was  started  to  find  the  most  satis¬ 
factory  materials  to  be  used  in  the  coll  elements. 
Suitable  materials  were  selected  for  the  anodes,  cath¬ 
odes,  ami  separators,  some  early  batteries  were  con¬ 
structed,  and  an  investigation  was  made  of  the  elec¬ 
trochemical  and  physical  principles  on  which  they 
operated.  With  a  knowledge  of  these  principles, 
more  suitable  physical  forms  and  arrangements  of 
the  elements  were  designed,  which  gave  the  batteries 
improved  performance.  This  process  continued 
through  many  stages  of  development  before  satis¬ 
factory  anodes,  cathodes,  and  separators  were  pro¬ 
duced. 

In  the  case  of  anodes  and  cathodes,  the  develop¬ 
ment  process  involved  an  investigation  to  find  the 
best  chemical  and  metallurgical  forms;  the  most  sat¬ 
isfactory  si/e,  shape,  and  thickness;  and  the  proper 
surface  finish.  In  the  case  of  the  separators  it  in¬ 
volved  an  investigation  to  find  materials  which  had 
Uie  Mimm  ituui  v.i'ttg  pmpaiM**,  which  wvwvW  pci  - 
mit  adequate  circulation  of  the  electrolyte,  and 
which  could  be  embedded  in  the  plates  or  mounted 
firmly  on  them. 

After  satisfactory  anodes,  cathodes,  and  separators 
were  developed,  considerable  work  was  done  on  the 
features  of  mechanical  design.  The  mechanical  de¬ 
sign  must  be  such  that  the  battery  has  (1)  low 
weight  and  small  size  per  kilowatt  delivered,  (2) 
small  leakage  current  losses,  (3)  proper  circulation 
of  the  electrolyte,  (4)  long  shell  life,  (5)  quick  tome- 
up  to  full  power,  and  (6)  the  proper  voltage-current- 
Utw  chftfrwctcrinkii.  These*  wpttftwwmi  ctewvancted 
an  investigation  of  the  principles  which  control 
leakage  currents,  internal  resistance,  and  rates  of 
circulation  of  the  electrolyte.  In  addition  to  the 
development  work,  an  extensive  program  of  elec¬ 
trical,  mechanical,  and  hydraulic  testing  was  car¬ 
ried  out  in  order  to  evaluate  the  performance  of 
each  type  of  battery  under  varying  operating  con¬ 
ditions. 

Before  the  batteries  could  be  produced  on  a  large 
scale,  it  was  necessary  to  develop  special  tools,  ma¬ 
chines,  and  techniques  in  order  to  manufacture  and 
assemble  the  parts.  This  was  especially  true  of  the 
elementary  parts  of  the  batteries  since  most  of  the 
materials  had  never  been  produced  before  in  the 
forms  needed  and  were  not  available  commercially. 
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TYPICAL  SEA-WATER  BATTERY  DISCHARGE  CURVE 


Also,  in  order  to  produce  specific  types  of  batteries, 
it  was  necessary  to  develop  satisfactory  production 
and  manufacturing  methods.  As  an  aid  in  this  work 
a  small  pilot  plant  was  established  which  not  only 
assured  an  adequate  supply  of  sea-water  batteries 
for  test  purposes  but  also  allowed  changes  to  be 
made  in  the  manufacturing  methods  before  the  final 
production  procedure  was  adopted. 


*2-2  PRINCIPLES  OF 

ELECTROCHEMICAL  DESIGN 

t2.2.i  Electrochemical  Reactions 

The  sea-water  batteries  which  are  treated  below 
employ  a  magnesium  alloy  (usually  ASTM  B90-44T 
alloy  AZ61X)  as  an  anode  material,  silver  chloride 
in  one  form  or  another  as  the  cathode  material,  and 
sea  water  as  the  electrolyte.  At  the  anode,  mag¬ 
nesium  goes  into  solution  as  magnesium  chloride, 
and  at  the  cathode,  silver  chloride  is  reduced  to  ele¬ 
mentary  silver.  The  action  is  not  practically  rever¬ 
sible,  i.e.,  sea-water  batteries  cannot  be  recharged, 
and  the  useful  action  ceases  as  soon  as  either  the 
magnesium  or  the  silver  chloride  is  consumed.  The 
chemical  reaction  involved  is 

Mg  +  2AgCl  -p  MgCl.  +  2Ag 

and  the  open  circuit  voltage  of  each  cell  at  20  C  is 
1.55  v.  In  addition  to  this  primary  reaction,  a  sec¬ 
ondary  reaction  also  occurs  but  does  not  contribute 
to  the  voltage  of  the  cell.  The  equation  is 

Mg  +  2HoO  -►  Mg(OH),  +  Ho. 


1214  Specific  Types  of  Batteries 

Altogether,  between  20  and  25  different  designs 
of  sea-water  batteries  have  been  produced.  Princi¬ 
pal  emphasis  was  placed  on  batteries  for  torpedo 
propulsion  in  which  large  amounts  of  power  are 
required  for  short  periods  of  time.  However,  the 
types  produced  have  ranged  in  size  from  a  small 
detonator  battery  weighing  about  1  oz  and  deliv¬ 
ering  approximately  1  w  for  1  min,  to  the  large 
torpedo  propulsion  battery  weighing  575  II)  and 
delivering  approximately  220  kw  for  about  5  min. 
In  addition  to  the  detonator  battery  and  the  tor¬ 
pedo  propulsion  battery,  sea-water  batteries  have 
been  made  to  operate  various  marine  signaling  de¬ 
vices  and  to  actuate  an  underwater  proximity  fuze. 

Sea-water  batteries  can  be  designed  to  furnish  large 
currents  for  short  periods  of  time,  as  in  the  139-6-0 
battery  which  furnishes  2,000  amp  for  5  min  in  the 
Mark  20  torpedo,  or  they  can  be  designed  to  fur¬ 
nish  a  steady  voltage  for  long  periods  of  time  as 
in  the  Pentagon  battery  (5-3-BP)  which  supplies  the 
energy  to  operate  the  vacuum  tubes  of  a  marine 
signaling  device  for  60  hr. 


This  reaction  occurs  at  a  rate  proportional  to  the 
primary  reaction  and  results  in  the  formation  of 
insoluble  corrosion  products  which  must  be  re¬ 
moved. 

A  typical  discharge  curve  of  a  sea-water  battery  is 
given  in  Figure  2.  The  peak  voltage,  the  average 
voltage,  and  the  cutoff  voltage  at  the  knee  of  the 
curve  are  all  labeled.  This  battery  was  discharged 
at  approximately  2  amp  per  square  inch  through  a 
fixed  resistance  so  that  the  current  and  voltage  are 
directly  proportional.  The  cutoff  voltage  is  set  by 
the  particular  requirements  of  the  load  and  need 
not  be  at  the  knee  of  the  curve.  However,  the  active 
material  is  not  efficiently  used  with  a  higher  cutoff 
and  little  extra  capacity  can  be  obtained  with  a 
lower  one.  Discharge  curves  of  other  batteries,  of 
different  construction  and  operating  under  different 
conditions  of  load  and  temperature,  differ  from  this 
one  only  in  detail. 

The  fundamentals  of  sea-water  battery  design  and 
operation  can  be  understood  best  by  considering  a 
unit  cell.  A  unit  cell  is  defined  as  a  cell  formed  by 
1  sq  in.  of  cathode  surface,  a  corresponding  anode 
area,  and  the  intervening  electrolyte.  Electrochem- 
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CURRENT  DENSITY- AMPERES  PER  SO  IN. 


Fici'ki-  .3.  T\pi(;il  voltagc-currcnt  daisitv  curves. 

ically  the  full  battery  consists  merely  of  a  suitable 
number  of  unit  cells  in  parallel  to  give  the  required 
current,  anti  a  sufficient  number  in  series  to  pro¬ 
vide  the  required  voltage. 

The  potential  available  from  a  unit  cell  depends 
chiefly  on  the  following  factors,  (I)  the  current  dens¬ 
ity,  i.c.,  the  amount  of  current  being  drawn  per 
unit  area,  usually  expressed  in  amperes  per  square 
inch,  (2)  the  spacing  between  the  anode  and  the 
cathode,  and  (3)  the  temperature  and  the  concen¬ 
tration  of  the  electrolyte.  Figure  .‘5  shows  a  typical 
set  of  curves  for  a  unit  cell  showing  the  relation 
of  cell  potential  to  current  density  for  three  dif¬ 
ferent  temperatures. 

The  difference  between  the  open-circuit  voltage 
of  a  cell  and  the  terminal  potential  difference  when 
the  cell  is  turnishing  a  current  is  due  to  polarization 
and  to  the  IR  drop  in  the  electrolyte.  For  a  given 
current,  the  value  of  the  terminal  potential  dif¬ 
ference  depends  on  the  internal  resistance;  thus  any¬ 
thing  which  affects  the  internal  resistance  alters  the 
terminal  potential  difference. 

!2.2.2  factors  Affecting  Electrochemical 
Design 

Variables  beyond  control  which  affect  the  elec¬ 
trochemical  design  of  sea-water  batteries  are  the 
salinity  and  the  temperature  of  the  sea  water.  Con¬ 
trollable  variables  which  affect  the  electrochemical 
design  are;  (1)  electrode  spacing,  (2)  circulation  of 


the  electrolyte,  (3)  leakage  currents,  and  (4)  elec¬ 
trode  thickness.  Items  (1)  and  (2)  are  discussed  in 
the  sections  immediately  following,  while  item  (3) 
is  discussed  in  Section  12.2.3  and  item  (4)  is  cov¬ 
ered  in  Sections  12.3.1  and  12.3.2. 

Electrode  Spacing 

Electrode  spacing  directly  affects  the  internal  re¬ 
sistance  of  a  cell.  If  the  internal  resistance  of  a  cell 
required  to  furnish  large  current  densities  is  high, 
the  terminal  potential  difference  drops  to  a  value 
so  low  that  the  cell  becomes  inefficient  as  a  source 
of  power.  In  addition,  the  large  amounts  of  heat 
generated  may  cause  internal  damage.  For  these  rea¬ 
sons,  internal  resistance  must  be  minimized.  Close 
spacing  of  the  electrodes  is  tic:  best  way  to  accom¬ 
plish  this. 

There  is  an  additional  spacing  effect  which  is  of 
importance  in  high  current  density  cells.  During 
discharge,  the  effective  spacing  between  electrodes 
grows  because  of  the  dissolving  action  at  the  mag¬ 
nesium  anode  and  the  reduction  of  the  silver  chlo¬ 
ride  cathode  to  silver.  The  effect  of  the  change  in 
the  cathode  is  less  than  one  would  expect  because 
the  pores  of  (he  electrode  become  filled  with  a  strong 
NaCl  solution  which  is  more  conducting  than  the 
sea  water.  However,  the  magnesium  electrode  is 
eaten  away  to  the  extent  of  about  0.001  in.  for  every 
3  atnp-min  per  square  inch.  Thus,  if  the  original 
spacing  is  0.015  in.,  after  a  discharge  of  12  amp-min 
per  square  inch  the  spacing  has  become  0.019  in. 
Fhe  resultant  increase  in  internal  resistance  ac¬ 
counts  for  part  of  the  slope  of  the  voltage-time 
discharge  curve. 

Flic  method  of  obtaining  and  maintaining  the 
desired  spacing  between  the  electrodes  is  one  of  the 
major  differences  between  sea-water  batteries  and 
conventional  batteries.  After  very  little  research  it 
was  realized  that  discontinuous  separators  are  re¬ 
quired  if  appreciable  capacity  per  square  inch  is 
to  tie  realized.  Standard  storage  battery  separators 
were  found  to  impose  too  high  an  internal  resis¬ 
tance  and  clogged  the  battery  badly  with  corrosion 
products.  Filter  paper  can  be  used  for  a  very  short 
period  of  time  but  eventually  it  also  clogs  with  cor¬ 
rosion  products,  both  solid  and  gaseous. 

The  only  completely  satisfactory  separators  for 
sea-water  batteries  are  discontinuous  ones  such  as 
filaments  running  parallel  to  the  sea-water  flow  be¬ 
tween  the  plates,  or  small  pieces  of  insulation  ap¬ 
plied  to  one  electrode  and  spaced  closely  enough 
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Fm.I'RK  I.  Schematic  circuit  of  leakage  paths  in  four-cell 
battery. 

so  that  the  electrodes  cannot  short-circuit  between 
them.  Nylon  lilatnent  separators  and  glass  head 
separators  were  found  to  be  the  two  most  satisfac¬ 
tory  insulators  (see  Section  12.3.3).  With  heavy  elec¬ 
trodes  and  wide  spacing,  insulators  can  be  few  and 
far  between,  but  with  thin  electrodes  and  close  spac¬ 
ing,  the  insulators  must  be  close  together  in  order 
to  support  the  electrodes  and  to  prevent  short  cir¬ 
cuits. 

ClKCI  i.ATION  OF  El.EtrfROI.VTE 

Even  though  discontinuous  separators  are  em¬ 
ployed,  it  is  usually  necessary  to  provide  for  forced 
irrigation  in  order  to  remove  the  corrosion  products 
formed  and  the  heat  generated.  In  those  cases  where 
the  current  density  is  low,  the  pumping  action  of 
the  hydrogen  bubbles  causes  sufficient  circulation 
of  the  electrolyte  to  carry  away  the  major  part  of 
the  precipitates.  This  self-circulation  requires  a 
larger  spacing  between  the  electrodes  than  when 
forced  circulation  is  used,  since  it  is  not  so  effi¬ 
cient  and  docs  not  remove  all  the  corrosion  prod- 
Mttui  vlUurwhw+Hg  bam***  mmwalfy  spMtag 
of  from  0.020  to  0.001  in.,  depending  on  the  ampere- 
hour  rapacity  per  square  inch.  The  greater  the  ca¬ 
pacity  per  square  inch,  the  greater  the  amount  of 
corrosion  products  formed  and  the  more  space  re¬ 
quired  between  plates  to  prevent  the  battery  from 
clogging. 

In  high  current  density  batteries  where  the  elec- 
trcxle  spacing’ is  necessarily  close,  forced  circulation 
of  the  electrolyte  is  imperative  to  secure  satisfactory 
battery  performance.  Not  less  than  20  changes  of 
electrolyte  per  minute  are  usually  required  but  re¬ 
newal  rates  as  high  as  100  per  minute  are  found  to 
have  no  adverse  effects  on  battery  performance.  The 
forced  circulation  battery  has  a  good  linear  power¬ 
time  curve  which  is  independent  of  the  rate  of  cir¬ 


culation,  provided  it  is  maintained  above  20  changes 
per  minute. 

In  certain  cases  also  where  great  steadiness  of 
voltage  is  required  at  a  comparatively  low  current 
drain,  such  as  in  some  B  battery  applications,  forced 
circulation  is  required.  It  prevents  gas  accumulation 
and  the  resulting  variable  internal  resistance  anil 
also  prevents  nonuniform  anode  corrosion,  both  of 
which  cause  voltage  fluctuations. 

12.2.3  principies  for  Controlling  Leakage 
Currents 

Since  a  battery  must  furnish  the  energy  to  supply 
all  leakage  currents  as  well  as  the  working  current, 
careful  design  is  essential  to  produce  ati  efficient 
battery.  Obviously  it  is  esirable  to  keep  leakage 
currents  at  a  minimum  whether  the  battery  is  to 
furnish  large  or  small  working  currents.  Since  sea 
water  must  be  introduced  to  and  circulated  through 
each  cell  of  the  battery,  there  will  be  a  multiplicity 
of  leakage  paths  from  each  cell  to  every  other  cell 
through  the  water  channels.  These  water  channels 
therefore  should  be  so  designed  as  to  limit  the  leak¬ 
age  currents  within  them  as  far  as  consistent  with 
adequate  circulation.  A  theoretical  investigation  of 
the  factors  aliening  leakage  currents  was  undertaken. 
Only  a  summary  of  the  essential  points  is  included 
here. 

Figure  3  shows  a  schematic  circuit  diagram  for  a 
four-cell  battery.  The  dotted  lines  show  the  possible 
leakage  paths  through  the  electrolyte  which  is  com¬ 
mon  to  in  *he  nils  Figure  ri  shows  a  geueraliml 
schematic  circuit  of  a  battery  composed  of  two  N 
cells  in  a  common  electrolyte.  The  chief  method  of 

iftjLA *  AiMAARliAl  aaI  il^  L 
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flow  in  any  particular  battery  design  is  to  control 
the  two  resistances  a  and  b,  which  are  shown  in 
Figure  5.  By  carefully  designing  the  battery  in  ac¬ 
cordance  with  the  information  outlined  below,  leak¬ 
age  currents  can  be  kept  to  a  minimum. 

The  results  of  the  investigation  may  be  summar¬ 
ized  as  follows: 

1.  In  general  the  maximum  leakage  current  flows 
through  the  center  cells  of  a  given  scries  assembly 
of  cells  in  a  common  electrolyte. 

2.  The  magnitude  of  the  maximum  leakage  cur¬ 
rent  is  given  by  the  following  equation: 

,  £(  1  -  Bx) 2 

/m“  a(l  +  B2li)  ’ 
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where  E  is  the  operating  voltage  per  cell, 

a  is  the  resistance  of  the  path  external  to  the 
cell  between  adjacent  cell  assemblies, 

I)  is  the  resistance  of  the  electrolyte  path  from 
any  given  cell  to  the  general  body  of  the 
electrolyte  surrounding  the  series  assembly, 

2.Y  is  the  total  number  of  cells  connected  in 
series,  and 

li  =  a  +  2h  -  l(«  +  2fr)*  . 

20  \~Yir-  ~  '• 

3.  For  the  case  where  a  is  very  small  compared 
to  b,  the  maximum  leakage  current  is  given  by  the 
equation 


4.  For  the  case  where  b  is  very  small  compared  to 
a  or  when  X  is  large,  the  maximum  leakage  current 
is  given  by  the  equation 


For  a  small  number  of  cells  in  series,  it  is  possible 
to  reduce  leakage  currents  by  increasing  the  resis¬ 
tance  either  of  the  path  leading  from  a  single  cell 
to  the  common  electrolyte  or  of  the  portion  of  the 
common  electrolyte  connecting  two  adjacent  cells. 


For  a  large  number  of  cells  in  series,  however,  in 
general  it  is  practicable  to  reduce  leakage  currents 
only  by  increasing  the  resistance  in  the  portion  of 
the  electrolyte  external  to  the  individual  cells. 

RESEARCH  ON  THE  MATERIALS 
FOR  THE  ELEMENTS  OF  A  CELL 

Anode  Research 

The  anode  material  must  be  able  to  generate  a 
satisfactory  voltage  as  soon  as  it  is  brought  into 
contact  with  sea  water.  It  must  be  sufficiently  stable, 
when  exposed  to  the  atmosphere,  to  permit  practical 
handling  in  battery  construction. 

Two  materials  which  were  seriously  considered 
were  zinc  and  magnesium.  Magnesium  was  selected 
rather  than  zinc  because  of  its  higher  electrode  po¬ 
tential  and  low  density.  Although  various  mag¬ 
nesium  alloys  were  tried,  the  material  used  in  nearly 
all  types  of  batteries  was  ASTM  Specifications  B90- 
44T,  alloy  AZ61X.  This  alloy  produces  a  minimum 
of  corrosion  products  under  conditions  of  battery 
operation,  but  it  presented  some  production  prob¬ 
lems  which  had  to  be  overcome  before  it  could  be 
manufactured  in  a  usable  form. 

The  procurement  of  alloy  AZ61X  in  sheet  form  of 
the  necessary  thinness,  flatness,  and  surface  cleanli¬ 
ness  posed  a  problem  of  considerable  proportions. 
Several  battery  designs  required  that  the  anode 
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sheets  be  between  0.010  and  0.014  in.  in  thickness, 
with  very  close  limits  on  specific  thicknesses  within 
this  range.  The  alloy  was  difficult  to  roll  to  this 
thinness,  and  the  magnesium  industry  did  not  have 
the  facilities  for  supplying  it  in  the  form  needed. 
Production  was  undertaken  by  a  steel  company 
which  had  potentially  usable  rolling  equipment  but 
no  experience  with  magnesium.  Months  of  cooper¬ 
ative  work  with  the  steel  company  were  required  to 
work  out  a  satisfactory  method  of  rolling  these  plates 
to  the  desired  thinness.  Included  in  this  work  was 
the  development  of  a  roller-leveler  for  flattening 
the  sheets.  Later  this  device  also  proved  effective  in 
rolling  and  flattening  the  silver  chloride  sheets. 

Another  problem  which  the  use  of  a  magnesium 
alloy  presented  was  the  development  of  a  suitable 
surface  finish,  The  finish  needs  to  be  one  which 
permits  the  anode  to  come  up  to  its  full  voltage 
quickly  on  admission  of  sea  water.  It  must  also  have 
the  ability  to  withstand  the  necessary  exposure  to 
the  atmosphere  during  manufacture  and  assembly 
without  losing  this  quick  come-up  property. 

1  Wo  types  of  surface  finish  which  gate  the  mag¬ 
nesium  satisfactory  properties  as  an  anode  mate- 
mi  mare  the  rLmuirtte  finish  *ud  tfw>  sewn  jf-l truth 
finish. 

Chromate  Finish 

This  type  of  finish  was  evolved  through  a  series 
of  developments  which  started  with  a  commercial 
magnesium  sheet  having  a  chromate  protective  fin¬ 
ish  applied  at  the  mill.  The  come-up  of  an  anode 
with  this  surface  finish  was  neither  fast  nor  con¬ 
sistent.  Removal  of  the  chromate  film  by  dipping 
the  anode  in  a  caustic,  solution  produced  a  satisfac¬ 
tory  reactive  surface,  but  the  beneficial  effect  was 
I ■  ist  upon  drying  I'tmEuT  unirl  disclonxl  lluu  tin* 
benefits  of  caustic  cleaning  could  be  preserved  by 
acid-etching  the  freshly  cleaned  plates  and  then  ap¬ 
plying  a  controlled  layer  of  chromate  in  an  acid- 
chromate  bath.  Following  early  success  with  this 
treatment,  arrangements  were  made  with  the  mag¬ 
nesium  suppliers  to  obtain  sheets  without  the  mill- 
applied  protective  finish,  and  thus  the  need  for  the 
caustic:  cleaning  was  eliminated.  Altogether  about 
72,000  anodes  were  made  with  a  chromate  finish. 

Scratch-Brush  Finish 

In  the  course  of  experimental  work  on  the  devel¬ 
opment  of  a  suitable  reactive  surface,  it  was  found 


that  wet  processes  in  general,  such  as  clipping  in 
solvents  or  cleaning  solutions,  had  deleterious  ef¬ 
fects.  This  led  to  the  investigation  of  dry  processes 
of  surface  preparation  and  it  was  found  that  scratch- 
brushing  with  clean  brushes  was  very  satisfactory. 

Experience  with  the  resulting  type  of  finish  has 
shown  that  it  is  superior  to  the  chromate  finish  in 
its  ability  to  withstand  shelf  aging  in  die  factory 
atmosphere  without  appreciable  loss  of  reactivity. 
However  it  has  been  found  that  the  burnishing 
brushes  must  be  kept  free  front  oils,  greases,  waxes, 
or  other  materials  which  would  tend  to  leave  a  sur¬ 
face  film.  Any  surface  film  prevents  the  free  wetting 
of  the  anode  surface  by  the  salt  water.  For  this  rea¬ 
son,  it  has  been  judged  advisable  to  provide  for 
the  final  scratch-brushing  in  the  factory  just  before 
processing  for  assembly. 

12,12  Cathode  Research 

Many  possible  cathode  materials  were  investi¬ 
gated.  Fhe  study  included  most  of  the  common 
oxidation-reduction  reactions  ten  which  hatt-cctt 
electromotive  force  values  are  published.  Most  of 
flw  etuiuHle  MUtUtitth  invruigaii'd  urn 

badly  or  were  not  readily  applicable  for  use  in  a 
sea-water  electrolyte.  The  most  effective  type  of  re¬ 
action  was  that  of  reduction  of  a  metallic  oxide 
or  salt  to  the  metal.  From  the  position  of  silver 
in  the  electromotive  force  table,  silver  salts  were 
the  best  practical  choice.  Copper  salts  were  also 
studied  but  their  lower  voltage  and  lesser  stability 
prevented  their  use  in  a  battery  in  which  maximum 
power  and  reproducibility  were  required. 

After  candid  investigation  of  the  \  aiious  avail¬ 
able  silver  salts,  silver  chloride  was  chosen  as  the 
mini  piiitol  ladimlr  material  Sfbfef  milli  lit* 
soluble  than  silver  chloride,  such  as  the  bromide, 
iodide,  and  sulfide,  give  lower  voltages  per  cell. 
Silver  salts  more  soluble  than  silver  chloride,  such 
as  chromate,  phosphate,  carbonate,  and  nitrate,  give 
initially  higher  voltages,  but  since  these  salts  change 
to  chloride  during  the  time  the  battery  operates, 
the  voltage  drops  to  the  chloride  value  and  thus 
produces  an  unsatisfactory  discharge  curve.  Also, 
the  more  soluble  salts  are  not  so  readily  prepared 
in  suitable  form  for  cathodes. 

Three  general  types  of  silver  chloride  cathodes 
have  been  developed:  the  anodized,  the  rolled,  and 
the  cast.  By  far  the  largest  number  of  cathodes  pro- 


CONFIDENTIAL 


RESEARCH  ON  MATERIALS  FOR  ELEMENTS  OF  A  CELL 


241 


duced  have  been  made  of  the  anodized  silver  screen 
type. 


I>pc 

Anodized  silver  screen 

■Rolled 

Cast 


Number  made 
(i5,800 
8.90(1 
1,150 


Anodized  Cathodes 

The  method  first  developed,  and  subsequently 
most  used,  for  applying  silver  chloride  to  silver  is 
an  electrochemical  one,  and  the  product  is  known 
as  an  anodized  cathode.  In  it  the  plate  to  be  coated 
is  made  to  function  as  an  anode  in  a  chloride  solu¬ 
tion  so  that  the  chloride  ions  which  arrive  at  the 
surface  convert  the  outer  layers  to  silver  chloride. 
By  this  method  the  amount  of  silver  transformed 
into  silver  chloride  can  he  controlled  by  controlling 
the  number  of  ampere-minutes  per  unit  area. 

The  cathode  base  is  a  woven  wire  screen  made 
from  silver  wire  0.012  in.  in  diameter,  woven  to  a 
mesh  of  40  wires  per  inch  in  each  direction.  This 
choice  was  made  because  thick  layers  of  chloride 
adhere  better  to  a  screen  than  to  a  sheet,  and  be¬ 
cause  the  ratio  of  exposed  surface  to  total  mass  of 
silver  is  relatively  high,  thus  providing  conditions 
favorable  to  the  anodizing  process. 

Some  early  elforts  were  directed  toward  using 
cathodes  with  a  copper  screen  base,  silver  plating 
them,  and  then  anodizing  them.  Although  this 
seemed  to  oiler  potential  silver  savings,  it  was  aban¬ 
doned  because  of  its  shortcomings  in  making  bat¬ 
teries  required  to  deliver  power  for  more  than  a 
very  few  minutes.  Since  the  silver  plating  was  not 
uniform,  especially  at  the  crossover  points,  some 
copper  became  exposed  early  in  the  anodizing  proc¬ 
ess  and  the  discharge  of  copper  into  the  solution 
prevented  further  formation  of  silver  chloride. 

Anodized  silver-screen  cathodes,  unless  further 
processed,  proved  to  be  undesirably  slow  in  tome- 
lip,  principally  because  silver  chloride  is  a  poor  con¬ 
ductor  of  electricity  and  thus  ads  as  an  insulating 
layer  over  the  metallic  silver  core.  This  was  remedied 
by  research  which  led  to  two  subsequent  treatments 
referred  to  as  activation  and  development. 

Activation  is  an  operation  in  which  a  little  of  the 
silver  chloride  coating  is  converted  back  to  metallic: 
silver.  The  first  step  is  taken  by  plating  the  chloride- 
coated  plate  in  a  salt  solution  and  causing  it  to  act 
as  a  cathode  at  a  high  current  density  for  a  short 
period  of  time.  In  this  process  the  cathodic  action 


concentrates  at  the  points  where  the  resistance  of 
the  chloride  layer  is  lowest  and  small  snowflake¬ 
shaped  areas  of  metallic  silver  develop  on  the  sur¬ 
face  of  the  plate.  Moreover,  small  filaments  of  metal¬ 
lic  silver  are  formed  leading  from  the  surface  areas 
through  the  chloride  to  the  underlying  silver.  If 
such  low-resistance  paths  arc  not  formed  when  the 
cathodes  are  made,  the  discharging  battery  must 
form  them,  thereby  delaying  full  power  delivery 
until  the  conducting  paths  have  been  created. 

The  second  step  in  the  process  consists  of  treat¬ 
ment  of  the  activated  plates  in  a  solution  of  photo¬ 
graphic  developer.  Such  treatment  puts  a  thin  film 
of  porous  metallic  silver  over  the  entire  cathode 
surface.  T  his  film  interconnects  the  entire  plate  sur¬ 
face  with  the  underlying  silver  through  the  filament 
linkages  of  the  activated  areas. 

The  third  and  final  step  in  preparing  anodized 
cathodes  consisted  of  compressing  them  in  a  hy¬ 
draulic  press  with  a  pressure  of  about  2  tons  per 
square  inch.  T  his  reduces  the  thickness  from  about 
0.0.38  to  0.022  in.  and,  in  so  doing,  substantially 
improves  physical  properties  such  as  flatness,  sur¬ 
face  finish,  and  homogeneity.  Figure  <i  shows  sche¬ 
matically  the  various  steps  described  above  in  the 
preparation  of  an  anodized  cathode. 

An  anodized  silver-screen  cathode  made  as  de¬ 
scribed  above  has  a  capacity  of  approximately  7.!) 
amp-min  per  square  inch  on  each  side.  At  most 
rates  of  discharge,  about  85  to  95  per  cent  of  the 
available  chloride  is  utilized  in  the  useful  voltage- 
current  range  of  operation.  For  this  reason  a  design 
figure  of  fi.l  amp-min  per  septate  inch  of  cathode 
surface  has  been  selected  for  general  use. 

Anodized  cathodes  are  used  in  multiplate  cell 
construction  which  employs  in  the  same  cell  as  many 
anodes  in  parallel  and  as  many  cathodes  in  parallel 
as  are  needed  to  furnish  the  required  current.  Since 
most  applications  call  for  a  discharge  time  of  from 
3  to  (i  min,  the  available  capacity  of  fi.4  amp-min 
per  square  inch  causes  the  usual  current  density 
to  be  in  the  range  of  1.0  to  2.0  amp  per  septare  inch. 
These  batteries  can  be  operated  at  considerably 
higher  current  densities,  but  generally  this  is  not 
desirable  because  the  voltage  output  drops  appre¬ 
ciably  as  the  current  density  is  increased  beyond 
2  amp  per  square  inch.  The  time  of  operation,  which 
is  the  time  it  lakes  for  the  silver  chloride  to  become 
changed  to  silver,  is  very  nearly  inversely  propor¬ 
tional  to  the  current  density. 
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Rolled  Silver  Chloride  Cathodes 
The  fact  that  silver  chloride  can  be  rolled  to  sheet 
form  either  from  a  billet  or  from  the  molten  state 
permitted  it  to  be  used  in  the  development  of  a 
second  type  of  silver  chloride  cathode.  The  resultant 
product  has  physical  properties  not  usually  associ¬ 
ated  with  metallic  salts.  In  appearance  the  rolled 


sheet  resembles  a  transparent  organic  plastic,  while 
its  physical  behavior  is  very  similar  to  that  of  a 
soft  heavy  metal,  such  as  lead. 

Advantage  was  taken  of  the  soft  metallic  prop¬ 
erties  of  the  silver  chloride  to  embed  in  it  discrete 
glass  beads  which  acted  a:,  insulating  separators.  The 
unit  developed  for  use  with  this  type  of  cathode 
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PURE  SILVER 
40“ x  40"  MESH 
012“  WIRE 
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Figure  6.  Schematic  cross-sectional  view  of  three  silver  wires;  successive  stages  in  electrochemical  processing  of  silverware 
cloth  in  cathodes. 
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Fiu  rk  7.  Cross  section  of  duplex  batten  assemble . 


consists  of  a  sheet  of  rolled  silver  chloride  with  the 
embedded  glass  head  insulators,  a  thin  foil  of  fine 
silver,  and  a  magnesium  sheet  anode.  These  are 
assembled  in  the  correct  order  and  held  together 
by  cement  applied  to  the  edges  to  form  a  compound 
unit  referred  to  as  a  duplex  electrode.  The  duplex- 
type  battery  assembly  of  Figure  7  shows  the  glass 
beads  embedded  in  the  soft  silver  chloride,  the  posi¬ 
tion  of  the  silver  foil,  and  the  magnesium  anode. 

Since  the  glass  beads  are  embedded  to  full  depth 
in  the  soft  silver  chloride,  they  serve  to  press  the 
chloride  firmly  against  the  silver  foil  at  frequently 
spaced  points  and  also  to  hold  the  silver  foil  against 
the  magnesium.  This  provides  a  low-resistance  path 


from  the  cathode  of  a  cell  to  the  anode  of  the  ad¬ 
joining  cell,  and  thus  assures  good  series  connection 
of  the  cells. 

The  use  of  rolled  silver  chloride  as  a  cathode  mate¬ 
rial  also  involved  the  development  of  a  new  method 
to  make  the  cathode  respond  quickly  upon  the  ad¬ 
mission  of  the  sea  water  to  the  battery.  Low-resistance 
current  paths  had  to  be  provided  to  conduct  the 
current  generated  on  the  face  of  the  cathode  back 
through  it  to  the  silver  foil.  This  was  accomplished 
by  perforating  the  sheet  silver  chloride  with  holes 
about  0.020  in.  in  diameter  and  0.25  in.  apart  and 
then  treating  the  perforated  sheet  with  a  photo¬ 
graphic  developer.  This  process  produced  a  silver 
coating  on  both  sides  of  the  sheet  and  on  the  walls 
of  the  perforations.  It  performed  the  same  function 
as  the  activation  and  development  of  the  attodi/ed 
screen  described  above. 

Cast  Cathodes 

Certain  batteries  which  are  required  to  furnish 
power  for  long  periods  of  time  (up  to  fiO  hours) 
need  cathodes  carrying  large  amounts  of  silver  chlo¬ 
ride.  It  was  found  that  a  heavy  layer  of  this  mate¬ 
rial  could  be  cast  on  both  sides  of  a  special  silver 
insert.  This  insert,  which  may  be  either  a  screen 
fir  a  sheet  structure,  is  corrugated  so  that  it  comes 
to  the  surface  on  both  sides  of  the  cast  slab  at  the 
crests  of  the  corrugations.  The  cast  slab  is  given  a 
porous  silver  surface  by  treatment  in  a  photographic 
developer  similar  to  that  used  with  the  anodized 
cathodes  and  with  the  rolled  silver  chloride  cathodes. 

I2  S-3  Separator  Research 

One  feature  common  to  the  design  of  all  sea¬ 
water  batteries  is  that  insulating  spacers  must  be 
provided  to  separate  the  electrodes  mechanically  and 
electrically  and,  at  the  same  time,  to  provide  inter- 
electrodc  channels  for  the  free  circulation  of  sea 
water.  The  design  of  the  spacers  must  be  such  that 
the  clcctnxle  surface  exposed  to  the  electrolyte  is 
die  maximum  compatible  with  mechanical  rigidity. 
For  power  types  of  batteries  the  separation  distance 
between  plates  is  of  the  order  of  0.015  to  0.020  in. 

Considerable  exploratory  and  development  work 
was  undertaken  to  find  suitable  materials  for  in¬ 
sulating  spacers  and  methods  of  applying  them. 
Among  early  schemes  tried  and  rejected  were  (1) 
cementing  phenolic  strips  to  anodes,  (2)  setting  poly¬ 
styrene  rivets  into  cathodes  at  predetermined  points. 
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and  (3)  using  a  sewing  machine  to  apply  stitched 
rows  of  nylon  thread  on  the  cathodes. 

The  two  most  successful  methods  of  providing 
separators  consisted  of  (1)  cementing  0.015-in.  nylon 
filaments  on  the  magnesium  anode  plates,  and  (2) 
embedding  glass  beads  in  the  silver  chloride  of  the 
cathode  plates. 

N vi-on  Filament  Separators 

Considerable  development  work  was  done  before 
a  satisfactory  method  of  cementing  nylon  filaments 
to  the  magnesium  anode  was  evolved.  The  filaments 
must  be  positioned  precisely  on  the  anodes;  other¬ 
wise,  when  alternate  cathodes  and  anodes  are 
pressed  together  in  the  assembled  battery,  the  cath¬ 
odes  become  corrugated.  In  order  to  insure  accu¬ 
rate  alignment,  a  special  fixture  was  developed  to 
hold  the  filaments  firmly  while  they  were  being  ce¬ 
mented  to  the  anode.  The  filaments  are  strung  in 
parallel  rows  on  the  fixture,  dipped  in  cement,  ac¬ 
curately  lined  up  with  the  magnesium  anode  plate, 
and  brought  in  contact  with  it.  Anode  and  fixture 
are  then  passed  through  an  oven  where  the  cement- 
covered  filaments  are  baked  in  place. 

Glass  Beau  Separators 

Research  showed  that  spherical  glass  beads,  when 
embedded  in  the  soft  silver  chloride  of  the  cathode, 
act  as  very  satisfactory  separators.  In  order  to  give 
a  spacing  of  0.015  in.  between  electrodes,  it  is  nec¬ 
essary  that  the  beads  have  a  diameter  0.015  in. 
greater  than  the  cathode  thickness.  It  was  found 
necessary  to  use  nearly  spherical  beads  in  order  to 
give  uniform  spacing  of  electrodes  and  to  make  pos¬ 
sible  machine  methods  of  beading.  It  was  also  found 
that  a  pressure  of  about  25  lb  was  sufficient  to  push 
the  beads  to  the  desired  depth  in  the  silver  chloride 
sheet  without  crushing  them,  and  that  the  beads 
provided  satisfactory  insulation  when  they  were 
spaced  about  0.125  in.  apart  laterally  and  longi¬ 
tudinally  in  the  cathode. 

Special  machinery  had  to  be  developed  to  sort  and 
embed  the  beads.  The  small  glass  pellets  used  were 
supplied  from  a  material  known  commercially  by 
the  trade  name  of  Ballotini,  but  they  were  not  uni¬ 
form  in  size  or  spherical  in  shape.  Therefore  special 
apparatus  had  to  be  used  to  select  reasonably  spheri¬ 
cal  beads  of  the  proper  diameter. 

Originally  the  beads  were  sorted  for  size  by  pass¬ 
ing  them  through  a  series  of  grading  sieves  of  the 
type  used  in  particle  separation  analysis.  Subse- 


Kk.lrk  8.  Roller  machine,  soiling;  heads  for  diameter. 


(juently  a  machine  was  developed  which  consists  of 
a  pair  of  inclined  parallel  cylindrical  rollers,  driven 
at  slow  speeds  in  opposite  directions.  The  spacing 
of  the  cylinders  can  be  adjusted  so  that  when  the 
beads  are  fed  into  the  rolls  at  the  upper  end,  beads 
of  a  given  size  or  smaller  fall  through  the  slot  be¬ 
tween  the  rolls;  the  larger  beads  roll  down  the  in¬ 
cline  and  off  at  the  end  of  the  rolls.  By  adjustment 
of  the  roll  spacing,  selective  sorting  can  be  used  to 
produce  any  desired  size.  Figure  8  shows  a  picture 
of  this  machine. 

Since  a  large  percentage  of  the  glass  pellets  fur¬ 
nished  in  commercial  Ballotini  are  not  spherical, 
it  was  necessary  to  develop  a  special  vibrating  plate 
machine  which  sorts  beads  for  sphericity.  The  beads 
are  fed  to  one  corner  of  a  specially  baffled,  slightly 
inclined,  vibrating  plate.  Nonspherical  beads  follow 
a  course  to  one  side  of  the  plate,  and  round  ones 
roll  off  the  lower  edge.  A  number  of  different  baffle 
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Kim  rk  0.  \'il>r:il inj^ -|>l;ilc  niaduiie,  sorting  beads  for 
sphei  it  i  l  \ . 

patterns  had  to  he  tried  before  a  satisfactory  one 
was  found.  Figure  !•  shows  this  machine  with  the 
baffle  plate  which  proved  most  effective.  An  inter¬ 
esting  feature  of  this  machine  is  that  the  surface 
of  the  plate  must  be  treated  with  graphite  anil  the 
machine  grounded  to  drain  off  static  electricity  gen¬ 
erated  by  the  rolling  beads.  Unless  this  is  done,  the 
static  charges  cause  the  beads  to  be  drawn  into  clus¬ 
ters  and  effective  operation  of  the  device  ceases. 

Early  experimental  work  showed  that  it  was  pos¬ 
sible  to  embed  glass  beads  in  the  silver  chloride 
sheet  by  applying  a  pressure  of  about  25  lb  per  head. 
At  first  an  hydraulic  press  was  used,  but  the  beads 
were  so  insecurely  fastened  that  many  of  them  fell 
out  and  had  to  be  replaced  by  hand.  Later  two  ma¬ 
chines  were  developed  which  formed  the  silver  chlo¬ 
ride  into  a  close-fitting  collar,  or  bezel,  around  each 
embedded  bead  just  above  its  equator.  The  first 
type  (see  Figure  10)  embedded  beads  in  a  continu¬ 
ous  strip  of  silver  chloride  about  1.25  in.  wide.  Suc¬ 


cessful  practical  service  was  obtained  from  this 
device. 

The  second  type  of  bead-setting  machine  is  known 
as  the  corn  planter  and  is  designed  to  set  beads  0.125 
in.  apart  and  at  0.125-in.  intervals  in  sheets  12  in. 
wide  and  from  2  to  6  ft  long.  This  machine  operates 
by  planting  row  after  row  with  a  plunger-like  action. 
It  was  used  for  experimental  beading  only  and  would 
require  some  additional  development  work  to  bring 
it  to  a  state  suitable  for  production  use. 

Other  Separators 

For  certain  designs  in  which  the  spacing  between 
electrodes  is  greater  than  0.020  in.,  separators  need 
not  be  so  closely  spaced  and  materials  other  than 
nylon  filaments  or  glass  beads  have  been  used.  In¬ 
sulating  washers  were  used  with  cast  cathodes  and 
with  certain  other  designs  while  phenolic  strips  ce¬ 
mented  to  the  anodes  were  utili/ed  in  certain  “bea¬ 
con’’  batteries. 

‘  PRINCIPLES  OF  MECHANICAL 
DESIGN 

Mechanical  design  must  provide  for  making  plate 
and  cell  connections,  supporting  the  battery  plates, 
establishing  and  maintaining  plate  separation,  en¬ 
casing  the  battery  in  an  insulating  container,  and 
insuring  adequate  flow  of  sea  water  through  the 
battery.  Also  the  design  should  be  such  that  (1) 
weight  and  size  are  kept  small,  (2)  leakage  currents 
are  held  to  a  minimum,  (’1)  correct  salving  and  irri¬ 
gation  is  secured.  (1)  the  battery  has  a  long  shell  life 


Figcrf.  10.  Model  1  bcadsettiiiR  machine. 
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and  quick  come-up,  and  (5)  satisfactory  voltage-cur- 
rcnt-tiine  characteristics  arc  secured.  These  items 
are  discussed,  in  order,  in  the  following  paragraphs. 

Design  for  Low  Weight  and  Reduced  Size 

The  mechanical  design  of  the  sea-water  battery 
must  be  such  that  its  weight  and  size  arc  a  minimum 
for  the  required  energy  output.  This  is  accomplished 
by  employing  (1)  the  minimum  feasible  plate  spac¬ 
ing,  (2)  the  lightest  case  which  will  support  the  bat¬ 
ten  pile-up,  (‘I)  the  smallest  feasible  water  passages, 
and  (1)  the  optimum  thickness  and  weight  of  battery 
plates  to  give  the  required  voltagc-currcnt-time  char¬ 
acteristics.  The  final  shape  should  permit  efficiency 
in  production  and  ease  of  installation. 

To  show  how  a  typical  sea-water  battery  compares 
with  a  conventional  battery  in  weight  and  size,  the 
80-kw  power  supply  for  a  Mark  18  torpedo  may  be 
cited.  I  he  conventional  storage  battery  unit  weighs 
272  lb  per  kilowatt-hour  and  occupies  8.8  cu  ft  of 
space,  whereas  a  sea-water  battery  unit  designed 
for  the  same  purpose  weighs  51  lb  per  kilowatt-hour 
and  occupies  2.1  cu  ft  of  space.  The  sea-water  bat¬ 
tery  has  a  weight  advantage  of  about  5  to  1  and  a 
volume  advantage  of  about  4  to  1. 

Design  to  Minimize  Current  Leakage  Losses 

As  pointed  out  above,  it  is  essential  that  leakage 
currents  be  kept  at  a  minimum.  Except  for  a  few 
batteries  designed  for  long-time  use,  sea-water  bat¬ 
teries  are  operated  in  a  common  electrolyte,  without 
any  means  of  intercell  separation  except  that  re¬ 
quired  to  prevent  simple  metallic  contact  between 
adjacent  cells.  This  use  of  a  common  electrolyte 
imposes  the  strict  design  requirement  that  water 
passages  be  as  small  as  possible  so  that  there  may 
be  a  minimum  of  conducting  path  between  water 
inside  the  battery  and  any  external  conductors.  In 
general,  the  practice  followed  in  this  respect  has 
been  to  encase  the  battery  plate  pile-up  in  an  in¬ 
sulating  container,  usually  made  of  phenolic  mate¬ 
rial.  The  joints  of  this  container  are  made  as  water¬ 
proof  as  possible,  by  cementing  or  by  other  means, 
and  water  entrance  and  exit  holes  are  kept  as  small 
as  is  compatible  with  proper  irrigation  for  the 
battery. 

In  many  battery  designs  it  has  been  possible  to 
place  ‘he  entrance  and  exit  IWc'  tilt-  battery  at 
points  of  equal  potential.  For  instance,  in  the  case 
of  torpedo  batteries  both  holes  are  at  the  forward 
vrtd  .)!  the  battery,  hr  the  design  ui  batter  its  hr- 


tended  for  discharge  over  long  periods  of  time,  the 
cells  are  individually  housed  in  insulating  containers 
and  the  water  holes  communicating  with  the  com¬ 
mon  electrolyte  are  made  quite  small  to  give  a  high- 
resistance  water  path  between  cells.  An  example 
of  this  type  of  construction  is  the  Pentagon  (5-3-BP) 
battery  which  is  one  of  the  low-power,  long-time 
batteries  described  in  subsequent  text. 

In  addition  to  the  limitation  of  current  losses  by 
means  of  the  methods  discussed  above,  it  is  the  gen¬ 
eral  practice  to  insulate  all  metal  parts  where  local 
current  leakage  would  result  in  loss  of  capacity  and 
would  corrode  terminals,  electrode  edges,  or  other 
important  battery  elements.  This  type  of  protection 
is  sometimes  accomplished  by  painting  the  surfaces 
involved  with  an  insulating  material. 

Design  of  Valving  and  Irrigation 
Instrumentalities 

Proper  means  must  be  furnished  for  admitting 
sea  water  when  it  is  desired  to  start  operation  of 
the  battery.  This  is  ordinarily  accomplished  by  means 
of  a  valve  or  valves  in  the  metal  battery  housing. 
The  simplest  battery  design,  however,  requires  only 
tab-covered  holes  in  the  housing.  The  tabs  are  re¬ 
moved  manually  before  the  unit  is  put  into  opera¬ 
tion.  In  such  simply  designed  batteries,  pumping 
action  of  the  evolved  hydrogen  maintains  the  irri¬ 
gation  required  to  remove  the  products  of  corrosion. 

In  the  case  of  torpedo  batteries,  the  design  of  the 
valving  anti  irrigating  system  is  considerably  more 
complicated.  Sea  water  must  fill  the  spaces  between 
battery  plates  within  a  very  short  time  after  firing 
of  the  torpedo  so  that  power  may  be  quickly  avail¬ 
able  for  propulsion.  A  uniform  and  rapid  flow  must 
then  be  maintained  to  remove  the  swiftly  formed 
corrosion  products  and  the  heat  generated  in  the 
battery.  To  obtain  such  effects,  the  electrolyte  must 
be  forced  through  the  battery  by  positive  means, 
since  the  action  of  evolved  hydrogen  alone  is  inade¬ 
quate.  Special  scoops  have  been  designed  to  force 
water  into  the  battery,  and  the  internal  water  pas¬ 
sages  have  been  proportioned  so  that  the  electrolyte 
may  be  uniformly  distributed.  Since  small  quanti¬ 
ties  of  moisture  adversely  affect  the  battery’s  shelf 
life,  the  valves  used  must  be  designed  so  that  they 
remain  tight  until  the  haucry  is  pm  into  n»:.  They 
must  be  strong  enough  to  withstand  the  hydrostatic 
pressures  to  which  they  may  be  exposed,  and  they 
nrnst  bt  ] protected  against  collusion. 
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Design  for  Long  Shelf  Life  and  Quick  Come-up 

One  of  the  advantages  of  the  sea-water  battery  is 
die  long  shelf  life  which  can  be  realized  if  proper 
precautions  are  taken  in  the  design,  manufacture, 
and  storage  of  the  battery.  Battery  elements,  par¬ 
ticularly  the  magnesium  anodes,  must  be  kept  free 
of  moisture  during  the  manufacturing  process  and 
must  be  maintained  in  a  dry  atmosphere  until  the 
instant  ol  use.  Moisture  corrodes  the  magnesium 
surface  and  thereby  increases  the  come-up  time,  i.e., 
the  time  required  to  reach  substantially  7ft  per  cent 
of  full  power.  Batteries  are  usually  stored  or  installed 
in  dry  air,  dry  nitrogen,  or  a  vacuum. 

It  is  also  ol  considerable  importance  that  certain 
organic  contaminants  he  kept  away  from  the  battery 
i*lciti>  both  ol  itutimi.n t iti c  ami  ivi  stutd^i..  Stub 
materials  prevent  proper  wetting  and  thus  delay  the 
come-up  time  of  the  battery.  Their  presence  is 
a  v  >i  A  ii  by  -.KiTvrtg  vtth  Thv.sc  mstthttittg  materials 
which  have  been  found  free  from  substances  which 
alien  the  surface'  of  the  magnesium  plates.  Unplas- 
tici/ecl  phenolic  molding,  polystyrene,  and  nylon 
have  been  found  satisfactory  as  insulating  materials. 
The  use  of  sulphur-bearing  substances  is  avoided 
to  prevent  tarnishing  of  the  silver  film  cm  the  cath¬ 
ode  surfaces. 

Design  to  Give  Satisfactory  Voltagi  - 
Ct -rrent-' Time  Characteristics 

The  voltage-current-time  characteristics  of  any 
particular  battery  are  determined  by  the  require¬ 
ments  of  the  device  which  the  battery  is  to  oper¬ 
ate,  and,  in  general,  can  be  met  by  connecting  the 
proper  number  of  suitable  cells  in  series  and  parallel. 
The  length  of  time  that  the  battery  is  to  operate 
determines  the  type  and  thickness  of  the  cathode 
to  be  used,  and  the  thickness  of  the  anode  must 
then  be  compatible  with  the  thickness  of  the  cath¬ 
ode  chosen.  The  thickness  of  the  cathode  determines 
the  capacity  of  the  battery  in  ampere-minutes  per 
square  inch.  If  this  capacity  is  divided  by  the  time 
of  discharge,  the  operating  current  density  in  am¬ 
peres  per  scpiare  inch  is  secured.  Once  the  operating 
current  density  is  known,  the  operating  voltage  per 
cell,  for  any  specified  temperature,  can  be  obtained 
from  curves  similar  to  those  shown  in  Figure  3. 

1  hese  curves  show  that  cm  open  circuit  a  cell  fur¬ 
nishes  an  electromotive  force  of  approximately  1.55 
v,  but  that  this  value  rapidly  decreases  as  the  cur¬ 
rent  density  is  increased.  For  example,  if  it  is  nec¬ 
essary  to  maintain  a  current  density  of  1.4  amp  per 


scpiare  inch  at  15  C,  the  operating  voltage  of  a  cell 
would  be  1  v.  Once  a  battery  is  put  into  operation 
and  is  furnishing  a  constant  current,  the  voltage- 
time  discharge  curve  remains  fairly  Hat  as  shown  in 
Figure  2.  The  voltage  does  not  begin  to  drop  oil 
until  the  knee  of  the  curve  or  the  end  of  the  dis¬ 
charge  time  is  reached. 

Internal  resistance  also  allects  the  operating  volt¬ 
age  of  a  cell.  Operating  voltage  is  the  difference  be¬ 
tween  the  cell's  elec  tromotive  force  and  the  internal 
resistance  multiplied  by  the  current  flowing.  For 
cells  which  must  furnish  large  currents,  internal 
resistance  must  be  reduced  to  a  minimum  by  making 
the  space  between  the  plates  as  short  as  possible. 
By  proper  design  the  desired  currents  can  be  se¬ 
cured  but  certain  mechanical  features  ami  manu¬ 
facturing  limitations  must  be  provided  for  at  the 
same  time. 

I  Ite  vnUnge  mptitemeutr  lict  *e*-wjUer  Uauerie* 
vary  widely.  The  small  detonator  battery  requires 
only  1  v,  whereas  a  big  torpedo  battery  may  re¬ 
quire  as  much  as  1  10  v.  Any  required  voltage  may 
be  secured  by  connecting  the  proper  number  of  cells 
in  series. 

The  area  which  the  plates  of  a  cell  must  have  is 
determined  by  dividing  the  operating  current  density 
into  the  total  current  which  the  battery  must  fur¬ 
nish.  Thus  the  battery  which  is  used  to  drive  the 
Mark  20  torpedo  requires  a  current  of  2.100  amp. 
If  its  operating  current  density  is  L  I  amp  per  scpiare 
inch,  the  area  necessary  for  the  plates  of  this  battery 
is  1,500  sej  in.  This  area  can  be  secured  either  by 
connecting  a  number  of  cells  in  parallel  or  by  em¬ 
ploying  a  single  set  of  electrodes  with  sufficient  area. 

DEVELOPMENT,  CONSTRUCTION, 

AND  TESTING  OF  SPECIFIC 
BATTERIES 

l2  vl  Torpedo  Batteries 

General  Survey 

The  major  part  of  the  work  on  sea-water  batteries 
was  concerned  with  the  development  of  batteries 
for  torpedo  propulsion.  Flic  original  request  that 
the  possibility  of  sea-water  propulsion  batteries  be 
investigated  was  a  result  of  the  successful  perform¬ 
ance  of  the  7-40-M  proximity  fuze  battery.  Work 
on  small  propulsion  units  which  were  developed 
and  bench-tested  in  the  laboratory  progressed  to 
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large  units  as  questions  about  design,  materials,  and 
manufacturing  methods  were  explored  and  an¬ 
swered.  When  it  was  found  that  satisfactory  current 
densities  and  ampere-minute  capacities  could  be 
attained,  work  was  undertaken  on  a  small  8-kw, 
50-v,  KiO-amp,  book-type  sea-water  battery  with  a 
5-min  rating.  Several  models  of  this  battery  were 
bench-tested  in  the  laboratory,  and  then  range-tested 
in  a  small  torpedo-like  device.  From  these  tests  in¬ 
formation  was  secured  which  served  to  guide  the 
design  of  models  with  larger  capacity. 

The  next  step  was  taken  when  four  120-kvv,  1 50-v, 
800-amp  batteries  were  made  by  suitable  series- 
parallel  combinations  of  component  assemblies,  each 
having  75  book-type  cells.  Two  of  these  batteries 
were  range-tested  in  a  full-size  Mark  18  torpedo. 
The  tests  yielded  the  following  important  infor¬ 
mation:  (1)  the  batteries  showed  the  expected  power¬ 
time  characteristics,  (2)  the  batteries  were  able  to 
drive  the  torpedoes  at  speeds  of  31  and  32  knots, 
(3)  the  torpedoes  showed  no  visible  wake  in  spite 
of  the  fact  that  hydrogen  evolution  is  a  characteristic 
of  sea-water  batteries,  (4)  the  rise  to  full  voltage 
occurred  within  a  few  seconds  after  firing,  and  (5) 
it  was  found  possible  to  irrigate  a  large-size  battery 
effectively  during  the  torpedo  run,  provided  proper 


ports  for  entry  and  exit  of  sea  water  are  included 
in  the  design.  The  battery  housing  and  irrigating 
system  used  in  these  tests  is  shown  schematically  in 
Figure  1 1 . 

Successful  bench  and  range  tests  of  the  120-kw 
book-type  battery  hastened  completion  of  the  more 
efficient  multiplate  type  of  design.  Work  was  begun 
on  batteries  with  the  capacities  needed  to  operate 
the  Mark  20  (175-kw)  and  the  Mark  2(i  (250-kw) 
torpedoes.  In  early  models  no  irrigation  problems 
were  considered  beyond  the  use  of  ample  openings 
in  the  torpedo  shell  to  allow  large  amounts  of  sea 
water  to  enter  and  leave  the  battery.  In  later  models, 
forced  irrigation  was  found  necessary,  quick  open¬ 
ing  valves  were  adopted,  and  the  battery  was  evacu¬ 
ated  in  order  to  insure  quick  filling. 

In  order  to  perform  bench  tests  on  the  various 
models  during  their  development,  the  discharge  tests 
were  run  in  to.pedo-like  housings  known  as  the 
"iron  pony”  and  the  "iron  horse.”  Inlet  and  outlet 
ports  were  provided,  instantaneously  acting  water 
valves  were  installed,  and  salt  water  was  pumped 
through  the  assembly  to  simulate  an  actual  torpedo 
run.  Precise  controls  were  maintained  over  water 
salinity,  temperature,  and  circulation  rate,  and  over 
the  resistance  load  into  which  the  battery  discharged 
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current.  Provision  was  made  for  obtaining  data  as 
follows:  (1)  a  motion-picture  photographic  record 
of  all  panel  meter  readings  was  made,  (2)  a  six-ele¬ 
ment  permanent-magnet  oscillograph  was  used  to 
record  the  voltage  of  each  section  of  the  battery, 
and  (;i)  precision-type  laboratory  meters  were  read 
at  specified  intervals. 

Dench  tests  with  the  iron  horse  resulted  in  the 
perfection  of  numerous  improvements  before  actual 
range  tests  were  performed.  In  this  way  time  and 
energy  were  conserved,  for  it  was  found  that  the 
range  method  of  testing  performances  during  devel¬ 
opment  was  very  inefficient. 

Construction  and  Tests  of  Book-Type  Batteries 

(iennnl  l)es<  rij>limi.  Preliminary  models  of  tor¬ 
pedo  batteries  were  of  the  book-type  construction. 
Essentially  each  "book."  which  is  in  the  form  of 
the  letter  Z,  contains  two  magnesium  anodes,  one 
anodi/ed  silver  cathode,  and  an  insulating  separator 
of  phenoli/ed  nylon.  One  side  of  each  magnesium 
anode  has  cemented  to  it  nylon  filaments  which  act 
as  separators  when  the  books  are  stacked  together 
to  make  a  battery.  The  books  are  stacked  together 
by  inserting  the  silver  cathode  of  one  cell  between 
the  two  magnesium  anodes  of  the  next  one.  The 
interleaving  of  the  books  results  in  a  somewhat 
loosely  packed,  accordion-like  assembly,  in  which 
the  spacing  between  electrodes  is  variable  and,  in 
general,  greater  than  required  for  efficient  perform¬ 
ance.  After  being  interleaved,  the  cell  groups  are 
therefore  compressed  until  the  overall  thickness 
closely  approaches  the  sum  of  the  thicknesses  of  the 
individual  books. 

The  8-kw  Hat  toy.  Among  the  first  batteries  of 
this  type  constructed  was  the  8-kw  unit  designed 
to  deliver  160  amp  at  50  v  for  5  min.  It  was  bench- 
tested  in  the  laboratory  by  discharging  it  in  a  tank 


of  salt  water  and  making  measurements  of  its  va¬ 
rious  characteristics.  Figure  12  shows  the  results  of 
the  tests  on  one  of  these  batteries.  It  will  be  noted 
how  closely  the  performance  followed  the  desired 
characteristics.  The  battery  has  a  quick  comc-up 
and  tends  to  maintain  a  uniform  voltage  through¬ 
out  the  run.  At  the  end  of  5  min,  the  voltage  is  still 
85  per  cent  of  its  nominal  value. 

Following  the  bench  tests,  some  30  range  tests 
were  made  with  8-kw  batteries.  In  order  to  compen¬ 
sate  for  the  low  salinity  experienced  at  Solomons 
Island,  Maryland,  where  the  range  tests  were  car¬ 
ried  on,  variations  in  the  number  of  cells  per  battery 
were  made.  Figure  13  shows  a  typical  discharge  curve 
for  one  of  these  range  runs.  The  results  of  these  tests 
were  deemed  satisfactory,  so  that  development  work 
on  larger  capacity  batteries  for  high-speed  torpedoes 
was  given  added  emphasis. 

120-kw  lin Ilery.  The  next  book-type  battery  to  be 
tested  was  the  120-kw  model,  designed  to  deliver 
760  amp  at  151  v,  for  5  min.  One  of  these  batteries 
was  bench-tested  by  inserting  it  in  a  specially  built 
Mark  18  battery  compartment  and  immersing  it 
in  a  tank  of  artificial  sea  water.  No  attempt  was 
made  to  gain  forced  circulation  of  the  electrolyte, 
but  irrigation  was  provided  by  the  self-pumping  ac¬ 
tion  of  the  evolved  hydrogen.  A  direct-connected  d-c 
generator  working  into  a  resistance  load  was  em¬ 
ployed  to  simulate  the  normal  Mark  18  motor.  The 
results  of  these  bench  tests  are  shown  in  Figure  H. 
Two  similar  batteries  were  plated  in  modified  Mark 
18  torpedoes  and  range  tested  at  Newport,  R.  I., 
in  near-freezing  water.  The  results  showed  (1)  that 
the  battery  could  develop  the  required  power  even 
in  cold  water,  (2)  that  it  could  drive  the  torpetlo 
at  a  speed  of  30  knots  or  greater  over  a  5,000  yd 
range,  (3)  that  it  had  a  sufficiently  rapid  cotne-up 
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to  permit  good  control  of  the  torpedo  during  the 
initial  stages  of  the  run,  and  (-1)  that  it  left  no 
visible  wake.  Figure  15  shows  the  discharge  curves 
for  one  of  these  runs. 

Constriction  and  I  ks  i  s  of  Mixtipi-atk-' Typk 

1$  ATTKRIKS 

General  Description.  Although  the  book  type  of 
battery  construction  proved  satisfactory,  it  was  not 
economical  of  weight  and  space  chiefly  because  each 
cell  was  composed  of  two  anodes  and  one  cathode. 
The  multiplatc-type  cell  is  superior  to  the  book  type, 
not  only  as  far  as  weight  and  spate  are  concerned, 
but  also  in  its  electrical  characteristics.  The  multi 
plate-type  of  construction  was  employed  in  all  bat¬ 
teries  for  torpedoes  which  required  large  amounts 
of  power  such  as  the  Mark  20  (175-kw)  and  the  Mark 
2li  (250-kw). 

A  description  of  the  research  and  development 
on  anodes,  cathodes,  and  separators  for  the  muhi- 
plate-type  cell  is  given  in  Section  12.3.  Some  of  the 
features  developed  for  the  book-type  cell,  such  as 
the  anodi/ed  screen  method  of  making  cathodes,  the 
cementing  of  nylon  filaments  on  anodes,  and  the 
development  of  phenoli/ed  nylon  doth  to  provide  a 
very  thin  but  pore  free  insulating  separator  were 
also  used  in  the  multiplate-type  cells.  However  other 
features  had  to  be  developed  specifically  for  the 
multiplate  batteries. 

In  order  to  build  up  batteries  of  large  capacity, 
such  as  those  needed  for  the  Mark  20  and  the  Mark 
20  torpedoes,  subassemblies,  each  composed  of  ten 
multiplate  cells,  were  utilized.  In  each  subassembly 
cathodes  were  parallel-connected  by  riveting  to¬ 
gether  tabs  located  at  the  edges  of  the  plates.  The 
anodes  were  similarly  parallel-connected.  Series  con¬ 
nections  were  made  by  riveting  the  anodes  of  one 


Ficckk  15.  Sca-ivater  haltciy  const  milt'd  limit  ten  751  I’ 
units:  range  lest  at  Newport.  R.  1. 


cell  to  the  cathodes  of  an  adjoining  cell.  Phenolized 
nylon-sheet  insulators  were  placed  between  plates 
and  between  tells.  The  battery  was  built  up  to  the 
desired  capacity  by  bolting  together  as  many  sub- 
assemblies  as  needed.  The  finished  battery  was  en¬ 
cased  in  a  phenol-fabric  tube  in  which  it  was  sup¬ 
ported  by  six  phenol-fabric  rails  attached  to  the  tube 
by  screws.  The  forward  end  of  the  battery  casing 
was  sealed  off  by  a  heavy  phenolic  plate  having 
suitable  cutouts  at  top  anil  bottom  for  water  entry 
to  and  exit  from  the  battery.  One  of  the  finished 
batteries  with  rail  supports  anti  end  plates  is  shown 
in  Figure  1. 

A  series  of  battery  filling  tests  were  made  on  the 
uudtiplatc-typc  battery  with  simulated  battery  struc¬ 
tures.  The  tests  showed  that,  in  the  absence  of  posi¬ 
tive  scooping  action,  complete  quick  filling  of  the 
battery  case  could  be  achieved  only  by  evacuating 
it.  They  also  resulted  in  the  development  of  types 
of  quick-opening  valves  and  demonstrated  the  feasi¬ 
bility  of  having  both  entrance  and  exit  ports  for  the 
sea  water  at  the  same  end  of  the  battery. 

After  batteries  had  been  constructed  for  the  Mark 
20  and  the  Mark  20  torpedoes,  they  were  range-tested. 
It  was  felt  that  such  things  as  battery  tome-up,  ad¬ 
mission  and  circulation  of  the  electrolyte,  and  the 
electrical  characteristics  should  be  studied  under 
actual  operating  conditions. 

The  first  range  trials  were  unsuccessful  because 
of  an  inadequate  hydraulic  system.  Therefore  the 
“iron  horse”  was  set  up  to  study  the  internal  and 
external  hydraulic  action  of  the  batteries.  As  a  re¬ 
sult  of  these  studies,  a  new  system  of  valves  and 
water  passages  was  designed  to  insure  |>ositivc  cir¬ 
culation  of  the  electrolyte,  and  the  case  of  the  battery 
was  enlarged  to  provide  internal  water  passages  of 
greater  cross  section.  Bench  tests  showed  that  the 
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redesigned  internal  hydraulic  system  was  satisfac¬ 
tory,  Subsequent  range  tests  of  batteries  with  the 
new  irrigation  system  showed  adequate  flow  ol  the 
electrolyte  and  delivery  of  full  power,  but  the  rate 
of  umte-up  was  slow, 

Tests  to  determine  the  cause  of  the  slow  come-up 
followed  three  lines  of  attack:  (1)  tests  at  Newport. 
R.  I„  to  see  if  the  sequence  of  valve  openings  or  the 
interference  of  impulse  air  caused  slow  come-up,  (2) 
further  tests  with  the  “iron  horse"  on  hydraulic  con¬ 
ditions,  to  determine  the  effects  of  turbulence  and 
flow,  and  (3)  tests  v  it h  the  "pony"  facilities,  to  study 
the  effects  of  contamination  on  the  surface  plates 
of  the  assembled  batteries.  In  the  course  of  the  tests, 
the  cause  of  the  slow  conic-tip  was  found  to  be  surface 
contamination,  caused  by  the  effects  of  moisture  on 
the  chromate-finished  anode  plates  of  the  assembled 
batteries.  Later  tests  with  batteries  processed  by 
scratch-brushing  unrhrontaicd  anodes  or  made  up 
from  freshly  eliminated  anodes  gave  very  satisfac¬ 
tory  performance  as  far  as  quick  come-up  was  con¬ 
cerned. 

Altogether,  43  range  test  runs  were  completed 
at  New]x>rt.  R.  I„  on  Mark  20  and  Mark  2<i  tor¬ 
pedoes  driven  by  multiplate  batteries.  It  was  not 
possible  in  all  cases  to  control  the  variables  which 
affected  battery  performance  only,  since  the  tests  also 
involved  the  study  of  conditions  which  affected  the 
operation  of  the  torpedo  as  well.  As  a  result,  in 
some  intis,  torpedo  performance  was  iionual  and  a 
complete  record  relating  voltage,  current,  battery 
ccmiraip  n  refers  wsi  mtttle  In  soute  ntlti  how¬ 
ever,  complete  data  is  lacking  due  to  erratic  torpedo 
behavior,  mechanical  failures,  accidental  water  leak¬ 
age,  failure  to  obtain  complete  oscillograph  records 
of  voltage,  current,  and  time,  or  clogging  of  the 
battery  with  mud  as  the  result  of  too  deep  a  dive. 

li attny  for  Mark  20  Torpedo.  Figures  Hi  and  17 


show  typical  performance  data  for  the  Mark  20  tor¬ 
pedo  battery  in  cold  water.  The  data  for  Figure  Hi 
were  obtained  from  a  eliminated  1 1  {Mi-0  battery  used 
to  drive  a  Mark  20  torpedo  on  the  range  at  New¬ 
port,  R.  I.  In  order  that  the  battery  casket  might 
fill  quickly  with  sea  water,  it  was  evacuated  before 
the  torpedo  was  fired,  and  both  top  and  bottom 
valves  were  opened  simultaneously  at  the  instant  of 
firing.  The  voltage-current-power-time  relationships 
are  of  the  order  predicted  from  laboratory  control 
tests.  The  power  remained  at  or  above  7f>  per  cent 
of  the  peak  value  for  5.27  min,  which  was  sufficient 
to  drive  the  torpedo  over  the  (i,800-vd  range  at  the 
desired  speed. 

Figure  17  shows  in  detail  the  data  for  the  first 
10-sec  part  of  the  range  run.  T  he  battery  come-up 
was  satisfactorily  rapid  since  it  reached  75  per  cent 
of  peak  power  in  3  sec.  This  means  that  the  torpedo 
with  its  compound  motor,  with  this  battery,  is  able 
to  attain  a  speed  of  34  knots  within  the  first  500  yd. 
Such  performance  is  considered  entirely  satisfactory. 

Mattery  for  Mark  2(>  Torpedo.  Figures  IS  and  1!) 
show  typical  performance  data  for  the  Mark  2(> 
torpedo  when  driven  by  a  multiplate-type  battery, 
l’lie  battery,  which  must  drive  this  torpedo  over 
the  6,000-yd  range  at  an  average  speed  of  10. li  knots, 
is  a  232-kw  one,  one  of  the  largest  capacity  batteries 
made.  The  data  for  Figure  18  were  obtained  from  a 
chromated  121-7-0  battery,  fired  in  a  Mark  20  tor¬ 
pedo  at  the  NeWpoit,  R.  !.,  lange.  In  ibis  case,  the 
battery  casket  was  filled,  until  firing,  with  nitrogen 
it  stmusplterit  pressure  in  unk?  Hi  amid  oirtim'r*' 
contamination  of  the  battery  plates  and  to  aid  the 
battery  come-up;  both  top  and  bottom  valves  were 
opened  simultaneously  at  the  instant  of  firing  the 
torpedo. 

The  voltage -current -power- time  relationships 
shown  in  Figure  18  are  in  good  agreement  with  those 
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Kiel  ki.  18.  .Scavvalci  batten  1 J 1  -7-0:  Newport  range  tesi 
in  Mark  lib  toipedo. 


I'k. i  kF  1H.  Sea-water  batten  121-7-0:  initial  portion  of 
Newport  ratine  test  in  Mark  lili  torpedo. 


predicted  from  laboratory  control  tests  of  seven- 
cathode  cell  subassemblies.  It  will  be  noted  that, 
with  the  series  motors  used  in  the  Mark  2(»  torpedo, 
the  voltage  and  current  increase  more  nearly  at  the 
same  rate  than  is  the  case  with  the  compound  motor 
used  in  the  Mark  20  torpedo.  The  power  did  not 
drop  below  7a  per  cent  of  the  peak  value  unii'  the 
battery  had  driven  the  torpedo  for  4.24  min,  over 
a  (>,0()0-yd  range. 

Figure  10  shows  in  detail  the  data  for  the  first 
10  set  of  the  run.  The  come-up  of  the  battery  is 
satisfactory  as  it  reached  7a  per  cent  of  the  peak 
power  in  2.1  sec.  This  come-up  was  sufficient  to 
accelerate  the  torpedo  so  that  it  attained  an  average 
speed  of  .48  knots  over  the  first  500  yd  of  the  run. 

Consi  ki chon  and  Tests  of  Diti.ex-Tvi’k.  Battery 

Each  duplex-type  electrode  consists  of  an  anode 
of  magnesium  (for  one  cell)  and  a  cathode  of  silver 
chloride  (for  the  adjacent  cell)  connected  through  a 
thin  sheet  of  silver  foil.  The  electrodes  within  a  cell 
are  insulated  from  one  another  by  glass  beads  which 
are  firmly  embedded  in  the  silver  chloride.  Figure  7 
shows  a  duplex-type  battery  assembly.  The  duplex 
type  of  construction  has  the  advantage  that  it  weighs 
less  and  occupies  less  space  per  unit  of  power  output 
than  any  other  type  of  construction.  Figure  20  shows 
a  comparison  of  weights  per  kilowatt  for  the  duplex 
type  and  the  multiplate  type  of  battery. 

Since  effort  was  concentrated  on  the  development 
and  production  of  satisfactory  nuiltiplatc-typc  bat¬ 
teries,  rapid  development  of  the  duplex  type  was 
hindered.  The  multiplatc  type  was  started  first  and 
was  well  on  its  way  to  completion  when  the  first 
practical  duplex  type  was  evolved.  However,  suc¬ 
cessful  methods  of  making  small-capacity  duplex 


batteries  such  as  the  8-kw  were  fully  developed,  and 
an  80-kw  battery  was  designed.  Its  components  were, 
to  a  large  extent,  completed  at  the  time  when  the 
project  terminated. 

Fhe  8-kw  duplex-type  battery,  which  may  be  re¬ 
garded  as  the  forerunner  of  the  large-capacity  tor¬ 
pedo  battery  of  the  future,  was  constructed  and 
bench-tested  in  the  laboratory.  Some  of  the  perti¬ 
nent  data  are  as  follows: 


Average  current 

Mi.'!  amp  (2  amp  per  scpiare  inch) 

Average  voltage 

50.7  v  (1.01  v  per  cell) 

Average  power 

H.27  kvv 

Peak  power  (12  sex) 

5I.0H  kvv 

Power  at  cutolf 

(1  min.  S  sec) 

7.70  kvv 

Klliciencv  of  silver 

chloride  ntili/ation 

HI. 5  r; 

Loss  of  etlicieiuv  due 

to  leakage  currents 

1  r/c 

u 

> 


5 


DISCHARGE  TIME  IN  MINUTES 


Fic.cjre  20.  Comparison  of  "wet”  weights  of  duplex  and 
imiltiplnte  batteries. 
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Fifii'KK  21.  \1)CA  batten  showing  cell  pilc-up. 


As  a  result  of  the  tests  on  the  8-kw  duplex  type 
of  battery,  the  following  conclusions  are  drawn: 

1.  Duplex-type  batteries  that  have  been  con¬ 
structed  and  tested  in  the  laboratory  are  suitable 
for  range  trials  for  torpedo  propulsion. 

2.  All  the  advantages  found  in  the  small-capacity 
duplex-type  battery  appear  capable  of  realization  in 
large-capacity  batteries  for  torpedo  propulsion. 

Many  of  the  manufacturing  methods  have  been 
developed  for  making  duplex-type  batteries  on  a 
production  basis. 

Conclusions  on  Ska-Water  Torpedo  Batteries 

1.  Sea-water  batteries  have  been  developed  that 
are  able  to  furnish  smooth  driving  power  for  tor¬ 
pedoes  requiring  as  much  as  280  kw  (NO  v  and 
2.000  amp)  for  a  period  of  3.-1  min. 

2.  Torpedoes  powered  by  sea-water  batteries  have 
attained  speeds  of  44  knots  and  have  been  diiven 
over  useful  ranges  (speed  constant  to  within  ±  1 
knot)  in  excess  of  7,000  yd. 

3.  Batteries  have  performed  satisfactorily  in  sea 
water  under  temperature  conditions  varying  from 
30  to  72  F. 

4.  Batteries  have  been  constructed  in  which  the 
come-up  time,  (the  time  required  to  reach  75  per 
cent  of  peak  power)  has  been  as  small  as  1.1  sec. 
In  most  batteries  it  is  under  3  sec.  The  come-up  time 
depends  on  the  condition  of  the  surface  of  the  plates, 
on  the  removal  of  corrosion  products,  and  on  such 
variables  as  scoop  size,  impulse  pressure,  motor  char¬ 
acteristics,  and  the  initial  pressure  existing  within 
the  housing. 

5.  Even  though  hydrogen  is  evolved  from  the  bat¬ 
teries,  the  bubbles  of  this  gas  are  so  small  and  widely 
diffused  as  to  produce  no  visible  wake.  Any  initial 
wake  which  occurs  is  caused  by  nitrogen  or  air  being 
expelled  from  nonevacuated  batteries:  however,  tor¬ 


pedoes  running  as  shallow  as  5  ft  left  no  visible 
wake  after  the  first  50  yd  of  the  run. 

6.  An  essential  part  of  the  design  of  the  battery 
is  a  suitable  irrigation  system.  This  is  necessary  not 
only  to  get  the  sea  water  in  contact  with  the  plates 
and  to  remove  the  heat  generated,  but  also  to  remove 
the  corrosion  products.  For  the  large-capacity  bat¬ 
teries  it  was  considered  wise  to  design  the  irrigation 
system  so  that  at  least  50  complete  changes  of  the 
sea-water  electrolyte  occurred  per  minute. 

12.5.2  Detonator  Batteries 

General  Description.  Detonator  batteries  are  de¬ 
signed  for  use  in  various  devices  such  as  the  XDCA 
depth-charge  pistol  and  are  characterized  by  small- 
size,  rapid-voltage  build-up  and  short  discharge  pe¬ 
riods.  While  the  design  of  the  detonator  batteries 
follows  the  same  basic  electrochemical  principles  as 
other  types  of  sea-water  batteries,  their  constructional 
features  represent  a  complete  departure  from  these 
types.  The  construction  and  test  results  of  the  XDCA 
battery,  which  is  now  in  manufacture,  is  described 
as  a  typical  example. 

Construction  of  XDCA  Battery 

A  photograph  of  the  XDCA  battery  is  shown  in 
Figure  21  and  an  assembly  drawing  of  it  in  Figure 
22.  It  is  designed  to  meet  the  following  requirements: 

1.  Power-time  performance:  2  amp,  1  v  for  0.25 
sec:  followed  by  0.3  amp,  2.8  v  for  1  min. 

2.  Size  and  shape:  to  fit  into  1.9-in.  diam  cylin¬ 
drical  container  about  1.125  in.  deep. 

3.  Voltage  come-up  icquircmetus:  1  v  at  2  amp 
within  0.2  sec  at  0  C. 

4.  Valving  system:  inlet  and  outlet  ports  hermet¬ 
ically  scaled  with  thin  lead  foil  designed  to  rupture 
at  a  given  water  pressure. 

The  battery  consists  of  four  disk-shaped  cells,  cen¬ 
trally  mounted  on  a  common  screw,  connected  to 
provide  two  two-cell  batteries  in  parallel.  The  par¬ 
allel  construction  provides  an  added  factor  of  relia¬ 
bility,  for,  should  one  of  the  two  sections  be  ren¬ 
dered  inoperative,  the  other  carries  the  load. 

No  attempt  is  made  to  control  intercell  leakage 
currents  in  this  type  of  battery,  although  it  is  pos¬ 
sible  to  do  so  and  still  obtain  rapid  come-up  by  a 
special  design  of  the  container  and  the  water  ports. 
The  speed  of  the  voltage  build-up,  which  must  be 
very  rapid,  is  adversely  affected  by  exposure  of  the 
plates  to  high  humidity  or  contaminants  such  as  oil, 
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1.  Anixlc  |)luU' 

2.  CallMxIr  plate 

;t.  Di-siicml  (Diiluini'r 
-I.  Hiass  hushing 
5.  I  nniiu.ll  lug 


<i.  Wire 

7.  Ceramic  hustling 
S.  Cuanl 
!».  Mica  washer 
1(1.  Mounting  screw 


11.  Ilrass  tint 

12.  Desiccam 

I. 1.  Color 

II.  Casing 

15.  Mclaltoglass  hushing 


I'u.i  Kr  22.  Assemble  «f  \I)C:.\  lialien. 


sulphur,  wax,  or  other  substances  which  prevent  the 
plates  from  being  wet  by  the  sea  water.  During 
manufacture  all  parts  of  the  battery  are  kept  in  a 
desiccator  except  when  being  worked  on  and  a  desic¬ 
cant  is  placed  within  the  assembled  cell  before  it 
is  sealed.  The  battery  comc-up  would  be  aided  some¬ 
what  by  forced  circulation,  but  it  was  found  that 
this  was  not  necessary.  Sufficient  circulation  is  at¬ 
tained  by  the  bubbling  of  the  evolved  hydrogen  be¬ 
tween  the  battery  plates. 

Test  Results 

A  typical  discharge  curve  is  shown  in  Figure  23 
for  a  load  resistance  of  9  ohms.  It  will  be  noticed 
on  the  expanded  time  scale  that  the  build-up  of 
the  battery  is  very  rapid.  Full  voltage  is  reached  in 
about  0.09  sec.  I  his  curve  shows  the  battery  per¬ 
formance  for  a  current  drain  of  about  0.33  amp. 
If  larger  currents  are  drawn,  the  voltage  is  corre¬ 
spondingly  smaller,  but  otherwise  the  performance 
is  approximately  the  same.  These  batteries  can  fur¬ 
nish  currents  up  to  7  amp. 


I2V:*  Intermediate-Power  and  -Time 
Batteries 

Gknkrai.  Description 

Batteries  to  deliver  moderate  amounts  of  power, 
300  to  1,000  w,  for  periods  of  from  30  to  90  min, 
differ  from  torpedo  batteries  only  in  si/e  and  details 
of  construction.  The  lower  power  delivery  makes 
low  internal  resistance  less  important  and  the  longer 
time  of  discharge  requires  that  more  attention  be 
paid  to  leakage  currents  and  loc  al  corrosion.  A  num¬ 
ber  of  batteries  of  this  general  type  have  been  de¬ 
signed,  built,  and  tested.  A  typical  example  of  this 
class  is  No.  17-3-E.  At  the  present  time  it  is  being 
manufactured  to  propel  underwater  mechanisms. 

Construction  of  17-3-E  Bait  fry 

A  photograph  of  the  17-3-E  battery  is  shown  in 
Figure  24.  It  is  designed  to  meet  the  following  re¬ 
quirements: 

1.  Power-time  performance:  15  amp,  24  v  for  30 
min. 
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SECONDS 


Eh.i  Kl'  25.  Tvpicul  <lis< Ikii tunes  lor  XDCA  hat  levy 
ctinsisiiiui  of  two  2-S  \  units  in  |>at;tik'l.  illustrating  use  of 
lose  to  ptomote  \er\  rapid  t'oine-iip, 

2.  Si /i1  and  shape:  to  lie  lined  into  5. 75-in.  diamc- 
ler  cylinder. 

3.  Gomc-up  performance:  not  exceptionally  rapid. 
The  design  besi  meeting  the  above  mpiirenienis 

was  one  using  nuiltiplate  cells  made  with  nyloned 
anodes  and  anodi/ed  screen  cathodes.  It  is  essen¬ 
tially  like  that  of  a  torpedo  propulsion  battery,  ex¬ 
cept  that  it  is  in  miniature  and  is  mechanically  sim¬ 
plified.  However,  the  following  changes  are  note¬ 
worthy: 

1.  Water  admission  and  venting  ports  are  merely 
holes  in  the  battery  case  aligned  with  holes  in  the 
shell  ol  the  housing.  Sea  water  entering  and  dis¬ 
charging  through  these  holes  circulates  through  the 
battery  and  enables  it  to  perform  satisfactorily  in 
regard  to  umw -tip.  ami  also  affords  su Hu  tent  Hush¬ 
ing  of  the  corrosion  products  from  the  battery.  The 
evolution  of  hydrogen  in  this  battery  is  at  a  rate 
‘■tdli'  k'fn  to  Htter  a  compftir  change  of  eh  i  (rolyie 
every  20  see. 


Kic.i  kk  21.  17-5-1'.  kitten;  two  views  showing  complete 
assembly  and  kitten  with  case  partially  removed. 


2.  In  order  to  compensate  for  the  estimated  leak¬ 
age  current  of  1.1  amp,  an  excess  capacity  of  ap¬ 
proximately  10  per  cent  has  been  provided.  Al¬ 
though  this  adds  to  the  weight  and  volume  of  the 
battery,  any  other  method  would  add  to  the  com¬ 
plexity  of  the  design. 

3.  Since  this  battery  does  not  hate  forced  irriga¬ 
tion,  the  nylon  filament  spacers  used  were  of  larger 
diameter  (0.020  in.)  than  those  employed  in  torpedo 
batteries.  The  extra  space  between  the  plates  per¬ 
mits  corrosion  products  to  be  swept  away  rapidly 
and  prevents  any  possible  clogging.  The  increased 
internal  resistance  resulting  from  wider  spacing  has 
only  a  slight  effect  on  the  battery  voltage  at  the  low 
current  density  employed. 

Test  Rest  its 

A  typical  discharge  curve  for  a  type  17-3-E  battery 
is  shown  in  Figure  25.  The  gradual  rise  in  power 
eluting  the  first  several  minutes  is  typical  of  self- 
circulated  batteries  and  is  probably  due  to  the  grad¬ 
ual  rise  in  temperature  and  salinity  which  occurs 
when  the  passage  of  the  electrolyte  over  the  plates 
takes  place  at  a  slow  rate.  A  quick  come-ttp  is  not 
essential  for  this  battery:  therefore,  this  effect  is  not 
an  important  one.  In  fact,  these  batteries  have  oper¬ 
ated  satisfac  torily  in  fresh  water,  although  at  a  some¬ 
what  lower  voltage  than  normal.  Under  such  con¬ 
ditions  the  route-up  is  very  slow,  since  the  electro¬ 
lyte  must  In:  made  from  the  magnesium  chloride 
which  is  a  product  of  the  battery  discharge. 

u.5.4  Low-Power,  Long-Time  Batteries 

General  Description 

Many  requests  for  a  long-time  battery  to  supply  A 
•tml  i!  pwww  for  vacwilliMube  operaww  low*  Wo 
satisfied  by  the  development  of  a  low-voltage  sea¬ 
water  battery  using  a  vibrator  pack  to  give  the  nec¬ 
essary  high  voltage.  The  requirements  called  for  a 
battery  without  forced  circulation  to  operate  for 
periods  up  Vo  fid  hi ,  and  to  supply  411-1311  amp  in  ol 
discharge  capacity  at  (i  to  21  v.  This  low-power, 
long-time  battery  demanded  a  type  of  construction 
different  from  the  higher  powered  batteries  used  for 
iwpetto  prrqndwtHt.  Thick  magftiaium  at«*W  ami 
thick  cast  silver  chloride  cathodes  were  required  for 
the  most  compact  design. 

Batteries  of  this  general  type  have  been  called 
beacon  batteries.  Several,  of  different  sizes  and 
shapes,  have  been  developed  and  built  for  the 
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MINUTES 

Fk.i  ri  25.  Sea-water  battery  17-3-E;  bench  tost. 

Bureau  of  Ships,  and  one  was  designed  for  the  Army 
Air  Forces  and  Signal  Corps.  The  latter  Battery, 
although  different  in  construction  from  those  de¬ 
signed  for  the  Bureau  of  Ships,  is  the  same  in  prin¬ 
ciple  and  is  described  here.  T  his  battery,  which  is 
shown  in  Figure  20,  is  tailed  the  Pentagon  (5-3-11 1*) 
battery  because  it  consists  of  an  arrangement  of  five 
cells  in  a  regular  pentagonal  formation.  Normally, 
it  furnishes  7.5  v. 

Constri  ction  of  Pentagon  (5-3-BP)  Battery 

The  five  cells  are  connected  in  series  and  placed 
in  pentagonal  formation  within  a  phenol-fiber  case 
of  annular  c  ross  section.  Wood  filler  pieces  are  used 
in  the  spates  not  occupied  hy  cell  boxes.  "Flic  whole 
assembly  is  encased  in  a  cylindrical  container  which 
has  two  holes  in  it,  one  near  the  bottom  to  provide 
for  the  entrance  of  the  sea  water,  and  one  near  the 
lop  to  provide  for  the  exit  of  the  sea  water  and  the 
corrosion  products.  Through  these  two  holes,  the 
electrolyte  is  supplied  to  each  individual  cell  by- 
means  of  a  top  and  bottom  manifold. 

Because  of  the  long  time  of  operation  and  slow 
self-circulation  of  this  type  of  battery,  a  wide  elec¬ 
trode  spacing  (0.0(>4  in.  as  compared  with  0.015  in. 
for  the  high-power,  short-time  torpedo  battery)  is 
recptircd.  This  wider  spacing  between  plates  insures 
that  no  clogging  takes  place,  and  that  corrosion 
products  may  be  promptly  removed.  Cathodes  hav¬ 
ing  sufficient  silver  chloride  to  provide  high  capacity 
were  made  by  casting  silver  chloride  onto  a  coarse 
silver  screen.  These  cast  cathodes  are  approximately 
0.150  in.  thick  and  have  about  1  amp-hr  of  capacity 
psi  of  cathode  surface. 

An  operating  life  of  24  hr  or  more  in  sea  water 
necessitates  severely  limiting  leakage  currents.  They 
are  minimized  by  making  the  electrolytic  resistance 


as  large  as  possible.  This  is  effected  by  building  each 
cell  as  an  almost  completely  enclosed  unit  and  by 
making  the  holes  in  each  individual  cell  box  as 
small  as  possible  consistent  with  adequate  irrigation. 

Test  Results 

Figure  27  shows  typical  discharge  curves,  one  at 
0  C  and  the  other  at  20  C  for  a  Pentagon  5-3-BP 
battery.  The  voltage  drops  slightly  during  the  first 
12-hr  period  when  the  92.5-ohm  load  is  in  the  cir¬ 
cuit,  especially  at  the  lower  temperature.  However, 
it  remains  fairly  constant  when  the  3.80-ohm  load 
and  the  1.55-ohm  load  are  inserted  in  the  circuit. 
Fhe  voltage  drops  off  slightly  only  for  the  1.55-ohm 


Fiu  rk  20.  5-3-B!’  battery;  live  cells  in  series;  blocks  used 
to  position  cells  are  shown. 
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load  at  the  0  C  temperature.  This  is  (|itite  remark- 
ahle  because  current  is  increased  about  ‘Jo-lold  in 
one  case  and  about  lid-fold  in  die  other  case. 


12.5.5  AB  Type,  High-Voltage, 
Low-Current,  Intermediate -Time  Batteries 

A  sea-water  battery  to  supply  both  A  and  B  power 
for  a  torpedo  exploder  was  requested  by  the  Naval 
Ordnance  Laboratory.  It  was  not  possible  to  use  a 
low-voltage  battery  with  a  vibrator  pack  to  get  the 
high  B-battery  voltage  needed  in  this  case.  There¬ 
fore  it  was  necessary  to  design  a  sea-water  B  battery 
with  a  large  number  of  cells,  so  constructed  that 
leakage  currents  were  at  a  minimum  and  yet  elec¬ 
trolyte  circulation  was  adequate. 

After  a  careful  survey  of  the  proposed  torpedo  ex¬ 
ploders,  the  following  requirements  were  set  up  for 
a  sea-water  AB  battery  which  would  power  any  of 
them: 


1.  Power  time:  A  section:  6  v,  2  amp  for  15  min; 
B  section:  110  v,  2  amp  for  15  min. 

2.  Size:  as  small  as  possible.  Pinal  size  of  the 
battery  is  3.5x3.25x1.875  in. 

3.  Come-tip  performance:  90  per  cent  of  full  volt¬ 
age  in  3  sec. 

-1.  Housing:  a  specially  designed,  hermetically 
sealed  battery  housing  is  required. 

5.  Irrigation:  a  rate  of  flow  of  from  2  to  1  liters  per 
minute  is  required.  I  bis  amounts  to  3<>  to  72  changes 
of  electrolyte  per  minute. 

The  irrigation  is  provided  by  a  water-driven  im¬ 
peller  in  the  side  of  the  torpedo  war  head  which 
starts  turning  as  soon  as  the  torpedo  is  launched. 
This  actuates  an  opening  mechanism  which  provides 
water  inlet  and  outlet  holes  either  by  pulling  sol¬ 
dered  sealing  tabs  off  the  water  ports  or  by  piercing 
the  case.  The  water  intake  and  discharge  holes  are 
located  on  the  side  of  the  torpedo  in  such  a  fashion 
that  ample  hydraulic  pressure  is  developed  by  the 
forward  motion  of  the  torpedo,  and  thus  a  high  rate 
of  circulation  is  provided. 

The  A  and  B  batteries,  both  of  which  are  of  the 
duplex  type  of  construction,  are  connected  in  series 
and  housed  in  a  battery  case  made  from  sheet  pheno¬ 
lic  stock.  The  case  members  are  all  rigidly  held  in 
place  with  st  rews,  and  four  setscrews  pass  through  the 
end  plates  and  bear  against  the  pressure  plates  of  the 
battery  inside  the  case.  This  provides  means  of  com¬ 
pressing  the  cell  pile-up  to  get  the  intimate  contact 
between  electrode  elements  necessary  for  the  proper 
operation  ot  this  type  of  battery.  The  setscrews  are 
turned  up  to  a  constant  torque  and  thus  provide 
constant  and  reproduc  ible  pressure  on  the  cell  pile- 
up.  I  he  AB  battery  assembly  in  a  special  transparent 
case  (showing  the  setscrews)  is  shown  in  Figure  28. 

I  he  sea-water  B  battery  is  unique  among  all  sea¬ 
water  batteries,  and  probably  among  all  batteries, 
in  that  the  nonuseful  leakage  current  is  from  3  to 
10(1  times  the  useful  current.  The  reason  for  this  is 
that  the  battery  is  essentially  a  source  of  potential 
rather  than  of  power.  The  voltage  must  not  only 
remain  steady  and  constant,  but  for  certain  applica¬ 
tions  must  not  show  more  than  a  1  per  cent  ripple 
for  the  frequency  range  from  0.5  to  50  c.  In  order 
to  hold  the  voltage  constant,  the  leakage  currents, 
which  may  be  as  much  as  99  per  cent  of  the  total 
current,  must  be  kept  very  steady.  In  the  final  de¬ 
sign,  the  B  battery  voltage  ripple  was  kept  below 
0.3  v  at  a  temperature  of  30  C  and  below  0.05  v  at  a 
temperature  of  2  C.  Figure  29  shows  typical  dis- 
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Fii.no  28.  Ml  l>attm:  l<i|>  water  dianncl  and  terminal 
wires. 


charge  curves  for  the  torpedo  exploder  battery  at 
two  temperatures  anti  for  both  the  A  anti  the  H 
units.  It  will  be  noted  that  all  voltages  remain  fairly 
constant  for  the  first  13  min  and  then  drop  olf 
without  fluctuations. 


MINUTES 

Figi  rk  29.  Sea-water  battery  75-dr;  bench  tests;  discharge 
curves  fur  All  batteries;  approximate  current  drain:  A 
load,  2  amperes;  II  load,  (i.7  inilliainpcrcs. 


t2.5.6  Battery  Designed  for  7-40-M 
Proximity  Fuze 

A  ret) nest  was  forwarded  by  the  National  Defense 
Research  Committee  in  September  of  I ‘M2  that  a 
sea-water  battery  be  developed  for  the  7-  10-M  under¬ 
water  proximity  fuze.  This  was  the  first  sea-water 
battery  undertaken  and  represents  the  starting  point 
of  the  entire  sea-water  battery  development  pro¬ 
gram.  Many  of  the  features  incorporated  in  the 
design  of  this  early  type  of  battery  have  been  greatly 
improved  as  a  more  comprehensive  knowledge  of 
the  art  of  sea-water  battery-making  has  been  gained. 

One  of  the  features  of  a  battery  for  this  fuze  is 
that  it  must  remain  inactive  until  the  proper  time, 
and  then  must  go  into  action  with  its  full  power 
available.  The  sea-water  battery  lends  itself  to  these 
requirements  very  nicely,  since  the  electrolyte  does 
not  enter  the  battery  until  the  underwater  prox¬ 
imity  fuze  is  in  its  operating  medium,  i.e.,  sea  water. 

CONCLUSIONS  AND 
RECOMMENDATIONS 

Conci  .rsioNS 

1.  It  is  possible  to  produce  primary  batteries  of  the 
magnesium  silver  chloride  type  which  use  sea  water 
as  the  electrolyte  and  which  have  considerable 
weight  and  volume  advantages  over  the  conventional 
types  of  primary  and  secondary  batteries.  Sea-water 
batteries  have  been  produced  for  torpedo  propul¬ 
sion  which  have  a  weight  advantage  of  5  to  1  and  a 
volume  advantage  of  -1  to  1  over  the  best  secondary 
batteries  used  for  this  purpose. 

2.  Three  successful  types  of  silver  chloride  cath¬ 
olics  have  been  developed  for  sea-water  batteries. 
They  are  the  anodized,  the  rolled,  and  the  cast.  Two 
satisfactory  methods  of  finishing  the  magnesium 
anodes  have  been  developed,  namely  the  chromate 
finish,  anti  the  scratch-brush  finish.  Two  types  of 
separators  have  been  devised  which  have  stood  up 
through  rigorous  bench  and  range  tests.  They  arc 
known  as  the  nylon  filament  separator  and  the  glass 
bead  separator. 

3.  Sea-water  batteries  have  been  developed  which 
have  ranged  in  size  from  a  small  detonator  battery 
weighing  about  1  oz  and  delivering  approximately 
1  w  for  1  min,  to  the  large  capacity  torpedo  pro¬ 
pulsion  battery  weighing  575  lb  and  delivering  ap¬ 
proximately  220  kw  for  about  5  min. 
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1.  Sea-water  batteries  have  been  developed  which 
supply  energy  sufficient  to  drive  large  torpedoes  like 
the  Mark  2(i  at  speeds  up  to  4-1  knots  and  over  ranges 
in  excess  of  7, Odd  yd. 

5.  Most  of  the  sea-water  batteries  built  have  a 
rome-up  time  of  less  than  3  sec.  Batteries  for  tor¬ 
pedo  propulsion  have  been  constructed  whose  Corne¬ 
ll  p  time  has  been  as  short  as  1,1  sec. 

1).  Sea-watet  batteries  have  been  developed  for  a 
wide  variety  of  applications.  Among  them  may  be 
MU’HlituiJvl  bxlUTU'*  ft  tv  Ueututuur  vo.i-tK"  u\*.  (or  \ 
and  B  power  supplies  in  marine  signaling  devices, 
for  torpedo  exploders,  for  depth-charge  exploders 
and  mechanisms,  for  an  underwater  proximity  fu/c, 
and  for  torpedo  propulsion. 

Rt '.COMMENDATIONS 

1.  Siltre  the  duplex  type  of  tonsil  union  has 
proven  to  be  the  best  developed  so  far,  it  is  recoin- 
metttlUtl  tliai  further  e\ju,Tiuw'Ui*l  and  drvrliqv 
mental  work  be  done  on  batteries  of  this  type  in  an 
effort  to  produce  large  capacity  batteries  such  as 
those  needed  for  torpedo  propulsion.  So  far,  duplex- 
type  batteries  of  low  capacity,  such  as  the  8-kw  tor¬ 
pedo  propulsion  battery,  have  been  constructed  and 
successfully  tested.  Also  an  80-kw  battery  of  this  type 
was  planned  and  the  component  parts  were  nearly 
completed  when  the  project  terminated.  Since  the 


fundamental  research  and  development  work  on 
component  parts  has  been  completed,  it  should  not 
take  much  additional  work  to  construct  and  test 
large-capacity  batteries  of  this  type. 

2.  It  is  recommended  that  further  research  work 
be  done  in  an  effort  to  develop  better  methods  of 
setting  the  glass  bead  insulators  in  the  silver  chloride 
cathodes  of  duplex  batteries.  Two  machines  have 
been  used  lot  experimentally  setting  these  beads, 
the  “continuous  strip"  one  and  the  “corn  planter" 
one  cMUnidurallU1  Inn  Iut  tlfxdiijtUUrH  work- 

needs  to  be  done  before  large  quantities  of  beaded 
t  at  bodes  can  be  produced.  The  production  of  large 
quantities  of  beaded  cathodes  on  a  commercial  scale 
is  necessary  before  large-capacity  duplex-type  bat¬ 
teries  can  be  made  in  quantity  lots. 

,‘i.  Considerable  additional  developmental  work 
cotlld  be  done  on  the  hydraulic  and  mechanical  de¬ 
signs  for  particular  applications.  Improvement  in 
hti! life  ywT'livI ihcuhT'  ucM'  lu‘  ■•vjwvrul  m  Ifp-  by  - 
draulic  and  mechanical  designs  are  perfected. 

4.  So  far  most  of  the  emphasis  has  been  on  the 
development  of  batteries  for  torpedo  propulsion, 
although  a  few  other  applications  have  been  found. 
An  investigation  should  be  made  to  find  new  appli¬ 
cations  for  sea-water  batteries  and  to  adapt  the  ex¬ 
isting developments  to  uses  other  than  their  present 
ones. 


CONFIDENTIAL 


GLOSSARY 


U.  1  ( \  \  I  ION.  An  electrochemical  process  in  (lie  preparation 
of  a  sea-water  cell  cathode  in  which  some  of  its  silver  chloride 
coating  is  reduced  to  metallic  silver,  forming  bridges  between 
the  iniderly  ing  conductor  and  the  cathode  surface. 

\l)  III  \llaek  director  III. 

\l)  If.  \ t trick  director  If. 

AMI’S.  Acoustic  marine  pinging  speedomelet . 

AMS.  Acoustic  mat  ine  speedometer. 

ANODK,  SKA-WATKR  C.l'.l.l..  The  ncgci/iir  clot  ti  title.  made 
of  a  magnesium  allov . 

ANODI/.Kl)  CA  1  1101)1'..  The  metallic  silver  calhorle.  in  a  sea¬ 
water  cell,  which  has  been  coated  electrochcmicallv  with  si! - 
ter  choloride. 

\  S.  \ntisnhmarine. 

ASAP.  Anlistihmaiine  titlark  plot  let. 

A  SCOI’K.  A  CRO  indicator  depicting  e«ho  intensities  h\  vetli- 
cttl  deflections,  and  ranges  lit  the  positions  of  these  deflections 
on  the  hori/onlal  trace. 

ASDIA  l.AN  I  .  Antisubmarine  Development.  Atlantic. 

ASDIC..  Iti  it  ish  echo-ranging  eiptipmeni;  let  let  s  ate  derived 
horn  ••.Anti-Submarine  Development  Investigating  Com¬ 
mittee." 

A  I  I’.  Automatic  ttngel  positioner. 

A  I  I'.  Atiloimitic  target  training. 

A  I  I  .ACk  TKACHF.R.  A  trttining  device  which  provides  sim¬ 
ulation  of  an  antisubmarine  attack. 

HAI  ANt.I.D  MODI  I  A  I  ION.  SI  RAO.  A  modulal ion  process 
in  which  the  mirier  liecptencv  output  chops  to  /cto  in  the 
absence  of  any  elicit  signal. 

It.AI .1 .()  I  LM.  Small  glass  beads  used  in  cettain  sea  water  bat¬ 
teries  as  separators  between  electrodes. 

IM)I.  Hearing  deviation  iudicatoi. 

If  I'.  A  RING  I IMK.  Itea  ring  rate,  the  change  in  hearing  per  unit 
of  time. 

HI. INI)  TIMK.  In  an  antisubmarine  attack,  the  elapsed  lime 
between  the  last  echo-ranging  contact  with  the  submarine 
and  the  explosion  of  the  charges. 

CATHODK.  SKA-WATKR  Cl  l.l. .  Hie  / imilhr  electrode, 
made  of  silvet  and  silver  chloride. 

CAVITATION.  I  lie  formation  of  gas  or  vapor  cavities  in 
water,  caused  by  sharp  reduc  tion  in  local  pressure. 

CHK.MICAI  RKCORDKR.  An  indicator  which  records  range 
on  chemically  Heated  paper. 

(  HI. OR  INTI  Y.  I  lie  numlicr  of  grams  of  chlorine  per  kilo¬ 
gram  of  sea  water,  assuming  all  bromine  and  iodine  arc  re¬ 
placed  with  chlorine.  Kxptessed  in  parts  per  thousand. 


CHROM  A  I  K  FINISH.  A  protective  surface  for  the  magnesium 
anodes  in  sea-water  cells,  obtained  through  immersion  in  an 
acid  chromate  hath. 

COMK-t  l’  TIMK.  I  hc  time  necessary  for  a  sea-water  liattety 
to  reach  7.r>  per  cent  of  peak  power  output. 

Cl’DWR.  Columbia  (  niversity  Division  of  War  Research. 

Cl’ IONS.  Method  of  hearing  determination  from  initial  and 
final  echoes  obtained  as  the  echo-ranging  beam  is  swept  across 
the  target. 

DCDI.  Depth  charge  direction  indicator. 

DCRK.  Depth  charge  range  estimator. 

DF.AI)  TIMK.  I  lie  elapsed  time  between  the  will  to  fire  and 
the  instant  the  charges  strike  the  water. 

DKAT.I.OI’MKN  I  .  A  chemical  process  in  the  prcpaiatiou  of  a 
sc;i-vvater  cell  cathode,  in  which  the  surface  of  the  silvet 
chloiidc  is  reduced  to  metallic  silver. 

DIFFF.RFNTI.A1.  SYNCHRO.  A  synchro  unit  which  responds 
to  the  sum  or  difference  of  two  rotation  orders. 

DIRF.C.TIAITY  INDKX.  A  measure  of  the  directional  prop¬ 
erties  of  a  transducer.  It  is  the  ratio,  in  decibels,  of  the  in¬ 
tensity  ,  or  response,  on  the  acoustic  axis  to  the  average  intens¬ 
ity.  or  response,  over  the  whole  sphere  surrounding  the 
piojector  or  hydrophone. 

DOMK.  A  transducer  enclosure,  usually  streamlined,  used  with 
ec  ho-ranging  or  listening  dev  ices  to  minimi/e  turbulence  and 
cavitation  noises  arising  from  the  transducer's  passage  through 
the  vv  a  ter. 

DOAA'  NO.  II  FINISH.  A  commercial  protective  surface  for 
magnesium,  similar  to  the  chromate  finish. 

I)R  A.  Dead  reckoning  analv/er. 

DR  T.  Dead  reckoning  I  rater. 

I'  R.  F.clio  lepeater. 

I  RC.  F.clio  repeater  rnlihtalor. 

F.RSH.  expendable  radio  soon  Imov. 

KNI'KNDAHI.K  RADIO  SONG  Bt’OY.  A  buoy  listening  de¬ 
vice  that  contains  a  hvdrophonc  for  receiving  target  signals, 
and  a  radio  transmitter  for  relaying  the  signals  to  patrolling 
air  or  surface  c  raft. 

FOI.I.OWF.R.  A  device  used  with  attack  directors  to  supply 
range  and  bearing  information  corresponding  to  the  position 
of  a  virtual  target. 

HDK.  Hydrostatically  detonated  exploder. 

HF.DCiF.HOO.  A  forward-throwing  projector  used  by  antisub¬ 
marine  vessels. 

HI'S!..  Harvard  I'ndcrwalcr  Sound  l  aboratory. 

HYDROPHONK.  An  underwater  microphone. 
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IRON  HORSE,  IRON  TONY.  Housings  used  for  bcnch-tcsting 
torpedo  sea -water  batteries. 

ISGM.  Installed  sound  gear  monitor. 

K  GUN.  A  device  which  throws  antisubmarine  charges  by  pro¬ 
jecting  the  charge-holding  arbor. 

LAC.  Lead  angle  computer. 

MAD.  Magnetic  airborne  detector. 

MGAP.  Mechanical  geographic  attack  plotter. 

MUNROE  EFFECT.  Concentration  of  an  explosive  force, 
achieved  by  special  shaping  of  the  charge. 

MOUSETRAP.  An  antisubmarine  weapon  which  projects 
rocket-type  depth  charges. 

MTB.  Maintenance  of  true  bearing. 

NLM.  Noise  level  monitor. 

NMB.  Navigational  marker  buoy. 

NRL.  Naval  Research  Laboratory. 


RELATIVE  CENTER  BEARING.  Average  of  initial  and  final 
relative  bearings  obtained  as  the  echo-ranging  beam  is  swept 
across  the  target. 

REVERBERATION.  Sound  scattered  diffusely  back  toward 
the  source,  principally  from  the  surface  or  bottom  and  from 
scattering  sources  in  the  medium  such  as  bubbles  of  air  and 
suspended  solid  matter. 

pc  RUBBER.  A  rubber  compound  with  the  same  pc  (density 
limes  velocity  of  sound)  product  as  water. 

Rl.BI.  Right-left  bearing  indicator. 

SALINITY.  The  number  of  grams  of  solid  material  per  kilo¬ 
gram  of  sea  water  when  all  carbonates  are  converted  to  oxides, 
the  bromine  and  iodine  are  replaced  by  chlorine,  and  all 
organic  matter  is  completely  oxidized.  Expressed  in  parts  per 
thousand. 

SAMS.  Steady-state  acoustic  marine  speedometer. 

SCRATCH  BRUSH  FINISH.  A  surface  for  the  magnesium 
anodes  in  a  sea-water  cell,  obtained  by  burnishing  with  a 
clean,  dry,  steel  wire  brush. 


PAMS.  Phase  acoustic  marine  speedometer. 

PING.  Acoustic  pulse  signal  projected  by  an  echo-ranging 
transducer. 

PPC.R.  Portable  polar  chart  recorder. 

PPL  Plan  position  indicator. 

PROJECTOR.  An  underwater  acoustic  transmitter. 

QBE.  Small  echo-ranging  equipment,  made  by  the  Submarine 
Signal  Company,  using  a  JK  crystal  hydrophone  for  listening. 

QC..  Standard  Navy  echo-ranging  equipment  using  magneto¬ 
striction  transducers. 

QCS.  2-t-kc  echo-ranging  and  listening  equipment. 

Q  FA.  A  standard  model  of  attack  teacher  which  provides  visual 
presentation  of  attack  problems. 

QH.  Navy  designation  for  CR  scanning  sonar,  originally  ap¬ 
plied  to  Harvard  designs. 

RANGE  RA'I'F..  Rate  of  change  of  range  between  own  ship 
and  target. 

RELATIVE  BF.ARING.  Target  bearing  relative  to  own-ship's 
heading. 


SEA-WATER  CELL.  As  discussed  in  this  volume,  a  primary 
cell  using  sea  water  as  its  electrolyte,  and  having  a  magnesium 
alloy  anode  and  a  silver  and  silver  chloride  cathode. 

SGM.  Sound  gear  monitor. 

SONAR.  Generic  term  applied  to  methods  or  apparatus  that 
use  SOund  for  NAvigation  and  Ranging. 

SPTU.  Split  projector  lest  unit. 

SSTII.  Synchro  system  lest  unit. 

STACK,  TRANSDUCER.  Pile  of  consolidated  laminations. 

TARGE  T  ASPECT.  Orientation  of  the  target  as  seen  from  own 
ship. 

’TRANSDUCER.  Any  device  for  converting  energy  from  one 
form  to  another  (electrical,  mechanical,  or  acoustic).  In  sonar, 
usually  combines  the  functions  of  a  hydrophone  and  a 
projector. 

TRANSFER  FUNCTION.  In  a  servomechanism,  the  ratio  of 
output  to  input. 

UCDWR.  University  of  California  Division  of  War  Research. 

L'SRL.  Underwater  Sound  Reference  Laboratories. 
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Div.  6-723- MG 

Chapter  11 

1.  Electric  Ignition  Applied  to  Mark  I'  Aircraft  Float  I.ight, 

Joseph  A.  Ccrnv,  NDRC  C4-sr20-145,  Lab.  Report  D2I/ 
3364,  CUDWR,  July  6.  1912.  Div.  6-646.31 -Ml 

2.  Pull-Match  Ignition  for  Mark  17  Float  Eight,  David  O. 

Rhea,  NDRC  6.1-srl  128  1585,  CUDWR-NLL,  Nov.  20, 
1944.  Div.  6  646.31  -M 10 

3.  Modified  Mark  VI  Aircraft  Float  Eight,  NDRC  6.1-srl  128- 

1586,  CUDWR-NLL,  Sept.  I,  1944.  Div.  6  646,31 -M9 

4.  Pneumatic  Projector  for  the  Mark  V  Float  Eight  (For  Use 
In  Lighter-tlian-Air  Craft),  Joseph  A.  Cerny,  NDRC  6.1- 
sr20-64 1 ,  CUDWR-NLL,  May  10,  1943.  Div.  6  G40.31-M4 

5.  Completion  Report  —  Pneumatic  Projector  for  the  Mark 

V  Float  Eight  ( For  Use  In  Heavier-than-Air  Craft),  Joseph 
A.  Ccrnv,  NDRC  <».  1  -si 20  79(i.  CUDWR-NLI,  Sept.  3, 
1943.  Div.  6-646.31 -M7 

6.  I'se  of  Commercial  Flares  Under  Water,  F.  A.  Jenkins, 

UCDWR,  Dec.  9,  1941.  Div.  6-646.32  Ml 

7.  Underwater  Flares  for  Anti-Submarine  Operations,  Re¬ 

port  On  Tests  of  July  7,  1912,  F.  M.  Varncv,  NDRC  C4 
sr20 -162,  UCDWR,  July  20,  1942.  Div.  6-646.32  M3 

8.  Capacity  Tyjie  Ignitors  for  Underwater  Flares,  Wayne  G. 

Shatter,  La'll.  Report  1)31.2/3998.  Cl  DWR-NI.L,  Sept. 
17,  1942.  Div.  6-646.32- M5 

9.  Underwater  Flares,  G.  Al*-.  rt  Hill  and  R.  G.  Clarke,  OSRD 
1522,  Wesleyan  University,  June  17,  1943. 

Div.  1 1-202.1 1 -M2 

10.  1  'nderwater  Flares,  G.  Albert  Hill  and  R.  G.  Clarke,  OSRD 
4030,  Wesleyan  University,  Aug.  15,  1944. 

Div.  11  202.11  MS 

11.  Test  of  Underwater  Flares,  Eakehurst,  New  Jersey,  July 
7,  1912.  Report  on  Electric  Ignition.  G.  R.  F.  Gay,  Lab. 
Report  D21/R3423,  CUDWR  NLL.  July  9,  1942. 

Div.  6-G4G.32  M2 
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12.  Aircraft  Marker  Flares.  Test  at  Eakehurst,  New  Jersey. 

August  IS,  1912,  Joseph  A.  Cerny,  Lab.  Report  D21.2/ 
3802,  CUDWR-NLL,  Aug.  22,  1942.  Div.  G-646.32-M4 

13.  Underwater  Flare  Test,  September  30,  19-12,  Wayne  G. 

Shaffer,  I.ab.  Report  1)31.2/4153,  CUDWR-NI.L,  Oct.  6, 

1942.  Div.  6-646.32-M6 

I  I.  The  Mark  V  Float  Eight,  Joseph  A.  Cerny  and  Dick  I*. 
Fullerton,  Jr.,  NDRC  C-4-sr20  542,  CUDWR-NLL.  Nov. 
9,  1942.  Div.  6-646.3 1 -M2 

15.  Trials  of  Pneumatic  Flare  Cun  for  Illimps  at  Eakehurst, 
New  Jersey,  December  22  and  23,  1912,  Edward  F..  Noyes 
and  Vernon  M.  Setterhohn,  NDRC  G.l-sr20-5G7,  Lab.  Re¬ 
port  D36/R146,  CUDWR-NLL,  Jan.  11,  1943. 

Div.  6-646.32  M7 

16.  Velocity  Traverses  and  Stability  Test  of  Mark  V  Flare, 

Aeronautic  laboratory,  Worcester  Polytechnic  Institute, 
March,  1913,  Lab.  Report  D21/R285,  CUDWR-NLL, 
Apr.  22,  1943.  Div.  6-646.31  -M3 

17.  Noise  Produced  by  Burning  Aircraft  Flares,  Edward  Gcr- 
juov.  Lab.  Report  D21/R463,  CUDWR  NI.L,  July  31, 

1943.  Div.  6-646.31 -MS 

18.  The  Smoke-Eight  Marker,  Joseph  A.  Cerny,  NDRC  6.1- 
sr20-797,  CUDWR-NLL,  Aug.  26,  1943.  Div.  6-646.31-M6 

19.  Drop  Tests  of  Mark  VI  Aircraft  Float  Eights,  December 

7.  1913,  David  O.  Rhea,  Lab.  Report  D21/R649,  CUDWR- 
NLL,  Dec.  15,  1943.  Div.  6-646.31  -M8 

20.  Test  of  British  Markers,  Marine  Aircraft.  David  O.  Rhea, 
Lab.  Report  D2I/R95I,  C.UDWR-NLL,  June  5,  1944. 

Div.  6-646.33-M2 

21.  Submarine  Marker  Buoy,  Lab.  Report  D19/R1205,  NDRC 

6.1-srl  128  1599,  CUDWR-NI.L,  Nov.  30.  1944. 

Div.  6.646.33-M3 

22.  Smoke  Signal  for  Practice  Submarine  Marker  Buoy,  David 
O.  Rhea  and  Vernon  M.  Setterhohn,  Lab.  Report  1)21/ 
R7I9,  NDRC  6.1  -sill 28  1039,  C  UDWR  NLL,  Mar.  24. 

1944.  Div.  G-646.33-M1 

23.  The  Development  of  a  Navigational  Marker  Buoy,  OSRD 
5658,  NDRC  6.1-srl 224  2347,  ARF,  June  1945. 

Div.  6  046.33  M  l 


Chapter  12 

I.  Sea -Water  Batteries,  W.  H,  Martin,  OSRD  6420,  NDRC 

6.1-srl 069  2128,  BTL,  Nov.  30,  1945.  Div.  6-647-MI 
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SPECIAL  BIBLIOGRAPHY 


The  following  list  includes  (I)  reports  on  cerium  projects  not  covered  in  the  preceding  chapters  and  (2)  reports  of 
general  interest  to  the  designer. 


1.  /'.It'll  mil  it  Design  anti  Measurements  at  the  Xew  /.tuition 

Laboratory.  Frank  If.  Herrnfeld  and  William  If.  Snow. 
NDRC  6. 1-sr  1128-2217.  I.ah.  Report  1*35  R 1 428.  Cl  DIVK 
\I  I.,  Mac  28,  1945.  Div.  li  tiff.  M2 

2.  Sound  Hecording  at  the  Xeu'  I  tuition  Laboratory,  Russell 
O.  Hanson.  OSRD  5248.  NDRC  «». I -sr 1 128-1945.  I.ah.  Re¬ 
port  1*37/ Rl  365.  Cl  l)WR  Ml.  Mat  23.  1945. 

Div.  (i 015.2 -M3 

3.  l  ateral  Di.se  lift  oitling  at  the  Xew  I. tuition  Laboratory. 

Russell  ().  Hanson.  lath.  Report  1*37/ R 131 2.  CI  DIVR 
Nl.l,  Jan.  24.  1945.  Div.  6  045.2  M2 

4.  f.tj  utilizer  Design,  Russell  ().  Hanson  anti  William  II. 

Watkins.  I.ah.  Report  1*37  RI278.  CI  DWR  Nl.l,  Jan.  8, 
1(145.  Div.  <>  <>45.2  Ml 

5.  Mist eUanenus  S Indies  in  Elect!  it  al  Transmission  Xel 
winks,  NDRC  0.1 -sr287  2088.  HIM..  Nov.  15.  1045. 

Hit.  0  632.02  Mid 

li.  .In  ll-C  liniitl  I’ass  fillet .  Repotl  Series  A  4.  No.  9.  I.ah. 
Report  DIC  5(185.  Ml  I .  June  III.  11143.  Div.  0-645.13  Ml 

7.  Clitnl  ('.iinilniltilitiii  Methods  lor  Cillers,  If  11..  Sept.  It). 

1(143.  Div.  0-645.13  M2 

8.  filler  Design  formulas  and  (.hails  —  Van  I.  St  I  tester  j. 

Haelner,  I.ah.  Report  1*35  R984.  Cl  DWR  Nl.l,.  July  II. 
Kill.  Dit.  0  645.13  M3 

(I.  I  (.injihiitil  Clitnl  lor  C.nnihilling  Single-f  ret/ item  x  Sig¬ 
nals  with  Continuous  Sjiecha.  Hcnrt  If.  (loll.  I.ah.  Report 
1*34,  R8(i().  Cl  DWR  Nl.l..  \pt.  7.  1(144.  Dit.  0  045  Ml 

10.  .In  Inliodiit lion  lo  Amplitude  Modulation,  Paul  K.  Hud¬ 
son.  CI  DWR  Nl.l..  Div.  0  045  M3 

11.  lest  1‘iotedure  Ini  Indio  fians/oi  meis  111-16000  efts). 

Frank  I*.  Hennfeld.  I.ah.  Report  1*34  R  102(1.  CI  DWR 
Nl.l.,  July  13.  1044.  Div.  <i-(i 45. 1 5- M7 

12.  (lain  Measurements,  Frank  I*.  Herrnfeld,  I.ah.  Rc|x>rt 
1*35/  RliliO,  CI  DWR  Ni  l..  Dec.  30,  1043.  Div.  0  645.15  M3 

13.  Distortion  Tests  In  Intel modulation  Method,  Frank  I*. 

Hennfeld.  I.ah.  Report  1*35/ R7I2.  CI  DWR  Nl.l.,  Mar. 
28.  1014.  Div.  0  615.15  M5 

14.  Cathode  Coujiled  .Dnjili pels,  I.ah.  Report  218.  Cl  I1WR 

Nl.l..  June  0.  1042.  Dit.  6  045.12  Ml 

15.  High  Imjietltinte  f leant plifiei,  David  C.  Kallilell.  I.al>. 
Report  M  55,  CCIIWR.  \pr.  20.  1043.  Dit.  6  045.I2-M2 

1  li.  I  Ptmer  .liii/ililier  anil  ttiiilge  for  the  Measurement  <>/ 
Imjietltinte  at  High  I’meei  Level,  Stltester  |.  Haelner. 
I.ah.  Report  l*35/R(>53,  Cl  DWR  Nl.l..  Feb.  15,  1044. 

Div.  I (i-lil 2.53 - M 1 1 

17  Amplifier  anil  llridge  Measurements,  Stltester  I.  Hacfuer. 
I.ah.  Report  l*35/R870,  CI  DWR  Nl.l..  \pr.  28.  1944. 

l)iv.  6-645. 1 5- M<> 

18.  An  Impedante  llritlge  [or  the  Measurement  of  llala neetl 
mid  I'UtmhUMfif  In  I’irolulil  fikmiri  IklltMrr  j  Hur-rnt* 
I.ah.  Report  (.30/535.  Cl  1)WR  Nl.l,,  Sept.  30.  1943. 

Div.  0  645.15  M2 


10.  The  Din  t  I  Measiiiement  of  Impedance,  ().  Hugo  Scluick 
and  W.  A.  Felsing.  NDRC  (i.l -sr 4*87-801.  HHSL,  June  4, 
1943.  Div.  0  645.15  Ml 

20.  Data  for  the  Design  of  Inductances  Wound  on  Mnlxhde- 

n u in  1‘ermalhix  Cores,  R.  S.  Gales.  I.ah.  Report  M-37. 
rCDWR.  Feh.  25.  1043.  Div.  6-645.1 4- Ml 

21.  Hijiersil  Cores,  Arthur  S.  Westneat.  I.ah.  Report  1*35/ 
R87I,  CI  DWR  Nl.l..  A]>r.  12.  1044.  Div.  6-645.14- M2 

22.  Hijiersil  Core  Characteristics,  Stltester  J.  Haelner  and 

Arthur  S.  Westneat.  I.ah.  Report  P35/RIOI2,  Cl  DWR 
Nl.l..  July  11,1944.  Div.  6-645.I4-M3 

23.  Motional  Impedance  .Dialysis  of  Underwater  Sound  De¬ 

vices,  Frank  H.  Graham  and  F.ginhard  Diet/e.  NDRC  C4- 
sr20-5!ll.  I  SRI..  Dec.  5,  1912.  Div.  6-55I-M7 

24.  lector  I iiijicdtiiitc  Lotus  Plotter,  NDRC  (i.l -sr287-2l75. 

HIM,,  Mar.  15.  1945.  Div.  6  Iil2.53  M22 

25.  Iteeriving  'l  ithe  Characteristics,  Frank  I*.  Herrnfeld,  I.ah. 
Report  G2I/R37I,  Cl  DWR  Ni  l. ,  Mat  31,  1943. 

Div.  6-645.1 1 -Ml 

26.  Dynamic  Characteristics  of  Pentodes  anti  (Irid  Current 

Effects  in  Triodes  and  Pentodes,  Stltester  |.  Hacfuer  anti 
I..  Ktigene  Chipman.  I.ah.  Report  l*35/R  i  1 70.  Cl  DWR 
Nl.l.,  Oct.  23.  1944.  Div.  6  645.11  Ml 

27.  Conversion  (min  of  I'tnious  Tubes  Ojn  raling  as  Mixers, 

I..  Eugene  Chiptnau.  I.ah.  Report  I*85/R(I8().  CI  DWR 
Nl.l.,  June  22.  Kill.  Dit.  6-645.1 1 -M3 

28.  1 1 iode  Phase  Detectors,  Douglas  I-..  Mode,  I.ah.  Report 
1’35/R 1 255,  CI  DWR  Nl.l.,  Nov.  14.  1944. 

Div.  6-645.I2-M4 

20.  Heat  tame  Tube  fret/  tteiii  v  Control,  NDRC  Ii.l-sr287- 
1344.  HI  SI..  Jan.  .4.  1944.  Div.  6-03I.SI-M7 

30.  fhe  Magnitude  o)  'lube  Xoise  in  the  Sonic  anti  Sitjier 

Sonic  lltinge,  Roland  C.  Quest.  I.ah.  Report  G30/R454, 
CIDWR  Nl.l.,  July  27,  1043.  Div.  0-645.1 1  M2 

31.  Elimination  of  Electrical  Xoise  in  Sonic  Listening  f.ijtiiji- 

iiient,  Edwin  E.  leal.  I.ah.  Report  D24/D38/R720, 
Cl  DWR  Nl.l.,  Jan.  31.  Kill.  Dit.  6-6I5.I2-M3 

32.  Peak  Hi  titling  lacituni  'lube  loll  meter,  Alherl  T.  Ret 
tioltls,  I.ah.  Report  D50/R72I.  CI  DWR-NI.I.,  Feh.  I.  1044. 

Div.  6-645. 15-MI 

33.  The  MIL  Oscillograph  Hecortler,  NDRC  (i.l -sr  1046- 1 67 1 

Mi  l  ,  Aug.  17.  1044.  Div.  6-631.2-M3 

34.  Description  of  the  fluid  C.yrnst njie,  Calvin  \.  Gongwer. 
I.ah.  Report  D42/R05I.  Cl  DWR  Nl.l,  Dec.  22,  1043. 

Drt.  C-Ckll.S-MI 

35.  .Dialysis  of  the  fluid  (lyro,  Ralph  E.  lit  rue,  Jr..  Mat  II, 

1044.  Dit.  6-646.25-M2 

lu  Uatyfi"  Xerjaei  J  W*1  nu' LKubUI  MliMi' U  J -w‘T7HtUtf3 
lath.  Report  D49/R505,  CI  DWR  Nl.l.,  Sept.  14.  1943, 

Div.  6-646.26  M2 


COM  RAC  I  Nl'MIlKRS.  CON  I  RAC.  CORN.  AM)  SI  RJKC  I  OK  CON  I  RAC  I  S 


Coni  rai  l 

Xu  in  her 

Xtinir  mill  Irhhrss  »/  Couliurlor 

Subject 

OK  Mm- -20 

l  lic  Trustees  of  Columbia  rniversilv  in  the 
Cil\  of  New  York 

New-  York,  New  York 

Studies  and  experimental  investigations  in  connection  with 
and  for  the  development  of  equipment  and  methods 
pertaining  to  submarine  warfare. 

OK.Mm-IIL’K 

The  Trustee*  of  Columbia  1  Tii\ etsi t \  in  the 
('.in  of  New  York 

New  York.  New  York 

Conduit  studies  and  experimental  investigations  in  con¬ 
nection  with  and  for  the  development  of  equipment  and 
methods  involved  in  submarine  and  subsurface  warfare. 

<>KMsi-30 

1  he  Regents  of  the  1  niversitv  of  California 
Hetkelev.  C  alifornia 

Maintain  and  operate  certain  laboratories  and  conduct 
studies  and  experimental  investigations  in  connection 
with  submarine  and  subsurface  warfare. 

<>K.M*i-'JH7 

I'resiilent  and  fellows  of  llaivard  College 
Cambridge.  Massachusetts 

Studies  and  experimental  investigations  in  connection  with 
ti)  the  development  of  equipment  and  devices  relating 
to  subsurface  warfare. 

ok. Mm 

( .eueral  K.lcctric  Cotnpauv 

Sc  lienee  lads.  New  York 

Studies,  experimental  investigations,  anil  development 
work  in  connection  with  submarine  and  subsurface 
warlaro. 

OK. Mm  :tl(i 

Wcslctn  l  lcc  nil  Cniiipanv.  Inc. 

New  Votk.  New  York 

Studies  and  experimental  investigations  in  connection  with 
submarine  and  subsurface  warfare. 

OKM*r-t>7.1 

Vtinonr  Research  Koiuidalion 

Chicago.  Illinois 

Conduct  studies  and  experimental  investigations  in  con¬ 
nection  with  ti)  the  development  and  design  of  a  salis- 
lac  torv  fuse  for  an  armor-piercing  "Scatter  llotnli"  and  the 
development  of  one  or  more  operating  models  as  directed 
....  tii)  such  development  work  on  the  application  of 
this  lose  for  use  with  the  vertical  bomb  as  appears  to  lie 
ncTcssarv,  and  (iii)  the  design,  development,  and  testing 
of  special  tvpes  of  antisubmarine  bombs  and  of  their 
component*  and  accessories. 

OK.  Mm  ■  1 1*12-1 

At  mom  Researc  h  Koiuidalion 

Chicago.  Illinois 

Conduct  studies  and  experimental  investigations  in  con- 
nccl ion  with  the  development  of  navigational  marker 
hum . 

OK.  Mm-  1000 

Western  Klee  llic  Cniiipanv.  Inc. 

New  York.  New  Yoik 

Conduct  studies  and  experimental  investigations  in  con- 
nciliou  with  the  development  ol  prim. in  batteries  having 
high  power  output  per  unit  ol  weight  and  volume:  such 
mechanical  design  as  to  permit,  in  addition  to  other  inti 
dental  uses,  their  use  in  bombs  or  torpedoes  launched 
from  an  airplane  from  a  ship’s  deck,  or  from  a  submarine, 
etc. 

OKMm--II.1I 

1  lie  1  rusiccs  ot  Coluinhia  Tniceisilc  in  the 
Cite  of  New  Vork 

New  Volk,  New  Voik 

Conduit  studies  and  investigations  in  connection  with  the 
evaluation  ol  the  applicabilitv  of  data,  methods,  devices, 
and  svsit-ins  peilaitiing  to  submarine  and  subsurface 
w  at  fate. 
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SERVICE  PROJECT  NUMBERS 

The  projects  listed  below  were  transmitted  to  the  Executive  Secretary, 
NDRC,  from  the  War  or  Navy  Department  through  either  the  War 
Department  Liaison  Officer  for  NDRC  or  the  Office  of  Research  and 
Inventions  (formerly  the  Coordinator  of  Research  and  Development), 
Navy  Department. 


Sen'ice 

Project 

X  umber  Subject 

NO-116  Scatter  bomb  for  submarine  attack  by  hcavier-than-air  craft. 

NO-125  Oscilloscope  course  plotter  —  ASAP. 

NO-l-fl  Hydrodynamic  characteristics  of  projectile  forms. 

NO-142  Attack  predictors. 

NO-147  A/S  projector  Mark  10  — fire  control  equipment  temporary  installation. 

NO-175  Projected  scatter  charges  for  surface  vessels. 

NO-195  Depth-charge  pattern  recorder. 

NO-200  Development  of  a  sea-water  primary  battery. 

NO-209  Stabilized  roll  indicator. 

NS  -142  Development  of  a  sturdy  design  of  shipboard  hoist  equipment  for  model  OAX  (modified)  portable  testing  equipment. 
(Ext.) 

NS-143  Acoustic  marine  speedometer. 

NS-212  Noise  reduction  of  submarines. 

NS-231  Development  of  navigational  marker  buoy. 

N'S-238  Depth-charge  direction  indicator. 

NS-301  Consulting  services  on  underwater  sound  portable  testing  equipment. 

NS-321  Twenty-five  models  of  the  extended-range  underwater  sound  portable  testing  equipment  (7-  to  70  kc  monitor). 

N.S-326  Artificial  projector  for  operator  training  on  shipboard  monitor  equipment  model  OAX,  10  units  of. 

NS-329  Development  of  a  device  which  provides  automatic  target  positioning  on  deatl  reckoning  tracers  from  an  input  of 

target  range  and  bearing. 

NS-355  Consulting  service  on  production  of  21-volt  sea-water  battery. 


INDEX 


I  lie  subject  indexes  of  all  S  I  R  volumes  arc  (unit lined  in  a  master  index  printed  in  a  separate  volume. 
For  access  to  the  index  volume  consult  the  Army  or  Navy  Agency  listed  on  the  reverse  of  the  half-title  page. 


VB-type  sea-water  battery,  257-258 
Acoustic  coupling,  echo- repea  ling  equip¬ 
ment.  S3 

\coustic  marine  speedometers,  62-77 
acoustic  marine  pinging  speedometer 
(AMI’S),  70-75 

acoustic  marine  speedometer  (AMS). 
62-06 

phase  acoustic  marine  speedometer 
(PAMS),  75-77 

steads -state  acoustic  marine  speedom¬ 
eter  (SAMS)  ,  00-70 

Udlislic-mcehanieal  coupling  in  echo¬ 
repeating  equipment.  83—81 
\l)  III  sonar  gear 
sec  Attack  director  Mark  III 
\dapter  unit  for  Mark  II  lead  angle 
computer.  1 10—  I  17 
VD-ll  sonar  gear 
sir  Attack  direilor  II  (Al)-H) 

ADI’  hvdrophoue  for  overside  noise 
monitor,  17 

Ahead  thrown  attack  ditectors.  I  12-1  IS. 
158 

Airborne  detector,  magnetic.  210,  219- 
221 

Vmplilicrs 

lor  depth-charge  direction  indicator. 
5 1-55 

for  dynamic  sound  gear  monitor.  20. 
31-32 

for  echo- repealing  equipment.  83.  1 13 
lot  noise  level  monitors.  19.50 
lot  poll, title  sound  gear  monitor.  5-0 
lot  servomechanisms,  172-181 
for  Whale  echo-repeater.  lot) 

AMI’S  (acoustic  marine  pinging  speed¬ 
ometer),  02-03.  70-75 
equipment,  70-71 
experimental  tests,  71-75 
pip  reception,  75 

recommendations  for  futuie  research, 

75 

theory,  70 

AMS  (acoustic  marine  speedometer),  62- 
00 

requirements,  03 
summary,  02-03 
transducers,  0 1-66 

Vnode  material  for  sea-water  batteries, 
239-2 1 1 

cathodes,  silver  screen.  211 
chromate  finish,  210 
magnesium  alloy,  239-210 


scratch-brush  finish.  210 
Antisubmarine  attack  aids 
sir  Sea  markers  for  antisubmarine 
attacks 

Antisubmarine  attack  direc  tors,  138-171 
attack  director  II.  159-171 
attack  director  Mark  III:  138-159 
attack  director  Mark  IV;  157-159 
Antisubmarine  attack  plotter  (ASAI’), 
121-131 

attack  director  II,  170 
compass  inverter.  131 
description,  120-127 
echo  reception.  129-130 
own-ship's  position  indication.  127- 
129 

pitnmeter  log  follow-up.  131 
power  supplies,  130 
predictor  for  forward  throwers.  130 
sweep  direction  control.  129 
Antisubmarine  scatter  Itontb.  189-195 
arming  for  attack.  193 
horn  condenser  fu/e,  193-195 
hvdrostalie-fu/cti  cluster.  195 
individual  bombs,  191 
performance,  195 
scatter  mechanism.  191-192 
time  delay  system.  192 
Artificial  sonar  target 
sir  I'.c  ho- repea  ting  equipment 
A -scope  for  tatgel  ranging.  121-122 
ASDevl.ant  sea  trials 
ahead-thrown  attacks.  158 
attack  director  Mark  IV;  139 
depth-charge  attacks.  150-157 
depth-charge  intcrvalometer,  21  I 
Attack  conditions,  mathematical  aualvsis 
ahead-thrown  attack.  1-12—1  13 
attack  course.  1 10-1 12 
echo-repeater  calibrator,  109 
stern-dropped  charges,  139-1  10 
lime  to  fire,  1 12 

Attack  director  II  (AD-ll),  159-171 
electromechanical  hunting  process, 
165-168 

Model  I;  102-105 
Model  II;  105 
Model  III;  105-168 
operation,  100-161 

recommendations  for  future  research. 
170-171 

time-match  principle,  168-170 
At  ck  director  Mark  111;  138-159 
ahead-thrown  attack,  1 12-1 13 


ASDevl.ant  tests,  150-158 
attack  course,  I  10-1 12 
computer  circuit,  117—1  18 
conclusions,  158-159 
description.  118-150,  153-150 
electrical  schematic,  151-153 
lead  angle  computer  Mark  II:  I  13-1  18 
mathematical  analysis.  139 
mechanical  computer.  150-151 
stern-dropped  charges,  139-1  10 
target  speed,  152-153 
time  to  fire.  1  12.  153,  156 
Attack  director  Mark  IV:  150-159 
Attack  plotters  for  target  ranging.  121- 
137 

antisubmarine  attack  plotter  (ASAP)  , 
121-131.  170 

automatic  target  positioner  (Al  l’), 
121-121 

friction-drive  plotter-type  F,  132-133 
lead  screw  plotter-type  1.,  133-137 
link-belt  geographic  plotter,  137 
mechanical  geographic  attack  plotter 
(MCi.AP),  131-137 
relative  plotter-type  R,  132 
Attack  leathers 
Sangamo  ()IA-5:  170 
use  in  attack  director  III  trials,  150- 
157 

Vulomatic  control  system 
sec  Servomechanisms 
Vutomatic  target  positioner  (ATP),  121- 
121 

Autotransformer  for  antisubmarine  at¬ 
tack  plotters.  127-129 
AX-58  hydrophone  for  overside  noise 
monitor.  II  12 

AX-120  hydrophone  fin  overside  noise 
monitor,  17 

A/.OIX  alloy  for  sea-water  batteries,  239 

II-I9A  magnetostriction  transducer,  82 
11-1911  magnetostriction  transducer.  7. 
82 

B-I9F  magnetostriction  transducer,  82 
11-1911  transducer  for  OCP  sound  gear 
monitor,  1 1 

Balanced-bridge  magnetic  ftt/cs  for  fast- 
sinking  depth  charges,  208-210 
Balancing  network  for  dynamic  sound 
gear  monitor,  30-31 

Baldwin  11-1  flares  in  antisubmarine 
operations,  222-223 
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Ballot  ini  glass  pellets  for  sca-tvater  bat¬ 
teries,  214-245 

Hand  elimination  filters  for  servomecha¬ 
nisms,  181 
batteries,  sea-water 
see  Sea-water  batteries 
III)  I  piezoelectric  transducers,  HI 
Deacon  sea-water  batteries,  215.  255-257 
Dead-setting  machines  for  sea-water  bat¬ 
teries,  244-245 

Hearing  deviation  indicator  (DI)I)  for 
attack  director,  148 
Hearing  recorders 
for  attack  director  Mark  III:  153 
for  lead  angle  computer  Mark  II:  III 
bendix  l.og  installed  sound  gear  moni¬ 
tor.  20 

Dlastpbones  for  depth-charge  direction 
indicator.  51-5 1 

blimp  flare  gun  for  pneumatic  projec¬ 
tor,  220 

bomb  rack  Mark  53:  211-212 
bombing  devices,  antisubmarine 
see  Antisubmarine  scatter  bomb 
book-type  torpedo  batteries,  210-250 
DR-1  San  Diego  echo  repeater,  86 
bridged-T  network  filters  for  servo¬ 
mechanisms.  170 

britisb 

A  S  17 1  bearing  plotter,  1 18 
Asdic  III  attack  course  plotter.  III. 
1 13-14  t 

beating  rccotder.  153 
marine  marker  submarine  buoy,  232- 
233 

brown  (M62SAYIXI)  motor  for  servo¬ 
mechanisms.  173 
brush  Company 
C-13  transducer,  01 
hydrophone  for  OAY  sound  gear.  10 
II 

hvdrophone  lot  overside  noise  moni¬ 
tor.  41-42 

b-type  sea-water  battery,  257-258 
buoy-supported  echo  repeater,  89 -90 
bursting  charge  firing  system  for  su t  face 
vessels,  199 

Calibration  of  sonar  equipment 
depth-charge  range  estimator,  00-01 
echo-repeater  calibrators  (KRC) ,  107- 
120 

“equivalent  sphere,"  82 
OAY  sound  gear,  45-16 
overside  noise  monitor,  47 
Whale  echo  repealer,  101 
Captain's  box  in  sonar  operations 
attack  director  Mark  III;  153,  151 
attack  teacher  tests,  157 
lead  angle  computer  Mark  II;  148 


Cathode  materials  for  sea-water  bat¬ 
teries,  210-243 
Cathode-ray  attack  plotters 
see  Attack  plotters  for  target  ranging 
Cavitation  indicator  ((d)  for  noise  meas¬ 
urements.  48—51 

CD-I  piezoelectric  transducers.  81 
Cell  potential  for  sea-water  battery,  230- 
237 

CO-1  piezoelectric  transducers.  81 
Chemical  reactions  in  sea-water  bat¬ 
teries.  230 

Cl  (cavitation  indicator)  for  noise  meas¬ 
urements.  48—51 

C.J  I  piezoelectric  transducers,  HI 
Columbia  I  niversity 
exploder,  hydrostatic  all  v -detonated. 
214  215 

submarine  marker  btmv.  232 
Compass  inverter  for  antisubmarine  at¬ 
tack  plotter.  131 
Computer  circuits 

attack  director  Mark  III;  150-151. 
155-150 

lead  angle  computer  Mark  I:  1  12 
lead  angle  computer  Mark  11;  147-148 
time-to-fire  mechanism.  150 
Condenser-fuzed  cluster  for  untisuh- 
matine  scatter  bomb.  193-195 
Conning  problems 
antisubmarine  attack  plotters.  125 
attack  director  AO-b.  QFH  Snngamo. 
105 

attack  operations.  138-139 
Continuous-control  servomechanisms 
see  Servomechanisms 
Control  amplifiers  for  servomechanisms. 
172 181 

evaluation,  170-181 
power  stage.  175-178 
voltage.  175-170 

Corn  planter  for  sea-water  batteries.  215 
Coupling  limitations  of  echo-repealing 
equipment.  83-81 

Coil isc*  of  ship,  attack  problems.  I  1(1- 
112 

Course-to-slecr  indicator 
attack  director  Mark  111:  153,  151 
attack  teacher  tests,  157 
lead  angle  computer  Mark  II;  148 
Crystal  transducers  for  echo  repealers, 
82.98 

Dead  reckoning  analyzer  for  link-belt 
geographic  plotter,  137 
Dead  reckoning  tracer  (DRT),  121-121 
Deep-lowed  echo  repeaters.  108 
Delay  system  for  timing  Itomb  clusters. 
192 

Delayed-action  echo  repeater,  100—107 


Demodulation  circuits  for  OCI*  sound 
gear  monitor,  15 

Department  of  Terrestrial  Magnetism, 
type  I.  lead  screw-driven  plotter, 
133 

Depth  charge,  fast-sinking 
see  Fast-sinking  depth  charge 
Depth-charge  attacks 
antisubmarine  attack  plotters.  125 
attack  teacher.  150-157 
Mark  III  director,  150 
sea  tests,  157-158 

Depth-charge  direction  indicator 
(DCI)I),  19-50 
amplifier,  5 1-55 
design,  52 

experimental  models.  52-53 
improvements.  50 
performance.  55 
production  models.  5,3-55 
refraction  elicits.  55-50 
temperature  gradient  elicits,  55-50 
Depth-charge  iulervalometcr,  213  21  1 
Depth-charge  range  estimator  (DC.RK). 
57-01 

calibration.  00  01 
design.  57-58 

expeiimental  models,  58-59 
hydrophone.  59-00 
performance.  01 
self  calibration.  01 
shadow  zone  elicits,  58 
thermal  gradient.  58 
tiiangulation.  01 

Detonated  exploder,  hydrostatic.  215 
Detonator  sea-water  batteries.  253-251 
Diehl  motor  (('.DA  211052)  for  servo¬ 
mechanisms.  173,  I8| 

Doppler  circuits 

echo-repealing  equipment.  91-98 
Fcrho  echo  repeater,  89 
measurements  of  ship's  speed.  02 
steady-state  acoustic  marine  speed¬ 
ometer,  00 

Duplex  type  torpedo  batteries,  252-253. 
259 

Dvnamic  monitor  for  echo  ranging.  21- 
39 

accuracy.  30-37 
amplifier.  20-28,  31  32 
anode  power  supplies,  32 
cathode-ray  tube,  31-32 
constants  in  figure  of  merit  equation. 
32-35 

echo  length  and  range.  28-29 

figure  of  merit  derivation,  23-24, 32-33 

loudspeaker.  31 

operation  principles,  25-26 

oscilloscope.  20 

performance,  34-38 
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receiving  circuit,  20-28 
recommendations  for  future  research. 
38-3!) 

sivee|>  tirenit,  31  32 
switching  tithe,  2(1-30 
transmiller  circuit,  20-SI 

l.ctcnlricitv  of  a  projectile,  201 
Ft  hit-ranging  gear 

str  \ttack  plotters  for  target  ranging: 
.Sound  gear  monitor  (S(.M) 

I'.i  ho-iepeater  calibrators  (KRC).  1 07— 
120 

desttiplion.  100  110 
tioiipoi  table.  1 10-113 
performance,  1 17-120 
porlalile.  113  117 

recommendations  lot  futiiic  research. 
120 

switching  ciltuit.  112-113.  110  117 
l  In-on,  108-100 

I  t  ho-repeating  etpiipment,  78-107 
amplilier.  83.  1 13 
htiov-supportcd  tepealer,  80  00 
coupling  limitations.  83-81 
design.  80-82 
doppler  circuits,  01-08 
equivalent  sphere  theory ,  82.  108-100. 
110-120 

licqticncy  response.  81 
gas-pipe  repeater,  101-105 
Harvard  repeatets,  80-80 
high-frequency  stick  assemblies.  03  01 
location  of  eleclioiiic  units,  85 
itionitoi  service.  81 
passive  targets.  85-80 
power  relations,  82  83 
tecommendations  for  future  research. 
100-107 

Salt  Diego  repeatets.  80 
stalinnniy  repealers.  01  !I2 
low, title  icpcaters,  02-03 
Whale  repeater,  08-101 
Electin'  roupling  in  echo  lepeating 
etpiipmeiit.  83-81 

I'.lectrochcmiral  design  of  sea-water  bat¬ 
teries.  230-230 
chemical  reactions.  230 
electrode  spacing,  237-238 
electrolyte  circulation.  238 
leakage  current  control,  238-230 
I-  lei  Ironic  equipment 
depth-charge  range  estimator,  50-00 
dvnamir  sound  gear  monitor,  20-32 
echo-repeating  equipment.  82-85 
installed  sound  gear  monitor,  0.  10-20 
porlalile  sound  gear  monitor.  5-0 
Whale  echo  repeater,  KM) 

Expendable  radio  sono  Inins  (ERSIl), 
210 


Explosion  point  for  attack  director  solu¬ 
tions,  100 

Extended-range  portable  sound  gear 
monitor,  13 

East-sinking  depth  charge,  202-21 1 
arming  methods,  207.  212 
halanrcd-hridgc  magnetic  fu/cs.  208- 
210 

Itellovvs-arined  Iti/c,  207 
conclusions,  205 
lu/es,  207 

IIIR  fu/c.  207-208 
hydrodynamic  tests.  203-201 
inertia-actuated  fu/cs,  207 
inlet  valoineter.  21 3-21 1 
niagneticallv-actualeil  ftt/es.  208 
Matk  53  Itctmlt  rack. 21 1-212 
sill  face  craft  dis|tenscrs,  205-200 
Fee  Im  echo  repeater,  70.  80-80 
Eigttte  of  merit  of  echo-ranging  gear. 
21.23-21.  32-39 
accuracy.  30-37 
attenuators.  21 
calc  illations.  21 
constants  in  equation.  32-35 
definition.  21 

derivation  of  equation,  23-21 
dial  plate.  38-30 
measurement  method.  32-33 
performance  data,  37-38 
recommendations  for  future  research. 
38-39 

Filter  networks  for  servomechanisms. 
170 

Fire-control  attack  directors,  138 
Firing  projectiles  for  ahead-thrown  at¬ 
tacks.  158 

Filing  system  lot  scatter  charge  lot  stir 
lace  vessels,  199 

Flare  guns  for  pneumatic  ptojc- tors. 
220-221 

Flares  for  antisubmarine  operations. 
221-221 

aircraft  parachute,  222 
rapacity-tv pe  ignitors,  222-223 
Hate  mixture.  223 
star  shell  il  l;  222 

"Flip-Hop"  circuits  for  depth-charge 
range  estimator,  59-00 
"Flip-flop"  tulie  for  dynamic  sound  gear 
monitor,  28-29 

Float  lights  for  submarine  detection. 
210-221 

for  M  AD.  219-221 
Mark  IV;  210-217 
Mark  V;  210-217 
Mark  VI;  210-218 
modified  Mark  VI;  219 


Florida  Field  Station,  echo-repeating 
equipment,  91-90 

Flux-change  magnetic  fu/c  for  fast- 
sinking  depth  charge,  207  208 
Forward-throwing  weapons 
antisubmarine  attack  plotters.  130 
attack  director  Mark  111;  I  12-113 
Hedgehog  projectiles,  158 
mousetrap  projectiles,  158 
Frequency  characteristics  of  sonar  gear 
acoustic  marine  pinging  speedometer. 
73-71 

doppler  measurements  of  ship's  speed, 
02 

echo  repealing  equipment.  81,  81 
O AY  sound  gear,  17 

Frit  lion-drive  attack  plotter  type  F,  132- 
133 

FS  smoke  agent  for  stibium  inc  market 
buoy,  232-233 
Ftt/es  for  sonar  gear 
antisubmarine  scattei  bomb,  193  195 
balanced-bridge  magnetic,  208-210 
lie!  lows-a  rmed.  207 
fast -sinking  depth  charges,  207 
H I R. 207-208 

hydrostatically-detonated  exploder, 
215 

inertia-actuated,  207 
magnetically-actuated,  208 

Gas-pipe  echo  repeater,  101-105 
General  Electric  Company 
antisubmarine  attack  plotter  (ASAP). 
120,  138 

attack  director  1).  170 
Geographic  attack  plots 

v<r  Attack  director  II  (Al)-ll) 
Geographic  attack  plotter,  mechanical. 
131-137 

friction-drive  plotter-type  F.  132-133 
lead  screw  ploltcr-tvpc  1  ,  133-137 
relative  plotter-type  R.  132 
Geometry  of  attack  conditions 

.see  Mathematical  analysis  of  attack 
conditions 

Glass  head  separators  for  sea-water  bat¬ 
teries,  211-215 

Graphic  time-matching  aid  for  attack 
course,  159,  101 

see  also  Attack  director  H  (Al)-R) 
Gyrocompass  repeater  system 
attack  director,  150 
attack  plotter,  131 

Harvard  Underwater  Sound  l.aboratory 
(HI 'SI .) 

echo  repeaters,  80-89 
echo-ranging  equipment,  37 
echo-repealing  calibration,  78,  79 
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servomechanisms,  172 
Headphones  for  OAY  sound  gear,  17 
llchhphone  II  laminations  in  Whale 
transducer,  1)8,  102 
Hedgehog  projectiles 
ahead-thrown  attacks.  I  12-1  13.  158 
antisubmarine  attack  plotters,  125 
lead  errors.  158 

Helmsman’s  indicator  lor  attack  direc¬ 
tor  Mark  111;  151 

I Ictcrodv uc  doppler-shifting  circuit  in 
echo-repealing  ccpiipment.  91-90 
lltgh-lidclily  Rochelle  salt  headphones 
in  OAY  sound  gear,  Iti 
lligh-lrc(|Ucncv  slick  assemblies  for 
echo-repeaters,  93-9 • 

HIK  lii/e  for  fast-sinking  depth  charge, 
207-208 

Horn  condenser  fu/o  for  Iromb  clusters. 
193-195 

llwlrodv mimics  of  last-sinking  depth 
charge.  203-201 
llvdropliones 

ADI*  for  overside  noise  monitor.  17 
AX-120  for  overside  noise  monitor,  17 
depth-charge  direction  indicator.  51- 
53 

depth-charge  range  estimator.  57-59 
machine  noise  monitors,  ID 
noise  level  monitor  system,  ID-50 
OAX  sound  gear  monitor.  7 
overside  noise  monitor,  -11-12.  lb-17 
submarine  noise  reduction,  II 
Hydrostatic  ftt/ecl  cluster  for  utiisiih 
marine  scatter  bomb,  ID5 
Hydrostatically -detonated  exploder 
(111)1).  21 1-215 

I iii'i I i n  actuated  lu/es  lor  last-sinking 
depth  charges.  207 
Installed  sound  gear  monitor  (ISOM) 
description.  17 
design,  0 

hoist  mechanism.  3.  ti 
pit-log.  18-20 

lecommendations  for  future  rcscnirh, 
20 

strut  design.  17-18 
summary,  3 
undeivvatei  log.  17-18 
Intel mediate  power  and  time  sea-water 
batteries.  251-255 

Intervalonieler.  depth-charge.  213-211 

Jiggle  switch  for  last-sinking  depth 
charges,  207 

|P  amplifier  for  noise  level  monitoring. 
50 

1 1*  listening  hydrophone.  ID-50 


k  gun  with  scatter  charge  for  surface 
vessels,  190-200 

KR-I  Sail  Diego  echo  repealer,  80 

Laminated-slack  magnetostriction  trans¬ 
ducers,  00,  81 

Launching  tidies  in  sonar  gear 
Mark  VI  lloat  lights.  218-219 
pneumatic  projectors.  219-221 
Lead  angle  computers 
.wr  Mark  II  lead  angle  computer 
(LAC) 

Lead  scievv  attack  plotter— tv pe  I.,  183- 
137 

compass-controlled  servo  svstem.  131 
control-transformer  synchro.  131 
instantaneous  target  vector,  131 
I  ibrascope  Corpora  lion.  Mark  IV  anti¬ 
submarine  attack  director.  139 
l  ink  belt  geographic  plotter.  137 
Log  strut  for  installed  sound  gcai  moni¬ 
tor.  17-18 

Loring  factor  of  a  projectile,  201 
Loudspeaker  for  dynamic  sound  gear 
monitor.  31 

Magnesium-silver  chloride  sea-water 
batteries 

ver  Sea-water  batteries 
Magnetic  airliornc  detector  (MAD).  210. 
2  ID-22 1 

Magnetic  coupling  in  echo-repeating 
ecpiipment,  83-81 

Magnetically -actuated  fu/es  for  fast- 
sinking  depth  charges,  207-210 
Magnetostriction  hydrophones 
depth-charge  direction  indicator.  53 
depth-charge  range  estimator.  57-59 
XL- 1 30;  19-50.  59 
OAX  sound  gear  monitor.  7 
Magnetostriction  tianxduceis  for  sonar 
gear 

ccho-repcating  ecpiipment.  81,  82 
sound  gear  monitors,  0 
Maintenance  of  true  bearing  (M  I'll), 
lead  screw-driven  attack  plotter. 
133 

Mapping  ship’s  course 
ver  Attack  plotters  for  target  ranging 
Marine  marker,  submarine  marker  hum  . 
232-233 

Marine  speedometers,  acoustic.  02-77 
acoustic  marine  pinging  s|rccdomctcr 
(AMI’S),  70-75 

acoustic  marine  speedometer  (AMS). 
02-00 

phase  acoustic  marine  sjicedcinicter 
(I’AMS).  7.5-77 

steady-state  acoustic  marine  speedom¬ 
eter  (SAMS).  00-70 


Mark  I  lead  angle  computer,  1 12 
Mark  II  lead  angle  computer  (LAC). 

I  12-1  18 

adapter,  I  10-1  17 
computer  circuit.  1 17-1  18 
fciurse-lo-stccr  indicator.  I  18 
integrator,  I  15-1 10 
performance.  I  18 
recorder  units,  1  1 1—115 
Mark  1Y  antisubmarine  attack  director. 
139.  150-159 

Mark  IV  lloat  light  for  submarine  dela¬ 
tion.  210-217 

Mark  Y  lloat  light  for  submarine  detec¬ 
tion,  210-217 

Mark  0  depth  charge,  roller  loader.  20(1 
202 

Mark  VI  lloat  light  for  submarine  detec¬ 
tion.  210-219 

Mark  7  depth-charge  arbor.  190-199 
Mark  It) depth  charge.  190 
Mark  12  depth  charge.  203-205 
Mark  18  torpedo  batteries.  210.  218-250 
Mark  20  torpedo  batteries,  218.  250-252 
Mark  20  torpedo  battery.  230.  217  -218. 
250-252 

Mark  53  bomb  rack,  211-212 
Matk  III)  fu/cd  duster  for  antisubmar¬ 
ine  scatter  bomb.  195 
Masking  noise  of  controlled  intensity,  IK 
Mathematical  analysis  of  attack  condi¬ 
tions 

ahead-thrown  attack.  I  12-1  13 
attack  course.  1 10- 1  12 
echo-repeater  calibrator.  109 
stern-dropped  charges.  139-1  It) 
time  to  lire,  1 12 

Mechanical  geographic  attack  plotter 
(M(.AP),  131-137 

friction-drive  plotter-type  I-’.  1.32-133 
lead  screw  plotter-type  b.  133-137 
relative  plot ter-t v pe  R.  132 
Mercury  "jiggle  switch"  for  last-sinking 
depth  charge,  207 

Meter  circuit  for  OAY  sound  gear.  12  10 
Miniature  transducers 
cone  transducers.  0 1-00 
crystal  transducers.  GO 
(.)(:  transducers,  (iti 

Mixing  circuits  for  OOP  sound  gear 
monitor,  15 

Modulator  circuit  for  servomechanisms. 
181-183 

Monitor  circuits  for  echo-repeating 
ec|iiipiueut.  81 

Monitoring  machinery  noise  aboard 
submarines 

see  Noise  measurements,  shipboard 
instruments 

Motion  picture  tests  for  sonar  gear 
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last-sinking  depth  chaise,  201 
scatter  charge  for  surface  vessels.  198 
Motor  properties  of  servomechanisms. 
172-173 

Mousetrap  projectiles 
nhcad-ihrmvn  attacks,  I  13.  I.r>8 
anlisiihmarine  attack  plotters.  125 
M  l  it  SMichro  line  for  lead  screw-driven 
attack  plotter,  131 

Multiple  hydrophones  for  depth-charge 
range  estimation,  (il 
Monroe  elfect  on  sonar  gear 
anlisiihmarine  scatter  homli,  189 
depth-charge  range  estimator.  58 

Naval  Research  I, allocators,  echo- 
repealing  equipment.  79 
Navigational  marker  Imov  (NMI1). 
221-229 

Navigational  plotting 
see  Attack  plotters  for  taiget  ranging 
Navv  aircraft,  submarine  detection 
Mark  l\  float  light.  210-217 
Mark  \  float  light.  210  217 
Mark  VI  Moat  light.  2  Hi-2 1 8 
modified  Matk  VI  float  light.  219 
Navv  \rma  dead  reckoning  tracer 
tl)R  I  ),  121-121 
Navv  tests  of  attack  directors 
ahead-thrown  attacks.  158 
attack  director  Mat  k  IV;  139 
deplh-c  harge  attacks.  150  157 
depth-charge  inlet  valomeler.  21  I 
Neon  lampcavitation  indicator  for  noise 
level  monitoring.  51 
New  London  l.ahoralorv 
hvtlioslnlirallv-dtionnlfd  explodci . 

21 1-215 

pull-match  ignition  lor  Matk  VI  lloat 
light.  218 

scatter  charge  for  surface  vessels.  197 
198 

smoke  signal  tot  submarine  market 
Imov.  2.32 

Nl.-I.3ll  magnetostiiction  hvtlrophone. 
19  50.  59 

Nit.  17  mixture  for  underwater  (lares. 
223-22 1 

Noise  level  monilni  (NI.M).  18  51 
amplifier,  19.  50 
design.  19 
development.  50  51 
hvdrophones.  19-50 
production  model.  50-51 
Noise  measurements,  shipboard  instill 
nienls,  18-til 

cavitation  indicator,  18-51 
depth-charge  direction  indicator.  51- 
50 

depth-charge  range  estimator.  57-01 


noise  level  monitor  (NI.M).  48-51 
Noise  reduction  program.  OAY  sound 
measuring  gear 

see  Overside  noise  monitor.  OAY  sound 
gear 

Nonportable  ceho-re|>eater  calibrators. 
109-110,  113 

Non-tovvable  echo  repeaters.  78-79 
Nylon  filament  separators  for  sea-water 
batteries.  211 

OAX  sound  gear  monitor,  0-13 
description.  0-7 
evaluation.  10 
limitations.  13 
Model  51),  8-10 
Model  5K.  10 
transducer.  7-8 

OAY  sound  measuring  ecpiipment 
.vee  Overside  noise  monitor.  OAY  sound 
gear 

OCI’  sound  gear  monitor.  13-17 
c  hunts.  1 1-17 
extended-range  model.  13 
Model  7  wide-range.  13 
Model  X-OC.P,  13 
receiving  amplifier.  1 1-15 
recommendations  for  liiture  research. 
15 

transducer.  1 1 

OR  ec|iiipnieut  for  submarine  noise  re¬ 
duction,  10 
Ordnance.  189-215 

antisubmarine  scatter  IhiiiiIi.  189-195 
last -sinking  depth  charge.  202-21  I 
hvdroslatically -detonated  exploder. 

21  1-215 

scatter  charge  for  surface  vessels.  190 
202 

Oscar  ecpiipment  (Imov  siip|M>rled  echo 
repealer).  89-90 
Oscillators 

OAX  sound  gear  monitor.  0-7 
OOP  sound  gear  monitor.  1 1-15 
phase  acoustic  maiinc  speedometer, 77 
portable  ec  ho-repealer  calibrator.  1  Hi- 

117 

portable  sound  gear  monitor,  5-0 
steadv -stale  acoustic  'Marine  speedom¬ 
eter.  07 

Oxrillosco|ic  course  plotter 
sit  Antisubmarine  attack  plotter 
(ASAP) 

Oscilloscope  for  dynamic  sound  gear 
monitor.  20 

Overside  noise  mnnitor.OAY sound  gear. 
40-17 

accessory  equipment,  40 
battery  operation.  10 
circuits.  12-40 


construction  of  OAY,  II 
design,  40—4 1 
hydrophone.  41-42 
performance,  40 

recommendations  for  future  research. 
40-17 

sound  level  meter,  42-10 
table  conductors,  47 
Own-ship's  course,  sonar  equipment 
attack  director  Mark  III:  152 
lead  screw-driven  attack  plotter,  133 
135 

link-licit  geographic  plotter.  137 
Own-ship's  speed,  sonar  ecpiipment 
attack  director  Mark  111:  152 
lead  screw-driven  attack  plotter,  133- 
131 

PAMS  (phase  acoustic  marine  speedom¬ 
eter) 

sit  Phase  acoustic  marine  speedometer 
(PAMS) 

Parachute  flares  for  antisubmarine  oper¬ 
ations.  222 

Passive  targets  for  echo  ranging.  78,  85r 
80 

Pentagon  (5-3-lfP)  sea-water  battery. 
230.  240,  250 

Permanent -magnet  magnetostriction  hy¬ 
drophone.  49-50.  57.  59 
Pcrmcndur  laminations  in  magneto¬ 
striction  transducers.  81 
Pcrtnollux  headphones  in  overside  noise 
monitor.  47 

Personnel  training  for  sonar  equipment. 
78 

Phase  acoustic  marine  speedometer 
(PAMS),  02-0.3,  75-77 
ecpiipment.  70 
experiments,  70 

recommendations  for  future  research. 

77 

theory,  75-70 

Phenolic  plates  in  sonar  gear 
sea-water  batteries.  215 
torpedo  batteries.  250 
Piezoelectric  transduc  ers  for  echo-repeat 
iug  ecpiipment.  81 

Ping  pressure  of  sonar  projector.  30 
Pinging  speedometer,  acoustic  marine 
sit  AMPS  (acoustic  marine  pinging 
speedometer) 

"Pipe"  transducers  for  stalionarv  echo 
repeaters,  91 

Pitomeler  log  system  in  sonar  gear 
antisubmarine  attack  plotters.  130.131 
attack  director  Mark  111:  150 
installed  sound  gear  monitor,  18-20 
Plan  position  indicator  (PPI) 
antisubmarine  attack  plotter.  125 
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attack  director  B.  159 
relative  bearing,  168-170 
Pneumatic  projectors  for  magnetic  air¬ 
borne  detector,  219-221 
Portable  echo-repeater  calibrators,  109- 
110,  115-117 
description,  113.  117 
horizontal  sweep  system.  115-1 16 
Models  I  and  II;  109-110 
oscillator  switching  system,  1 16-1 17 
power  amplifier,  1 13 
pulse  control  system,  113-116 
soilage  amplifier,  1 13 
Portable  polar  chart  recorder  (PPC.R) 
for  servomechanisms,  181-183 
Portable  sound  gear  monitors.  1-3,  5-6 
s it  also  OAX  sound  gear  monitor: 
OC'.P  sound  gear  monitor 
Portable  target  calibrator  for  echo-rang¬ 
ing  equipment.  108 
Portable  testing  equipment 
see  OCP  sound  gear  monitor 
Potentiometers  in  sonar  gear 
antisubmarine  attack  plotter,  127-129 
.  attack  director  Mark  III:  151-152 
automatic  target  positioner.  122-121 
Power  amplifier  for  |xirtahle  echo-re¬ 
peater  calibrator.  113 
I’PI  scopes  for  target  ranging,  121-122 
Pressure  wave  amplitudes  in  underwalei 
explosions.  57-58 

Primer  cake  for  nmletwaler  flares.  223 
I'tnjeclilcs 

ahead  thrown  attacks,  158 
antisubmarine  attack  plotteis.  125 
client  i  icily.  201 
stability,  203-201 

Projector  (sonar),  installed  sound  geai 
monitor.  6 

Projector  (sonar),  ping  pressure.  36 
Projector  I  Railing,  B  ,  in  attack  cliicctor 
Mark  III:  152 

1‘tnximitv  fu/c'7-10-M  forsea-watei  bat¬ 
teries.  217.  258 

( )(  '.  sound  gear 

acoustic  ilia  line  pinging  speedometer. 
71  72 

anlisiibmarineattack  plotter.  125. 129- 
ISO 

installed  sound  gear  monitor.  6 
QFH  Saugamo  conning  teacher  for  test¬ 
ing  AD-B  attack  director,  165 
QH  Model  II  echo-ranging  system  for 
dynamic  monitor,  37-38 

Radar  target  ranging.  121-12! 

Radio  sono  buoy,  216 

Range-keeper  solution,  lire  control,  138 


Ranging  equipment,  sonar 
see  Attack  plotters  for  target  ranging; 
Depth-charge  range  estimator 
(DCRK) 

Recommendations  for  future  research 
acoustic  marine  speedometers.  70.  75, 
77 

attack  director  B,  170-171 
dynamic  sound  gear  monitor.  38-39 
echo-ranging  equipment,  106-107 
echo-repeater  calibrator.  120 
installed  sound  gear  monitors.  3.  20 
OAX  sound  gear  monitor,  10-13 
OCP  sound  gear  monitor,  15 
overside  noise  monitor,  16-17 
portable  sound  gear  monitors.  3 
sea-water  batteries,  259 
Relative  bearing  plan  position  indica¬ 
tor,  168-170 
Reverberation 

in  acoustic  marine  pinging  speedom¬ 
eter.  71—75 

in  echo-ranging  equipment  WT'.A-I: 
37 

Right-left  bearing  indicator  (RI.BI  or 
Bill)  for  antisubmarine  attack 
plotter.  127 

Ring-stack  transducers  for  echo-repeat¬ 
ing  equipment.  81,  82.  91-92 
Rochelle  salt  headphones  for  OAV  sound 
gear.  16-17 

RO-51055  (AX-58)  hvdrophcmc  lin  over¬ 
side  noise  monitor.  II  12 
RR-I  San  Diego  echo  repeaters.  86 

San  Diego  laboratorv 
antisubmarine  attack  plotter.  126 
echo  rc|K-atcrs,  86 

Sangamo  QKA-5  attack  leat  her,  170 
Scanning  sonar  systems 

vee  Attack  director  B  (AD-ll) 

Scatter  bomb,  antisubmarine 
see  Antisubmarine  scatter  bomb 
Seal lc r  c  harge  for  surface  vessels.  196-202 
firing  system.  199 
mechanical  design,  196-197 
pattern  characteristics,  197-199 
performance,  199 
roller  loader. 200-202 
Scott  transformers  for  antisubmarine  at¬ 
tack  plotters,  127-129 
Scratch  brush  finish  for  anodes  of  sea¬ 
water  batteries,  210 

Sea  markers  for  antisubmarine  attacks, 
216-233 

aircraft  parachute  flares,  222 
capacity -type  ignitors.  222-223 
flare  mixtures,  223 
Mark  V  float  light,  216-217 


Mark  VI  float  light,  217-219 
navigational  buoy,  22 1-229 
pneumatic  projectors,  219-221 
smoke  signal,  172-171 
star  shell  flares,  B-l ;  222 
submarine  buoy,  229-232 
underwater  flares,  221, 221 
Sea-water  activated  batterv  for  hydro¬ 
statically-detonated  exploder,  215 
Sea-water  batteries,  2.31-259 
AB  type,  257-258 
advantages,  235 
anode  material.  239-210 
book-type  batteries,  219-250 
rathcKlc  material.  210-21.3 
conclusions.  258-259 
description,  231-235 
detonator  type,  253-251 
development.  235-236 
duplex-type  batteries,  252-253 
electrochemical  design,  236-239 
insulating  washers.  215 
intermediate-power  and  time  type, 
25.3-255 

irrigating  system.  216 
leakage  current  control.  238-239,  216 
long-power,  long-time  tvpe.  255-257 
mechanical  design,  215-217 
multiplate-lype  batteries,  250  252 
proximity  fu/e,  7-10-M.  258 
recommendations  for  future  leseaieh. 
259 

separator  research,  213-215 
torpedo  type,  217-219.  253 
Self-noise  measurements  aboard  sub¬ 
marines 

.vee  Noise  level  monitor  fXI.M) 
Separators  for  sea-water  batteries.  213- 
215 

Servo  motors  for  sonar  gear 

lead  screw -driven  attack  plotter,  131 
mechanical  computer.  150-151 
Servomechanisms.  172-181 
amplifier  ratings,  176-181 
derivative  control  circuit,  181-183 
modulation.  181-183 
parallel -T  notching  fillers,  176 
phase  acoustic  marine  speedometer, 
77 

phase  lead  controller,  176 
power  stage,  175 
pro|K‘rtics,  172-173 

recommendations  for  future  research, 
183-181 

sense-detecting  rectifier,  181-183 
transfer  function,  172.  181 
voltage  amplifier,  175-176 
Seth  Thomas  double  spring  engine  lever 
clock  for  navigational  marker 
buoy,  228 
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Shaped-charge  principle  for  antisub¬ 
marine  scatter  homb,  189 
Shelf  life  of  sea-water  battery,  217 
Shipboard  instruments  for  sonar  meas¬ 
urements 

see  Noise  measurements,  shipboard 
instruments;  Speed  measurements, 
shipboard  instruments 
Shock  waves  from  underwater  explo¬ 
sions,  51,  58 

Silver  chloride  for  anodi/ed  cathodes  of 
sea  water  batteries,  211-213 
Simple  Wire  and  Cable  Company  <) 
sound  ge  ir,  37 
(iO-kc  echo  repeaters,  93-91 
Since  ho  echo  re|  eater.  79.  89 
Sonar  echo-ranging  et]iiipmeiu 
sit  Dvnamic  monitor  lor  echo  rang- 
inj> ;  K.cho-rcpcaiuig  equipment 
Sonar  servomechanism 
sit  Servomechanisms 
Sound  year  monitor  (SCM).  1-20 
installed  system,  0.  15  2(1 
modifications,  2-3,  20 
<),W,ti-l3 
<)CI>,  13-17 
portable  tiionilor.  5-ti 
retpiiiements.  3-5 
summary  of  developtneul.  I  3 
inning  methods  lot  QC  drivers.  2 
wide  range,  13 
Sound  level  meters 
OAY  sound  gear.  12-10 
overside  noise  monitor,  10 
Sound  measuring  equipment 
sit  Overside  noise  monilot  .OAY  sound 
Real- 

Speed  measurements,  shipboard  instru¬ 
ments.  02-77 

acoustic  maiinc  pinging  spccdomclei 
(AMI’S),  70-75 

acoustic  maiinc  speedometer  (AMS). 
02-00 

phase  acoustic  marine  speedometer 
(IVVMS),  75-77 

steady-stale  acoustic  marine  specdom 
cter  (SAMS),  (M>-70 

Speed  of  ship,  effect  on  echo-tanging 
gear.  38 

Squirrel  cage  moiois  lor  servomecha¬ 
nisms,  172-173 

SR-2  San  Diego  echo  repealer.  80 
SR-5  Salt  Diego  echo  repealer,  80 
Stability  of  a  projectile.  203-201 
Star-shell  formula  Hares  in  antisubmar¬ 
ine  cqierations.  222 
Stationary  echo  repealers.  80 
crystal  transducers,  98 
ring-stack  tratiscluceis.  91-92 


Stationary  targets,  echo-ranging  equip¬ 
ment.  85-80 

Steady-state  acoustic  marine  speedom¬ 
eter  (SAMS),  02-03,  00-70 
circuit  design,  07 
experiments.  08-70 
operation.  07-08 

lecoininenilations  for  future  rescan  It. 
70 

summary .  02-03 
theory,  00 

Stern-dropped  charges,  attack  condi¬ 
tions.  I39-M3 
attack  director  It.  105 
mathematical  svmlmls.  lit) 
ship's  course,  1 10-1 12 
lime  to  lire.  1 12 

"Stick"  assemble  transducers  lot  station¬ 
ary  echo  repeaters,  91 , 93-9 1 
Submarine  marker  bum .  229-233 
description,  230-232 
smoke  signal.  232-233 
Submarine  maikcrs,  target  positions 
act  Sea  markets  lor  antisubmarine 
attacks 

Submarine  noise  reduction  program. 
OAY  sound  gear 

act  Overside  noise  monitor, OAY  sound 

gear 

Submarine  Signal  (iompanv,  Itcaring  ic- 
pealcr  lot  attack  director  M.nk 

111:  151 

Submarine  target  position 
a  it  Attack  director  If  (AD- II) 
Supersonic  oscillator  lot  echo  repealer 
ralihinlor,  NO 
Sin  face  crall,  llo.it  lights 
wr  Float  lights  lor  submarine  detec¬ 
tion 

Sin  lac e  vessels,  scatter  c  harge 
a  it  Scatter  charge  for  surface  vessels 
Sv lie h m  generator  for  antisubmarine  at¬ 
tack  plotter,  131 

Svmhio  system  lest  unit  (SS'll)  lot 
sonar  gear.  1 80—188 

large!  beating  ol  sonar  gear 
lead  screw-driven  attack  plouri,  133 
131.  130 

link-belt  geographic  plotter,  137 
I  argel  position  of  submarines 
sit  Attack  director  If  (Al)-lt) 
l  arge!  positioner,  automatic,  121-121 
I  argel  ranging,  attack  plotters 
sit  Attack  plotters  for  target  ranging 
Target  strength  unit  (TSl)  in  echo- 
repeater  calibrator.  119-120 
Target  strength  unit  (ISF)  in  echo¬ 
repeating  equipment,  82 


Targets  (arlilicial),  echo-ranging 
see  Echo-repeating  equipment 
Temperature  effects  on  sonar  gear 
depth-charge  direction  indicator, 
55-5(i 

sea-water  battery .  230—237 
Thurns-iype  hydrophone.  01 
Timing  systems  for  xcniai  gear 
bomb  clusters.  192 
Hedgehog  projectile.  158 
navigational  marker  buoy,  22(i.  228 
Torpedo  sea-water  batteries.  217-253 
book-type,  219-250 
duplex-type,  252-253 
hvdraulic  tests.  250-251 
tun  1 1  iplate-ly  pe.  250-252 
loveable  echo-repeatcis 
description,  80 
design,  80-81 
electronic  sv  stem.  80 
rack  amplifiers.  92-93 
(iO-kc,  93-91 
Tracking  ship's  course 
a  it  Attack  plotters  for  target  ranging 
Training  equipment,  souai 
sit  .Sound  gear  monitor  (SOM) 

I  ransducers  lot  sonar  gear 
acoustic  ma line  speedometer,  (il-titi 
echo-repeaters,  81-82.  98-100 
installed  sound  gear  monitor. (i.  18-20 
OAX  sound  gear  monitor.  53 
OCI*  sound  gear  monilor.  I  I 
portable  sound  gear  monilnt.  5 
‘.esiing  equipment,  3  5 
"  Transfer  iiiuciion"  of  seivomeiha- 
nisnis.  172.  183-181 
I  tiplane  model  ol  passive  target,  echo¬ 
ranging  equipment.  85-81' 

True  bearing  of  ship,  sonar  gear.  1 10- 
112 

attack  director  Mark  III;  153 
stem-dropped  charges,  1 10-112 
I  rue  bearing  of  target,  lead  sc  rew -ch  i veil 
attack  plotter.  1 3 1 

I  nderwater  explosion,  amplitude  of 
pressme  wave.  57-58 
I'ltdei water  Mates  for  antisubmarine 
operalions.  221-221 
aircraft  parachute,  222 
capacity-type  ignitots,  222-223 
Hare  mixtures.  223 
star  shell  If-I;  222 

1'nderwaler  proximity  ftt/e  7-10-M.  217 
I 'uderwatei  sound,  portable  testing 
ecpiipment 

Ac-c-  OAX  sound  gear  monitor 
l 'nil  cell  for  sea-water  battery.  230-237 
V.  S.  Navy  1'nderwaler  Sound  l.aliora 
lory.  New  l.imdcm.  Conn. 
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hydrostatically -detonated  exploder. 
21  1-2 15 

pull-mutch  ignition  for  Mark  VI  lloal 
light  218 

Matter  charge  for  stirfatc  vessels.  IdT- 
MIS 

smoke  signal  for  snhmarine  marker 
httov .  2.‘I2 

I  Diversity  of  California,  erho-icpcating 
et|tii|)tneni.  78.  7!) 

Valving  of  sea-water  batteries.  2  Mi 
\  tillages  for  sonar  et|tiipinenl 
antisubmarine  attack  plotter,  127  -12(1 
automat ic  target  positioner.  122-121 
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nonportable  echo-re|»ealcr  calibrator. 
1 1 2- 1 1 3 

phase  acoustic  marine  speedometer. 
77 

ptirtable  echo-repeater  calibrator.  113 
sea-water  batten  ,217 
servomechanisms.  175-175 

Wave  amplitudes  in  under -water  explo¬ 
sions.  57-58 

WI-.A-I  echo-ranging  equipment.  37 
Wesleyan  I'niversitv.  underwater  Hares, 
223-22 1 

West  Coast  Sound  School,  delav-aetiou 
etlio  repealer,  105-107 


Whale  echo  repeater.  80,  <18-101 
amplilicr.  KM) 
calibration.  10 1 
description.  80.  <!S 
electronic  equipment.  10(1 
mechanical  assemble.  (18 
performance  tests.  11)0  101 
target  service  tests,  101 
transducers.  <18-100 

Woods  Hole  Oceanographic  Institution 
explosive  charge  si/e,  57-58 
hydrostatically-detonated  exploder. 
21  1-215 

XDCA  detonator  sea-water  batten, 25.3  - 
251 
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